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CHAPTER  24 


REDEVELOPMENT  AGENCY 


Sec. 

24.1. 

Sec. 

24.1- 

Sec. 

24.2. 

Sec. 

24.3. 

Sec. 

24.4. 

Sec. 

24.5. 

Sec. 

24.6. 

Sec. 

24.7. 

Created  Under  Provisions  of  State  Law. 

Increasing  Number  of  Members  to  be  Appointed  to 
Redevelopment  Agency. 

Housing  Authority  to  Conduct  Survey  Prior  to  Approval  of 
Redevelopment  Project. 

Quarterly  Reports  of  Redevelopment  Agency. 

Compensation  of  Members:  Travel  Expenses. 
Recommendations  of  Planning  Commission. 

Standards  as  to  Exercise  of  Rights  in  Redevelopment  Projects 
Without  Discrimination. 

Relocation  Appeals  Board:  Establishmxent:  Compositon: 
Appointment:  Terms:  Duties:  Compensation. 


SEC.  24.1.  CREATED  UNDER  PROVISIONS  OF  STATE  LAW.  There 
is  need  for  a redevelopment  agency,  to  be  known  as  the  Redevelopment  Agency  of 
the  City  and  County,  to  function  in  the  City  and  County  under  the  provisions  of 
Sections  33000  to  33954  of  the  State  Health  and  Safety  Code. 

A redevelopment  agency  shall  be  created  and  constituted  at  the  time  and  in 
the  manner  prescribed  by  Sections  33200  to  33237  of  such  code.  (Res.  No.  7779 
(1939)) 


SEC.  24.1-1.  INCREASING  NUMBER  OF  MEMBERS  TO  BE 
APPOINTED  TO  REDEVELOPMENT  AGENCY.  Notwithstanding  the  provi- 
sions of  Section  24.1  of  this  Chapter,  and  pursuant  to  the  provisions  of  Section 
33110  of  the  Health  and  Safety  Code  of  the  State  of  California,  the  number  of 
members  to  be  appointed  to  the  Redevelopment  Agency  of  the  City  and  County  of 
San  Francisco  is  hereby  increased  to  seven,  one  of  whom  shall  be  a woman.  (Added 
by  Ord.  35-76,  App.  2/13/76) 


SEC.  24.2.  HOUSING  AUTHORITY  TO  CONDUCT  SURVEY  PRIOR 
TO  APPROVAL  OF  REDEVELOPMENT  PROJECT.  The  Board  of  Supervisors 
does  hereby  declare  as  its  policy  that  it  will  withhold  approval  of  any  redevelop- 
ment project  until  such  time  as  the  housing  authority  conducts  a survey  as  to  the 
availability  of  rehousing  facilities  for  persons  of  low  income  who  will  be  displaced 
by  such  project,  and  submits  to  the  Board  of  Supervisors  for  its  consideration  a 
report  reflecting  the  results  of  such  survey.  (Res.  No.  11571  (1939)) 

SEC.  24.3.  QUARTERLY  REPORTS  OF  REDEVELOPMENT 
AGENCY.  The  Redevelopment  Agency  of  the  City  and  County  shall  file  with  the 
Board  of  Supervisors  a detailed  report  of  all  its  transactions,  including  a statement 
of  all  revenues  and  expenditures,  at  quarterly  intervals.  (Res.  No.  10911  (1939)) 

SEC.  24.4.  COMPENSATION  OF  MEMBERS;  TRAVEL  EXPENSES. 
Subject  to  the  budget  and  fiscal  provisions  of  the  Charter,  the  compensation  of  the 
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appointive  members  ofthe  Redevelopment  Agency,  exclusive  of  actual  and  neces- 
sary expenses,  including  traveling  expenses,  shall  be  $25  per  meeting  for  each 
meeting  of  the  agency  actually  attended  by  the  members;  provided,  that  the 
aggregate  amount  paid  to  any  one  member  shall  not  exceed  $1,250  per  year,  and  toe 
aggregate  amount  paid  all  the  members  shall  not  exceed  $6,250  per  year.  (Amended 
by  Ord.  92-63.  App.  4/23/63) 

SEC.  24.5.  RECOMMENDATIONS  OF  PLANNING  COMMISSION. 
The  City  Planning  Commission  shall  furnish  the  following  information  to  the 
Board  of  Supervisors  at  as  early  a date  as  possible: 

(a)  Recommendations  as  to  area  which  should  first  be  made  subject  of  survey 
for  the  purpose  of  redevelopment. 

(b)  The  amount  of  funds  necessary  to  conduct  such  a survey.  (Res.  No.  5239 
(1939)) 

SEC.  24.6.  STANDARDS  AS  TO  EXERCISE  OF  RIGHTS  IN  REDE- 
VELOPMENT PROJECTS  WITHOUT  DISCRIMINATION.  (1)  The  Board  of 
Supervisors  declares  as  a matter  of  general  policy  that  the  right  to  buy,  lease, 
sublease,  use  or  occupy  land  in  redevelopment  projects  without  discrimination  or 
segregation  based  upon  race,  color,  creed,  national  origin,  ancestry,  age,  sex,  sexual 
orientat’on  or  disability  should  properly  be  considered  in  the  nature  of  a civil  right 
and  that  appropriate  steps  should  be  taken  to  safeguard  and  protect  that  right. 

(2)  The  Board  recommends  that  every  tentative  plan  submitted  by  the  Plan- 
ning Commission  and  every  redevelopment  plan  submitted  by  the  Redevelopment 
Agency  or  any  person,  firm,  association  or  corporation  or  any  public  or  private 
agency  qualified  to  do  so  for  approval  of  the  Board  of  Supervisors  pursuant  to  the 
Community  Redevelopment  Act  contain,  in  addition  to  the  other  requirements  set 
forth  in  such  act,  adequate  provisions  precluding  direct  or  indirect  discrimination 
against  or  segregation  of  any  person  or  group  of  persons  on  account  of  race,  color, 
creed,  national  origin,  ancestry,  age,  sex,  sexual  orientation  or  disability  in  connec- 
tion with  the  sale,  lease,  sublease,  transfer,  use,  occupancy,  tenure  or  enjoyment  of 
land  or  of  any  interest  therein  within  the  redevelopment  projects  which  is  acquired 
or  to  be  acquired  by  the  Redevelopment  Agency. 

(3)  The  Board  further  recommends  that  each  tentative  plan  and  each  redevel- 
opment plan  submitted  to  the  Board  of  Supervisors  for  approval  shall  require  that 
express  provisions  be  included  in  deeds,  leases  and  contracts  entered  into  by  the 
Redevelopment  Agency  in  substantially  the  following  form: 

(a)  In  Deeds.  “The  grantee  herein  covenants  by  and  for  himself  or  herself,  his 
or  her  heirs,  executors,  administrators  and  assigns,  and  this  conveyance  is  made 
and  accepted  upon  and  subject  to  the  following  conditions: 

“(1)  That  there  shall  be  no  discrimination  against  or  segregation  of  any 
person  or  group  of  persons  on  account  of  race,  creed,  color,  national  origin, 
ancestry,  age,  sex,  sexual  orientation  or  disability  in  the  sale,  lease,  sublease, 
transfer,  use,  occupancy,  tenure  or  enjoyment  of  the  premises  herein  conveyed,  nor 
shall  the  grantee  himself  or  herself  or  any  person  claiming  under  or  through  him  or 
her  establish  or  permit  any  such  practice  or  practices  of  discrimination  or  segrega- 
tion with  reference  to  the  selection,  location,  number,  use  or  occupancy  of  tenants, 
lessees,  sublessees  or  vendees  in  the  premises  herein  conveyed. 


AD-618 


San  Francisco  Administrative  Code 


Section  24.6 


“(2)  The  foregoing  covenant  shall  run  with  the  land  and  shall  bind  the 
grantee,  his  or  her  heirs,  executors,  administrators  and  assigns  and  all  persons 
claiming  under  or  through  them. 

“(3)  In  the  event  of  any  breach  of  the  foregoing  covenant  by  any  party  bound 
thereby,  it  shall  be  the  duty  of  the  Redevelopment  Agency  to  endeavor  immediately 
to  remedy  such  breach  by  conference,  conciliation  and  persuasion.  In  case  of  failure 
so  to  remedy  such  breach,  or  in  advance  thereof,  if  in  the  judgment  of  the  Redevel- 
opment Agency  circumstances  so  warrant,  the  breach  shall  be  enjoined  or  abated  by 
appropriate  proceedings  brought  by  the  Redevelopment  Agency.” 

(b)  In  Leases,  “The  lessee  herein  covenants  by  and  for  himself  or  herself,  his 
or  her  heirs,  executors,  administrators  and  assigns,  and  this  lease  is  made  and 
accepted  upon  and  subject  to  the  following  conditions: 

“(1)  That  there  shall  be  no  discrimination  against  or  segregation  of  any 
person  or  group  of  persons  on  account  of  race,  creed,  color,  national  origin, 
ancestry,  age,  sex,  sexual  orientation  or  disability  in  the  lease,  sublease,  transfer, 
use,  occupancy,  tenure  or  enjoyment  of  the  premises  herein  leased,  nor  shall  the 
lessee  himself  or  herself  or  any  person  claiming  under  or  though  him  or  her 
establish  or  permit  any  such  practice  or  practices  of  discrimination  or  segregation 
with  reference  to  the  selection,  location,  number,  use  or  occupancy  of  tenants, 
lessees,  sublessees  or  vendees  in  the  premises  herein  leased. 

“(2)  The  foregoing  covenant  shall  bind  the  lessee,  his  or  her  heirs,  executors, 
administrators  and  assigns  and  all  persons  claiming  under  or  through  them. 

“(3)  .Any  breach  of  the  foregoing  covenant  by  any  party  bound  thereby  may 
be  enjoined  or  abated  by  appropriate  proceedings  brought  by  the  immediate  lessor 
of  the  person  committing  such  breach  or,  in  the  event  of  his  or  her  failure  to  act,  it 
shall  be  the  duty  of  the  Redevelopment  .Agency,  as  agent  and  on  behalf  of  the 
immediate  lessor,  and  the  lessor  does  irrevocably  appoint  the  Redevelopment 
Agency  as  his  or  her  agent  for  this  purpose,  to  endeavor  immediately  to  remedy  the 
breach  by  conference,  conciliation  and  persuasion,  or,  in  the  event  of  failure  so  to 
remedy  such  breach,  then  the  breach  shall  be  enjoined  or  abated  by  appropriate 
proceedings  brought  by  the  Redevelopment  Agency.” 

(c)  In  contracts  entered  into  by  the  Redevelopment  .Agency  relating  to  the 
sale,  transfer,  or  lease  of  land  or  of  any  interest  therein  acquired  by  such  agency 
within  any  redevelopment  area  or  project,  the  foregoing  provisions,  in  substantially 
the  form  set  forth,  shall  be  included,  and  the  contracts  shall  further  provide  that  the 
foregoing  provisions  shall  be  binding  upon  and  shall  obligate  the  contracting  party 
or  parties  and  any  subcontracting  party  or  parties  or  other  transferee  under  such 
instruments. 

(4)  The  Board  does  further  recommend  that  every  tentative  plan  and  ever\' 
redevelopment  plan  which  shall  be  submitted  to  the  Board  of  Supervisors  for 
approval  shall  declare  it  to  be  the  duty  of  the  Redevelopment  .Agency  to  exercise  the 
rights,  powers  and  privileges  in  respect  to  the  prevention  of  discrimination  and 
segregation  granted  by  the  tentative  plan  and  redevelopment  plan  and  by  the 
clauses  prohibiting  discrimination  and  segregation  required  by  such  tentative  plan 
^ and  redevelopment  plan  to  be  inserted  in  deeds,  leases  and  contracts  relating  to  any 
interest  in  land  which  shall  have  been  acquired  by  the  Redevelopment  .Agency. 
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(5)  This  section  must  not  be  construed  to  preclude  in  any  way  the  full  and  fair 
consideration  according  to  law  of  any  plans  submitted  in  conformity  with  the 
Community  Redevelopment  .Act.  (Amended  by  Ord.  511-82,  App.  10/14/82) 

SEC.  24.7.  RELOCATION  APPEALS  BOARD;  ESTABLISHMENT; 
COMP(3SH  ION;  APPOINTMENT;  TERMS;  DUTIES;  COMPENSATION. 
There  is  hereby  established,  pursuant  to  the  provisions  of  California  Health  and 
Safety  Code  Section  33417.5,  a Relocation  Appeals  Board  composed  of  five  mem- 
bers appointed  by  the  Mayor  and  approved  by  the  Board  of  Supervisors.  One  of  the 
members  first  appointed  shall  be  designated  to  serve  for  a term  of  one  year;  two  for 
two  years:  and  two  for  three  years  from  the  date  of  appointment.  Thereafter, 
members  shall  be  appointed  as  aforesaid  for  a term  of  office  of  three  years,  except 
that  all  vacancies  occurring  during  a term  shall  be  filled  for  the  unexpired  term. 

The  Board  shall  promptly  hear  all  complaints  brought  by  residents  of  the 
various  project  areas  relating  to  relocation  and  shall  determine  if  the  Redevelop- 
ment .Agency  has  complied  with  the  provisions  of  Chapter  4 of  the  California 
Health  and  Safety  Code  and.  where  applicable,  federal  regulations.  The  Board  shall, 
after  a public  hearing,  transmit  its  findings  and  recommendations  to  the  Agency. 
The  members  of  the  Board  shall  serve  without  compensation;  but  each  of  the 
members  shall  be  reimbursed  for  his  or  her  necessary  expenses  incurred  in  perform- 
ance of  his  or  her  duties  but  not  to  exceed  $15  per  meeting  and  $45  per  month. 
(.Added  by  Ord.  334-72.  App.  11/14/72) 
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CHAPTER  24A 


ADMINISTRATIVE  STRUCTURE  LOCAL  RENT  SUPPLEMENT 
PROGRAM  IN  THE  OFFICE  OF  MAYOR 


Sec. 

24A.01. 

Sec. 

24A.02. 

Sec. 

24A.03. 

Sec. 

24A.04. 

Sec. 

24A.05. 

Sec. 

24A.06. 

Sec. 

24A.07. 

Sec. 

24A.08. 

Sec. 

24A.09. 

Sec. 

24A.10. 

Sec. 

24A.11. 

Sec. 

24A.12. 

Sec. 

24A.13. 

Sec. 

24A.14. 

Sec. 

24A.15. 

Sec. 

24A.16. 

Sec. 

24A.17. 

Sec. 

24A.18. 

Sec. 

24A.19. 

Sec. 

24A.20. 

Sec. 

24A.21. 

Definitions. 

Transfer  of  Funds  from  Chief  Administrative  Officer  to  Mayor. 
Authority  of  Mayor  to  Execute  Contracts. 
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Maximum  Payments  Under  Contract  for  Each  Tenant. 

Time  of  Payment  Under  Contract. 

Recertification  of  Income  Under  Contract. 

Hardship  Cases. 

Tenant  Occupancy  Limitations. 

Form  of  Lease. 

Housing  Owner’s  Obligation  Under  Contract  to  Report  Tenant 
Income  Increase. 

Change  in  Tenant  Income  Status. 

Rules  and  Regulations  by  Mayor. 

Severability. 


SEC.  24A.01.  DEFINITIONS.  For  the  purposes  of  this  Chapter,  the  fol- 
lowing words  and  phrases  are  defined  to  mean  and  include: 

(a)  “City”  means  City  and  County  of  San  Francisco. 

(b)  “Mayor”  means  the  Mayor  of  the  City  and  County  of  San  Francisco  or  an 
officer  of  the  office  of  the  Mayor  empowered  to  exercise  any  of  the  functions  of  the 
Mayor. 

(c)  “Owner”  means  the  owner  or  lessee  or  designated  operator  of  real  prop- 
erty containing  standard  housing  located  within  the  City  and  County  of  San 
Francisco. 

(d)  “Dilapidated  housing”  means  a housing  unit  that  does  not  provide  safe 
and  adequate  shelter:  and  in  its  present  condition  endangers  the  health,  safety  or 
wellbeing  of  the  occupants.  Such  a housing  unit  shall  have  one  or  more  critical 
defects,  or  a combination  of  intermediate  defects  in  sufficient  number  or  extent  to 
require  considerable  repair  or  rebuilding.  Such  defects  may  involve  original  con- 
struction. or  they  may  result  from  continued  neglect  or  lack  of  repair  or  from 
serious  damage  to  the  structure. 

(e)  “Displaced  by  governmental  action”  means  an  individual  or  family, 
moved  or  to  be  moved  from  real  property  occupied  as  a dwelling  unit  as  a result  of 
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activities  in  connection  with  a public  improvement  or  development  program 
carried  on  by  an  agency  of  the  United  States  or  any  state  or  local  governmental  body 
or  agency. 

(0  “Family”  means  two  or  more  persons  related  by  blood,  marriage,  or 
operation  of  law,  who  occupy  the  same  dwelling  unit. 

(g)  “Physically  handicapped”  means  an  individual  who  has  a physical 
impairment  which: 

(1)  Is  expected  to  be  of  long  continued  and  indefinite  duration; 

(2)  Substantially  impedes  his  or  her  ability  to  live  independently;  and 

(3)  Is  of  such  nature  that  his  or  her  ability  to  live  independently  could  be 
improved  by  more  suitable  housing  conditions. 

(h)  “Substandard  housing”  means  a unit  which  is  either  dilapidated  as 
defined  in  Paragraph  (d)  of  this  Section,  or  does  not  have  one  of  the  following 
plumbing  facilities: 

(1)  Hot  and  cold  piped  water  inside  the  unit; 

(2)  Usable  flush  toilet  inside  the  structure  for  the  exclusive  use  of  the  occu- 
pants of  the  unit;  or 

(3)  Usable  bathtub  or  shower  inside  the  structure  for  the  exclusive  use  of  the 
occupants  of  the  unit. 

(i)  “Elderly”  means  an  individual  62  years  of  age  or  over.  (Added  by  Ord. 
290-72,  .App.  10/10/72) 

SEC.  24A.02.  TRANSFER  OF  FUNDS  FROM  CHIEF  ADMIN- 
ISTRATIVE OFFICER  TO  MAYOR.  Pursuant  to  Section  515(3)  of  Article  7,  Part 
III,  of  the  San  Francisco  Municipal  Code,  funds  specifically  allocated  and  set  aside 
to  the  Chief  .Administrative  Officer  for  rent  supplement  programs  shall  be  trans- 
ferred by  said  Chief  Administrative  Officer  to  the  Office  of  Mayor  for  the  local  rent 
supplement  program,  as  provided  for  in  this  Chapter.  (Added  by  Ord.  290-72,  App. 
10/10/72) 

SEC.  24A.03.  AUTHORITY  OF  MAYOR  TO  EXECUTE  CON- 
TRACTS. The  Mayor  is  hereby  authorized  to  contract  with  eligible  housing  owners 
to  make  local  rent  supplement  payments  to  facilitate  temporary  relocations  of 
qualified  tenants  with  respect  to  the  Yerba  Buena  Redevelopment  Project,  and  to 
the  extent  necessary  to  comply  with  Federal  District  Court  consent  order  dated 
November  9,  1970,  to  facilitate  the  provisions  of  not  less  than  1,500  new  or 
rehabilitated  units  of  low-rent  housing  in  the  City  and  County  of  San  Francisco. 
The  Mayor  is  further  authorized  to  lease  and  sublet  properties,  including  individual 
standard  dwelling  units,  for  utilization  therein  of  local  rent  supplements  and  to 
enter  into  leases  with  the  San  Francisco  Redevelopment  Agency  or  City  and  County 
sponsored  nonprofit  corporations,  which  lease  may  contain  a provision  that  the 
monthly  rental  payments  not  be  in  amounts  and  for  a time  period  less  than  the 
owner's  debt  service  obligation  against  that  property.  (Added  by  Ord.  290-72,  App. 
10/10/72) 

SEC.  24A.04.  PROVIDING  FOR  ADMINISTRATION  AND  EXPEN- 
DITURES RELATING  THERETO.  The  cost  of  administration  shall  not  exceed 
30  percent  of  the  allocation  set  aside  pursuant  to  Section  515(3),  Article  7,  Pan  III. 
of  the  San  Francisco  Municipal  Code.  (Amended  by  Ord.  303-80.  App.  6/27/80) 
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SEC.  24A.05.  SCOPE  OF  RENT  SUPPLEMENT  ASSISTANCE.  The 
Mayor  may  enter  into  a rent  supplement  contract  with  the  owner  of  specific  types  of 
multifamily  housing  projects  for  payment  of  a portion  of  the  rent  on  behalf  of 
qualified  tenants.  The  conditions  of  eligibility  for  such  a contract  and  its  terms  are 
specified  in  this  Part.  (Added  by  Ord.  290-72,  App.  10/10/72) 

SEC.  24A.06.  PROJECTS  ELIGIBLE  FOR  BENEFITS  AND 
AUTHORITY  OF  MAYOR  TO  CONTRACT,  (a)  Rent  supplement  payments 
shall  be  available  for  furnished  and  unfurnished  0-bedroom  (studio)  and  1-bed- 
room  units  renting  for  moderate  amounts  in  connection  with  multifamily  projects 
which  involve: 

(1)  New  construction; 

(2)  Rehabilitation  of  existing  structures; 

(3)  Existing  standard  dwelling  units  when  approved  by  Federal  District  Court 
or  when  utilized  with  respect  to  temporary  relocations  of  eligible  tenants;  and 

(4)  The  creation  of  standard  units  in  structures  previously  containing  sub- 
standard units. 

(b)  The  Mayor  is  authorized  to  make  rent  supplement  payments  with  respect 
to  projects  in  which  dwelling  units  do  not  contain  kitchen  facilities. 

(c)  The  Mayor  is  authorized  to  make  rent  supplement  payments  with  respect 
to  projects  containing  furnished  dwelling  units. 

(d)  The  Mayor  is  authorized  to  make  rent  supplement  payments  with  respect 
to  dwelling  units  concurrently  receiving  federal  rent  supplements  under  the 
National  Housing  Act  as  amended.  (Added  by  Ord.  290-72,  .App.  10/10/72) 

SEC.  24A.07.  ELIGIBLE  HOUSING  OWNER.  To  be  eligible  to  receive 
rent  supplement  payments,  the  owner  of  the  multifamily  project  may  be  a non- 
profit. limited  distribution,  or  a profit  motivated  entity.  The  project  may  be 
financed  by.  but  not  limited  to.  one  of  the  following  ways; 

(a)  By  a mortgage  under  any  section  of  the  National  Housing  .Act.  as 
amended,  including  but  not  limited  to  projects  financially  assisted  under  Section 
236  of  such  act. 

(b)  By  state  or  local  assistance  through  tax  exemptions  if  the  projeci  is 
approved  bv  the  Mavor  for  receiving  rent  supplement  pavments.  (Added  bv  Ord. 
290-72,  App.  10/10/72) 

SEC.  24A.08.  QU.\LIFIED  TENANT,  (a)  The  benefits  of  the  rent  supple- 
ment payments  are  available  only  to  an  individual  or  a family  renting  a dwelling 
unit  in  a project  owned  by  an  eligible  housing  owner.  To  qualify  for  such  benefits, 
the  individual  or  family  shall  meet  the  following  requirements: 

(1)  Have  an  annual  income  below  the  maximum  amount  established  by  the 
Mayor,  which  amount  shall  not  be  higher  than  can  be  established  in  the  area  where 
the  property  is  located  for  occupancy  in  a low-rent  public  housing  project  assisted 
under  the  United  States  Housing  Act  of  1937.  In  computing  a tenant's  income  for 
the  purpose  of  this  program.  $300  shall  be  deducted  for  each  minor  person  who  is  a 
member  of  the  immediate  family  of  the  tenant  and  residing  with  the  tenant;  and  any 
earnings  of  such  minor  shall  not  be  included  in  computing  the  tenant's  income. 
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(2)  In  a case  involving  an  elderly  individual  or  a family  whose  head  or  spouse  ( 
IS  elderly,  have  assets  not  exceeding  $5,000. 

(3)  In  a case  involving  other  than  the  elderly,  have  assets  not  exceeding 

$2,000. 

(4)  Be  one  of  the  following: 

(A)  An  individual  or  family  displaced  by  governmental  action. 

(B)  An  individual  who  is  62  years  of  age  or  over;  or  physically  handicapped. 

(C)  An  head  of  a family  who  is  or  whose  spouse  is  62  years  of  age  or  over,  or 
who  is  physically  handicapped. 

(D)  .An  occupant  of  substandard  housing. 

(b)  For  the  purpose  of  this  Section,  income  shall  mean  total  annual  income 
consistent  with  policies  and  procedures  utilized  by  the  Department  of  Housing  and 
Urban  Development  in  administering  the  Federal  Rent  Supplement  Program  in 
San  Francisco.  Total  annual  income  shall  mean  total  gross  income,  before  taxes  and 
other  deductions,  received  by  all  members  of  the  tenant’s  household.  In  determin- 
ing gross  income,  there  shall  be  included  all  wages,  social  security  payments, 
retirement  benefits,  military  and  veteran’s  disability  payments,  unemployment 
benefits,  welfare  benefits,  interest  and  dividend  payments,  and  such  other  income 
items  defined  as  total  annual  income  by  the  Department  of  Housing  and  Urban 
Development  in  its  occupancy  policies  and  procedures,  rent  supplemental  pro- 
gram, which  are  incorporated  hereby  in  reference  as  though  fully  set  forth. 

(c)  For  the  purpose  of  this  Section,  first  priority  for  occupancy  in  a rent 
supplemented  unit  shall  be  granted  qualified  displacees  from  the  Yerba  Buena 
Center  Redevelopment  Project,  provided  they  make  timely  application.  (Added  by 
Ord.  290-72,  App.  10/10/72) 

SEC.  24A.09.  CERTIFICATE  OF  ELIGIBILITY,  (a)  Upon  request  of  a 
housing  owner,  the  Mayor  will  review  for  eligibility  the  application  by  a prospective 
tenant  for  rent  supplement  payments.  If  the  application  meets  the  requirements  of 
Sections  24A.08  and  24A.11,  the  Mayor  shall  issue  a certificate  of  eligibility.  The 
certificate  shall  state  the  amount  of  rent  supplement  to  be  paid  monthly  by  the  City 
and  County  to  the  housing  owner  on  behalf  of  the  qualified  tenant.  The  payment 
shown  in  the  certificate  shall  not,  regardless  of  the  tenant’s  income,  exceed  70 
percent  of  the  approved  rent  for  the  unit.  No  certificate  of  eligibility  shall  be  issued 
where  the  amount  of  rent  supplement  payment  would  be  less  than  10  percent  of 
such  approved  rent.  (Added  by  Ord.  290-72,  App.  10/10/72) 

SEC.  24A.10.  TERM  OF  CONTRACT,  The  rent  supplement  contract 
shall  be  limited  to  10  days  from  the  date  of  the  first  payment  made  under  the 
contract.  Such  contracts  are  to  be  extended  for  additional  periods  with  the  consent 
of  City  and  County’s  Controller,  to  comply  with  the  Federal  District  Court  consent 
order  dated  November  9,  1970.  (Added  by  Ord.  290-72,  App.  10/10/72) 

SEC.  24A.11.  MAXIMUM  ANNUAL  PROJECT  PAYMENTS  UNDER 
CONTRACT.  The  rent  supplement  contract  shall  state  the  maximum  dollar 
amount  of  the  rent  supplement  payment  for  any  one  year,  which  maximum  shall 
not  exceed  the  amount  sufficient,  at  the  time  of  contract  execution  to  reduce  rents 
in  all  of  the  units  covered  by  the  contract  to  an  average  of  $60  per  unit  per  month, 
plus  a 10  percent  contingency  allowance.  (Added  by  Ord.  290-72,  App.  10/10/72) 


AD-624 


San  Francisco  Administrative  Code 


Section  24A.12 


j SEC.  24A.12.  MAXIMUM  PAYMENTS  UNDER  CONTRACT  FOR 

EACH  TENANT,  (a)  Subject  to  the  limitations  of  Section  24A.11  regarding  max- 
imum annual  project  payments,  the  rent  supplement  contract  shall  provide  that  the 
payment  on  behalf  of  a qualified  tenant  shall  be  that  amount  by  which  the  rent 
approved  by  the  Mayor  for  the  unit  exceeds  'A  of  the  tenant’s  income;  or  exceeds 
any  welfare  allowance  for  housing  if  such  allowance  is  larger  than  'A  of  the  tenant’s 
income;  or  exceeds  the  sum  of  'A  of  the  tenant’s  income,  plus  any  relocation 
assistance  allowance  due  him  or  her  for  housing.  When  such  tenant’s  relocation 
assistance  benefits  expire,  he  or  she  shall  be  assured  a local  rent  supplement  so  long 
as  he  or  she  meets  all  income  and  other  eligibility  criteria. 

(b)  In  computing  tenant’s  income  for  the  purpose  of  this  Section,  the  follow- 
ing deductions  from  total  gross  income  shall  be  taken  into  consideration; 

(1)  $300  shall  be  deducted  for  each  minor  person  who  is  a member  of  the 
immediate  family  of  the  tenant  and  residing  with  the  tenant;  and  any  earnings  of 
such  minor  not  be  included  in  computing  the  tenant’s  income. 

(2)  The  Mayor  may  allow  special  deductions  to  take  into  account  expenses 
incurred  as  a result  of  physical  disability  or  continuing  illness,  the  cost  of  necessary 
child  care  while  a wage  earner  of  the  household  is  at  work  and  such  other  deductions 
as  he  or  she  considers  appropriate.  (Added  by  Ord.  290-72,  App.  10/10/72) 

SEC.  24A.13.  TIME  OF  PAYMENT  UNDER  CONTRACT.  The  rent 
supplement  contract  shall  provide  for  payments  to  be  made  monthly  to  the  housing 
owner  on  ’oehalf  of  qualified  tenants  in  the  amounts  set  forth  in  the  certificates  of 
I eligibility.  (Added  by  Ord.  290-72,  App.  10/10/72) 

SEC.  24A.14.  RECERTIFICATION  OF  INCOME  UNDER  CON- 
TRACT. The  rent  supplement  contract  shall  provide  that  a recertification  of 
income  shall  be  obtained  by  the  housing  owner  each  year  from  the  date  the  original 
certificate  of  eligibility  was  issued.  Provision  shall  be  included  for  adjusting  pay- 
ments to  reflect  income  changes  shown  bv  the  recertification.  (Added  bv  Ord. 
290-72,  .App.  10/10/72) 

SEC.  24A.15.  HARDSHIP  CASES.  Where  a tenant’s  income  has 
decreased  due  to  illness,  loss  of  job,  or  other  hardship  beyond  his  or  her  control,  the 
Mayor  may  grant  a temporary  increase  in  rent  supplement  pavments.  (Added  bv 
Ord.  290-72.  App.  10/10/72) 

SEC.  24A.16.  TENANT  OCCUPANCY  LIMITATIONS.  Qualified  ten- 
ants shall  not  be  permitted  to  occupy  units  larger  than  the  Mayor  determines 
necessar>-  for  their  needs.  (Added  by  Ord.  290-72,  App.  10/10/72) 

SEC.  24A.17.  FORM  OF  LEASE,  (a)  Lease  form.  Qualified  tenants  shall 
be  required  to  execute  a lease  in  a form  approved  by  the  Mayor. 

(b)  Special  lease  provisions.  The  lease  shall  contain  the  following  special 
provisions: 

(1)  A provision  obligating  the  tenant  to  report  immediately  to  the  housing 
owner  any  increase  in  income  which  results  in  a monthly  income  of  four  or  more 
times  the  full  monthly  rental  for  the  housing  unit. 
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(2)  A provision  obligating  the  tenant  to  reimburse  the  Mayor  for  any  rent  ( 
supplement  payments  made  by  the  Mayor  during  a period  when  the  tenant’s 
income  had  increased  to  a point  where  rent  supplement  payments  should  have 
been  terminated  but  were  not  terminated  because  of  the  tenant’s  failure  to  report 
the  increase  to  the  housing  owner.  (Added  by  Ord.  290-72,  App.  10/10/72) 

SEC.  24A.18.  HOUSING  OWNER’S  OBLIGATION  UNDER  CON- 
TRACT TO  REPORT  TENANT  INCOME  INCREASE,  (a)  The  rent  supplement 
contract  shall  contain  a provision  obligating  the  housing  owner  to  immediately 
notify  the  Mayor  upon  receiving  a report  from  a tenant  of  an  increase  in  the  tenant’s 
income,  resulting  in  a monthly  income  of  four  or  more  times  the  full  monthly  rental 
for  the  housing  unit.  The  contract  shall  also  obligate  the  housing  owner,  upon 
failing  to  notify  the  Mayor  when  a report  of  such  increase  in  income  is  received 
from  a tenant,  to  reimburse  the  Mayor  for  any  rent  supplement  payments  made 
during  the  period  when  the  tenant  is  receiving  the  increased  income. 

(b)  In  selecting  qualified  tenants  to  occupy  a local  rent  supplement  unit,  the 
owner  shall  agree  to  grant  a first  priority  for  occupancy  to  households  displaced  by 
the  Yerba  Buena  Center  Redevelopment  Project,  provided  such  potential  tenants 
make  timely  application  for  admission.  (Added  by  Ord.  290-72,  App.  10/10/72) 

SEC.  24A.19.  CHANGE  IN  TENANT  INCOME  STATUS.  Appropriate 
adjustments  will  be  made  in  rent  supplement  payments  to  reflect  income  changes 
shown  by  the  annual  tenant  income  recertification.  Rent  supplement  payments  will 
be  discontinued  when  it  is  determined  by  the  Mayor  that  25  percent  of  the  tenant’s  | 

income  is  sufficient  to  pay  the  full  amount  of  the  rent  for  the  unit  occupied  by  the 
tenant.  Where  a tenant  is  no  longer  entitled  to  rent  supplement  payments,  he  or  she 
may  continue  to  occupy  the  unit  provided  he  or  she  pays  the  full  amount  of  the  rent. 

(Added  by  Ord.  290-72,  App.  10/10/72) 

SEC.  24A.20.  RULES  AND  REGULATIONS  BY  MAYOR.  The  Mayor 
is  hereby  authorized  to  adopt  rules  and  regulations  supplemental  to  this  Chapter 
and  not  in  conflict  therewith,  said  rules  and  regulations  to  become  effective  10  days 
after  the  Mayor  causes  their  publication  in  a newspaper  of  general  circulation 
within  the  City  and  County  of  San  Francisco.  (Added  by  Ord.  290-72,  App. 
10/10/72) 

SEC.  24A.21.  SEVERABILITY.  If  any  section,  subsection,  subdivision, 
paragraph,  sentence,  clause  or  phrase  of  this  Chapter  or  any  part  thereof  is,  for  any 
reason,  held  to  be  unconstitutional  or  invalid  or  ineffective  by  any  court  of 
competent  jurisdiction,  such  decision  shall  not  affect  the  validity  or  effectiveness  of 
the  remaining  portions  of  this  Chapter  or  any  part  thereof  The  Board  of  Super- 
visors hereby  declares  that  it  would  have  passed  each  section,  subsection,  subdivi- 
sion. paragraph,  sentence,  clause  or  phrase  thereof  irrespective  of  the  fact  that  any 
one  or  more  section,  subsections,  subdivisions,  paragraphs,  sentences,  clauses  or 
phrases  be  declared  unconstitutional  or  invalid  or  ineffective.  (Added  by  Ord. 

290-72.  App.  10/10/72) 
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Sec.  24B.1. 

CHAPTER  24B 

RELOCATION  APPEALS  BOARD 

Establishment;  Appointment;  Terms;  Staff;  Funding. 

Sec.  24B.2. 

Scope  of  Ordinance. 

Sec.  24B.3. 

Time  and  Place  of  Meeting. 

Sec.  24B.4. 

Notice  of  Meeting. 

Sec.  24B.5. 

Quorum. 

Sec.  24B.6. 

Powers  and  Duties. 

Sec.  24B.7. 

Adjustment  and  Settlement  of  Complaints. 

Sec.  24B.8. 

Individual  Remedies. 

Sec.  24B.9. 

Repeal. 

Sec.  24B.10. 

Public  Meetings. 

Sec.  24B.11. 

Severability. 

SEC.  24B.1.  ESTABLISHMENT;  APPOINTMENT;  TERMS;  STAFF; 
FUNDING,  (a)  There  is  hereby  established  a board  to  be  known  as  the  San 
Francisco  Relocation  Appeals  Board  (hereinafter  called  “Board”)  consisting  of  five 
members,  to  be  appointed  by  the  Mayor  and  subject  to  the  approval  of  the  Board  of 
Supervisors. 

(b)  One  of  the  members  who  is  first  appointed  shall  be  designated  to  serve  for 
a term  of  one  year;  two  for  two  years;  and  two  for  three  years  from  the  date  of  their 
appointments.  Thereafter,  members  shall  be  appointed  as  aforesaid  for  a term  of 
office  of  three  years,  except  that  all  of  the  vacancies  occurring  during  a term  shall  be 
filled  for  the  unexpired  term.  A member  shall  hold  office  until  a successor  has  been 
appointed. 

(c)  The  Board  shall  elect  a president  from  among  its  members.  The  term  of 
office  as  President  of  the  Board  shall  be  for  the  calendar  year  or  for  the  portion 
thereof  remaining  after  each  such  president  is  elected. 

(d)  The  position  of  Executive  Secretary  to  the  Board  shall  be  held  by,  and  will 
be  a primary  responsibility  of,  the  Special  Assistant  for  Housing  and  Relocation. 
All  other  staff  personnel  of  the  Board  shall  be  under  the  immediate  direction  and 
supervision  of  the  Executive  Secretary. 

(e)  The  Board  of  Supervisors  shall  provide  funds  to  pay  for  staff  personnel, 
services  and  facilities  as  may  be  reasonably  necessary  to  enable  the  Board  to 
exercise  its  powers  and  perform  its  duties  under  this  ordinance. 

(f)  The  members  of  the  Board  shall  serve  without  compensation;  but  each  of 
the  members  shall  be  reimbursed  for  necessary  expenses  incurred  in  performance 
of  duties,  but  not  to  exceed  $15  per  meeting  and  $45  per  month.  (Added  by  Ord. 
333-72,  App.  11/14/72) 

SEC.  24B.2.  SCOPE  OF  ORDINANCE.  This  ordinance  applies  to 
appeals  taken  regarding  individuals  or  families  who  are  being,  or  have  been,  forced 
to  relocate  their  homes  or  businesses  by  public  action  within  the  City  and  County  of 
San  Francisco  by  the  City  and  County  or  any  agency  of  the  City  and  County  of  San 
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Francisco.  Nothing  in  this  ordinance,  however,  shall  be  interpreted  or  applied  so  as 
to  create  any  power  or  duty  in  conflict  with  the  pre-emptive  effect  of  any  federal  or 
state  law.  (Added  by  Ord.  333-72,  App.  11/14/72) 

SEC.  24B.3.  TIME  AND  PLACE  OF  MEETING.  The  Board  shall  meet  at 
least  once  a month.  The  time  and  place  of  meetings  shall  be  determined  by  rules 
adopted  by  the  Board.  (Added  by  Ord.  333-72,  App.  11/14/72) 

SEC.  24B.4.  NOTICE  OF  MEETING.  The  members  shall  be  notified  of 
the  time  and  place  of  meeting  not  less  than  24  hours  prior  to  said  meeting.  (Added 
by  Ord.  333-72,  App.  11/14/72) 

SEC.  24B.5.  QUORUM.  A quorum  shall  consist  of  a simple  majority  of 
the  total  Board  members.  No  action  may  be  taken  by  the  Board  at  any  meeting 
attended  by  less  than  the  quorum.  A decision  by  the  Board  shall  require  a simple 
majority  of  those  members  attending  a meeting  or  hearing.  (Added  by  Ord.  333-72, 
App.  11/14/72) 

SEC.  24B.6.  POWERS  AND  DUTIES.  In  addition  to  the  other  powers 
and  duties  set  forth  in  this  ordinance,  the  Board  shall  have  the  power  to: 

(a)  Study,  investigate  and  hold  hearings  on  grievances  and  disputes  arising 
between  displacing  agency  or  any  agency  responsible  for  providing  relocation 
services,  and  a relocatee  who  is  dissatisfied  with  the  relocation  services; 

(b)  Require  agencies  to  investigate  grievances  upon  request  of  the  Board  and 
submit  reports  of  investigations  to  the  Board; 

(c)  Mediate  disputes  between  displacing  agency  or  agency  responsible  for 
providing  relocation  services  and  aggrieved  party  when  requested  to  do  so  by 
aggrieved  party;  and 

(d)  Issue  rules  and  regulations  for  the  conduct  of  its  own  affairs.  (Added  by 
Ord.  333-72,  App.  11/14/72) 

SEC.  24B.7.  ADJUSTMENT  AND  SETTLEMENT  OF  COM- 
PLAINTS. (a)  Upon  the  filing  with  the  Board  of  a signed  complaint,  specifying  the 
nature  of  the  grievance,  the  displacing  agency  and/or  agency  responsible  for  provid- 
ing relocation  services  and  the  address  to  which  notices  may  be  sent,  the  Secretary 
shall  notify  said  agency  or  agencies  of  the  complaint  and  request  said  agency  or 
agencies  to  submit  a report  to  the  Board  within  1 5 days.  An  additional  1 5-day  period 
may  be  granted  by  the  Executive  Secretary  or  President  if  necessary  for  the  agency 
to  complete  its  report.  The  Executive  Secretary  may  attempt  to  resolve  the  com- 
plaint by  conference,  conciliation,  persuasion  or  other  means,  shall  maintain 
records  of  such  attempts  and  shall  submit  such  records  and  reports  to  the  Board  in 
accordance  with  said  Board’s  wishes.  If  the  aggrieved  party  is  dissatisfied  with  any 
solution  proposed  by  the  Secretary,  said  party  may  request  in  writing  that  the 
matter  be  heard  by  the  Board  forthwith.  Thereupon  the  Secretary  shall  set  the 
matter  for  hearing  by  the  Board  and  in  writing  notify  the  aggrieved  party  and  the 
agency  or  agencies  involved  of  the  time  and  place  of  said  hearing. 
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(b)  Following  the  Secretary’s  investigation,  provided  attempts  to  resolve  the 
complaint  are  unsuccessful,  the  complainant  and  agencies  involved  shall  be  noti- 
fied of  the  time  and  place  of  hearing  by  mail.  The  date  fixed  for  the  hearing  shall  be 
not  less  than  five  days  from  the  date  of  notice  thereof  The  hearing  shall  be  informal 
and  the  complainant  shall  be  entitled  to  bring  counsel,  witness  and  documentation. 
The  Board’s  decision  will  be  based  on  the  complainant  and  any  related  evidence 
presented. 

(c)  If  the  Board  determines  that  the  complaint  is  unjustified  or  unsubstanti- 
ated, or  that  there  is  insufficient  or  inadequate  basis  for  the  complaint,  the  com- 
plaint shall  be  dismissed  and  the  complainant  shall  be  notified  of  this  action  by 
certified  mail.  Such  notice  shall  also  report  the  reasons  for  the  dismissal. 

(d)  Where  the  Board  determines  that  the  complaint  is  well  founded,  the 
Board  shall  notify  the  displacing  agency  of  its  decision  and  make  recommendation 
for  the  settlement  of  the  dispute,  giving  the  reasons  therefor.  The  displacing  agency 
or  agency  responsible  for  providing  relocation  services  shall  comply  with  the 
recommendation  to  the  maximum  extent  permitted  by  law  and  governmental 
regulations.  The  complainant  will  be  notified  of  the  decision  of  the  Board.  (Added 
by  Ord.  333-72,  App.  11/14/72) 

SEC.  24B.8.  INDIVIDUAL  REMEDIES.  Nothing  in  this  ordinance  or 
provisions  thereof  shall  be  construed  as  granting  to  an  aggrieved  party  any  right  to 
pursue  a civil  action  against  the  City  and  County  of  San  Francisco  or  officer, 
employee,  agency  or  representative  thereof  (Added  by  Ord.  333-72,  App.  1 1/14/72) 

SEC.  24B.9.  REPEAL.  Any  ordinance  or  part  of  any  ordinance  conflicting 
with  the  provisions  of  this  ordinance  hereby  is  repealed  to  the  extent  of  such 
conflict.  (Added  by  Ord.  333-72,  App.  11/14/72) 

SEC.  24B.10.  PUBLIC  MEETINGS.  All  meetings  of  the  Board  shall  be 
public.  (Added  by  Ord.  333-72,  App.  11/14/72) 

SEC.  24B.11.  SEVERABILITY.  If  any  part  or  provision  of  this  ordinance, 
or  application  thereof  to  any  person  or  circumstance  is  held  invalid,  the  remainder 
of  the  ordinance,  including  the  application  of  such  part  or  provision  to  other 
persons  or  circumstances,  shall  not  be  affected  thereby  and  shall  continue  in  full 
force  and  effect.  To  this  end  the  provisions  of  this  ordinance  are  severable.  (Added 
by  Ord.  333-72,  App.  11/14/72) 
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CHAPTER  25 


STREET  LIGHTING 


Sec. 

25.1. 

Sec. 

25.2. 

Sec. 

25.3. 

Sec. 

25.4. 

Sec. 

25.5. 

Sec. 

25.6. 

Underground  Street  Lighting  Facilities  to  be  Shown  on  Plans, 
Etc.,  for  New  Streets,  Subdivisions. 

Inclusion  of  Street  Lighting  in  Plans,  Etc.,  for  Street  Openings 
and  Improvements. 

Cost  of  Underground  Facilities  in  New  Streets  and  New 
Subdivisions. 

Cost  of  Facilities  in  Work  Done  by  City  for  Street 
Improvements. 

When  Facilities  Become  City  and  County  Property. 

Utilities  Commission  to  Determine  Street  Lighting 
Specifications. 


SEC.  25.1.  UNDERGROUND  STREET  LIGHTING  FACILITIES  TO 
BE  SHOWN  ON  PLANS,  ETC.,  FOR  NEW  STREETS,  SUBDIVISIONS.  The 
Director  of  Public  Works  shall  require  that  underground  street  lighting  facilities, 
including  standards,  all  associated  wires,  cables,  conduits,  junction  boxes,  services, 
and  all  connections  therewith  satisfactory  to  the  Public  Utilities  Commission,  be 
included  in  all  plans,  maps,  plats  and  specifications,  for  the  opening  of  new  streets, 
tracts,  districts  or  subdivisions,  except  when  arrangements  have  been  made  by  the 
Public  Utilities  Commission  for  installation  of  adequate  overhead  street  lighting 
facilities  on  utility  poles.  (Ord.  No.  168-58,  Sec.  1) 


SEC.  25.2.  INCLUSION  OF  STREET  LIGHTING  IN  PLANS,  ETC., 
FOR  STREET  OPENINGS  AND  IMPROVEMENTS.  The  Director  of  Public 
Works  shall  include  provision  for  street  lighting  in  a manner  satisfactory  to  the 
Public  Utilities  Commission  in  all  plans,  maps,  plats  and  specifications  for  street 
openings  and  improvements  made  by  the  City  and  County.  (Bill  No.  395,  Ord.  No. 
15.0611  (C.S.),  Sec.  2) 


SEC.  25.3.  COST  OF  UNDERGROUND  FACILITIES  IN  NEW 
STREETS  AND  NEW  SUBDIVISIONS.  The  cost  of  underground  street  lighting 
facilities  in  new  streets  or  new  subdivisions  shall  be  borne  by  the  person,  assess- 
ment district  or  others  paying  for  the  grading,  paving,  sidewalks  and  other  construc- 
tion necessary  to  open  the  street.  (Ord.  No.  168-58,  Sec.  1) 


SEC.  25.4.  COST  OF  FACILITIES  IN  WORK  DONE  BY  CITY  FOR 
STREET  IMPROVEMENTS.  Money  to  cover  the  cost  of  street  lighting  facilities 
associated  with  work  being  done  by  the  City  and  County  shall  be  included  in  the 
fund  provided  for  the  street  improvement.  (Bill  No.  395.  Ord.  No.  15.0611  (C.S.). 
Sec.  4) 

SEC.  25.5.  WHEN  FACILITIES  BECOME  CITY  AND  COUNTY 
PROPERTY.  All  underground  street  lighting  facilities,  including  but  not  limited  to 
street  lighting  standards  and  all  associated  wires,  cables,  conduits,  junction  boxes. 
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services  and  all  connections  therewith,  in  new  streets,  tracts  or  subdivisions  opened 
by  individuals,  firms,  corporations  or  assessment  districts,  shall  become  the  prop- 
ertv  of  the  Citv  and  County  on  final  completion  and  acceptance  of  the  work.  (Ord. 
No.  168-58,  Sec.  1) 

SEC.  25.6.  UTILITIES  COMMISSION  TO  DETERMINE  STREET 
LIGHTING  SPECIFIC.ATIONS.  The  Public  Utilities  Commission  shall  deter- 
mine the  intensity  of  illumination,  number  and  spacing  of  lighting  facilities  and 
other  details  necessarv  to  secure  satisfactory  street  lighting.  (Ord.  No.  9046  (1939), 
Sec.  14) 


( 
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CHAPTER  27 
WAR  MEMORIAL 


Sec.  27.1. 
Sec.  27.2. 
Sec.  27.3. 
Sec.  27.3-1, 
Sec.  27.4. 
Sec.  27.5. 
Sec.  27.6. 
Sec.  27.8. 
Sec.  27.9. 


“Trustees”  Defined. 

Powers  of  Trustees  Subject  to  Charter. 
Construction;  Cost;  Administration. 
Management,  Superintendence  and  Operation. 
.Acceptance  of  Gifts.  Etc.;  Special  Fund. 
Engagement  of  Employees. 

Salaries. 

Statement  of  Receipts  and  Disbursements. 
Purchases  of  Materials  and  Supplies. 


SEC.  27.1.  “TRUSTEES”  DEFINED.  .As  used  in  this  Chapter,  the  word 
“Trustees”  shall  mean  the  Board  of  Trustees  of  the  War  Memorial  of  the  City  and 
County. 

SEC.  27.2.  POWERS  OF  TRUSTEES  SUBJECT  TO  CHARTER.  The 
Board  of  Trustees  of  the  War  Memorial  in  exercising  the  powers  granted  to  it  under 
Section  3.610  of  the  Charter,  relative  to  the  construction,  administration,  manage- 
ment, superintendence  and  operation  of  the  War  Memorial  of  the  City  and  County, 
shall  do  so  subject  to  the  provisions  of  this  Chapter.  (Ord.  No.  8931  (N.S.),  Sec.  1) 

SEC.  27.3.  CONSTRUCTION;  COST;  ADMINISTRATION,  (a)  The 
Trustees  shall  construct  a building  or  buildings  for  a War  Memorial  on  the  real 
property  located  in  the  City  and  County  bounded  by  Van  Ness  .Avenue.  Grove. 
Franklin  and  McAllister  Streets.  The  cost  of  the  memorial  shall  be  borne  out  of  but 
not  to  exceed  the  total  proceeds  of  the  memorial  hall  bond  issue,  together  with  such 
other  and  further  sums  as  may  be  now  or  hereafter  available,  including  all  interest 
received  by  the  City  and  County  on  moneys  in  the  fund,  all  of  which  are  hereby- 
appropriated  for  such  purposes. 

(b)  As  the  sites  described  in  the  .Agreement  to  Proceed  with  Construction  of 
the  San  Francisco  Performing  .Arts  Center  Concert  Hall  and  Rehearsal  Hall  and 
Lease  of  Land,  dated  October  24.  1977  and  amended  May  22.  1980.  between  the 
City  and  County  and  the  Sponsors  of  San  Francisco  Performing  .Arts  Center.  Inc. 
are  accepted  by  the  City  and  County;  or  on  January  1,  1982,  whichever  occurs 
earlier,  they  and  the  facilities  located  thereon  shall  be  subject  to  the  War  Memorial 
Trust  and  to  the  jurisdiction  of  the  War  Memorial  Board  of  Trustees.  The  three  sites 
described  in  this  agreement  include  all  of  the  real  propeny  bounded  by  Van  Ness 
.Avenue  and  Hayes.  Franklin  and  Grove  Streets. 

(c)  The  Trustees  of  the  War  Memorial  shall  have  charge  of  the  construction, 
administration,  management,  superintendence  and  operation  of  the  War  Memorial 
and  of  the  grounds  set  aside  therefor,  and  all  of  its  affairs,  and  may  enter  into 
contracts  for  such  purposes.  (Amended  by  Ord.  302-80.  App.  6/27/80) 


SEC.  27.3-1.  MANAGEMENT,  SUPERINTENDENCE  AND  OPEILA- 
- lON.  The  Trustees  shall,  subsequent  to  the  construction  of  the  War  Memorial. 
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and  during  the  construction  thereof,  administer,  manage,  superintend  and  operate 
the  War  Memorial  and  the  grounds  set  aside  therefor,  and  all  of  its  affairs.  (Ord.  No. 
8931  (N.S.),  Sec.  3) 

SEC.  27.4.  .\CCEPTANCE  OF  GIFTS,  ETC.;  SPECIAL  FUND.  No  gifts, 
devises  or  bequests,  other  than  unconditional  gifts,  devises  and  bequests  of  cash, 
shall  be  accepted  by  the  City  and  County  for  the  War  Memorial  without  the  consent 
of  a majority  of  the  Trustees  present  at  a meeting  of  the  Trustees.  Such  Trustees  are 
hereby  empowered  to  receive  and  accept  any  cash  or  property.  Any  gifts,  devises  or 
bequests  received  by  the  Trustees  on  behalf  of  the  City  and  County  for  any  purposes 
connected  with  the  War  Memorial,  or  incident  thereto,  shall  be  set  aside  in  a special 
fund  for  the  use  and  benefit  of  the  War  Memorial.  (Ord.  No.  8931  (N.S.),  Sec.  4) 

SEC.  27.5.  ENGAGEMENT  OF  EMPLOYEES.  The  Trustees  shall 
engage  such  employees,  bonded  or  otherwise,  as  may  be  necessary  for  the  conduct 
of  the  property  and  affairs  of  the  War  Memorial.  (Ord.  No.  8931  (N.S.),  Sec.  5) 

SEC.  27.6.  SALARIES.  The  salaries,  wages  and  compensation  of  the  Man- 
aging Director  and  Secretary  of  the  War  Memorial  and  of  all  other  employees  shall 
be  subject  to  standardization  as  provided  in  Section  8.401  of  the  Charter.  Pending 
the  standardization  of  wages,  salary  and  compensation,  there  shall  be  paid  to  the 
employees  at  least  the  minimum  entrance  salary,  wage  or  compensation  paid  for 
similar  services  by  the  City  and  County.  If  there  are  any  positions  or  places  or 
employment  created  by  the  Trustees  not  common  with  others  in  the  government  of 
the  City  and  County,  then  the  compensation  to  be  paid  to  the  employees  shall  be 
fixed  by  the  Trustees.  (Ord.  No.  8931  (N.S.),  Sec.  6) 

SEC.  27.8.  STATEMENT  OF  RECEIPTS  AND  DISBURSEMENTS. 
Upon  the  completion  of  the  War  Memorial,  the  Trustees  shall  cause  to  be  filed  a 
complete  statement  showing  all  receipts  and  disbursements  of  the  Trustees  and  the 
same  shall  be  open  for  inspection  by  the  public  in  the  office  of  the  Controller.  Such 
statement  shall  show  the  number  of  employees  of  the  Trustees.  (Ord.  No.  8931 
(N.S.),  Sec.  8) 

SEC.  27.9.  PURCHASES  OF  MATERIALS  AND  SUPPLIES.  Pur- 
chases of  materials,  supplies  and  equipment  required  by  the  Trustees  shall  be  made 
in  accordance  with  the  provisions  of  Section  7.100  of  the  Charter;  provided, 
however,  that  specifications  may  be  prepared  under  the  direction  of  the  Trustees  for 
all  equipment  required  by  the  Trustees  and  for  material  or  supplies  peculiar  to  the 
War  Memorial  operations  and  not  in  common  use  in  other  departments  of  the  City 
and  County.  The  Trustees  may  designate  the  particular  brand,  kind  or  make  of  any 
equipment  which  may  be  necessary  in  the  conduct  of  the  War  Memorial.  (Ord.  No. 
8931  (N.S.),  Sec.  9) 
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CHAPTER  28 
MUSEUMS 
ARTICLE  I 

SALE,  EXCHANGE  OR  TRANSFER  OF  WORKS  OF  ART 

Sec.  28.1.  Authorization  for  Sale,  Exchange  or  Transfer  of  Works  of  Art. 
Sec.  28.2.  Exchange  of  Works  of  Art. 

Sec.  28.3.  Public  Auction. 

Sec.  28.4.  If  No  Bids  or  Unsatisfactory  Bids. 

Sec.  28.5.  Disposition  of  Moneys  Received  for  Sale  of  Works  of  Art. 

Sec.  28.6.  Transfer  of  Works  of  Art. 

Sec.  28.7.  Application  of  This  Article  to  the  Asian  Art  Commission. 

Sec.  28.8.  Application  of  This  Article  to  the  San  Francisco  Airport 

Commission. 

ARTICLE  II 

COMMITTEE  OF  ASIAN  ART  AND  CULTURE 

Sec.  28.10.  Establishment  of  Committee. 

Sec.  28.11.  Chair. 

Sec.  28.12.  Government  of  Committee. 

Sec.  28.13.  Authority,  Function  and  Purposes. 

Sec.  28.14.  Asian  Art  Commission. 

Sec.  28.15.  Asian  Art  Museum  of  San  Francisco. 

ARTICLE  I 


SALE,  EXCHANGE  OR  TRANSFER  OF  WORKS  OF  ART 

SEC.  28.1.  AUTHORIZATION  FOR  SALE,  EXCHANGE  OR  TRANSFER 
OF  WORKS  OF  ART.  When,  in  the  judgment  of  the  Board  of  Trustees  of  the  Fine 
Arts  Museums  of  San  Francisco,  works  of  art  or  other  articles  in  the  possession  of 
the  museums  are  no  longer  fit  for  exhibition  purposes  in  said  museums,  such  works 
of  art  or  other  articles  may  be  sold,  exchanged  or  transferred  as  hereinafter  set  forth. 
Such  works  of  art  or  other  articles  to  be  sold,  exchanged  or  transferred  shall  be 
catalogued,  listed  and  described  with  reasonable  certainty  and  a copy  of  such  cata- 
logue shall  be  furnished  to  the  Purchaser.  (Added  by  Ord.  144-64,  App.  5/27/64; 
amended  by  Ord.  347-89,  App.  10/4/89) 


SEC.  28.2.  EXCHANGE  OF  WORKS  OF  ART.  The  Board  of  Trustees  may 
exchange  such  works  of  art  or  other  articles  for  other  works  of  art  or  other  articles 
of  equivalent  value,  each  such  exchange  to  be  subject  to  the  approval  of  the  Purchaser. 
The  said  Trustees  may  execute  and  accept  all  deeds  of  conveyance  necessary  and 
proper  to  effect  such  exchange.  (Added  by  Ord.  144-64,  App.  5/27/64;  amended  by 
Ord.  347-89,  App.  10/4/89) 
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SEC.  28.3.  PUBLIC  AUCTION.  The  said  Trustees  may,  with  the  approval 
of  the  Purchaser  of  Supplies,  cause  said  works  of  art  or  other  articles  to  be  sold  at 
public  auction  to  the  highest  and  best  bidder,  and  may  contract  with  a licensed 
auctioneer  for  the  purpose  of  conducting  the  sale  or  sales.  The  contract  shall  specify 
the  compensation  to  be  paid  for  the  auctioneer’s  services  and  set  forth  the  terms  and 
conditions  under  which  the  sale  or  sales  are  to  be  conducted.  Each  such  contract  shall 
be  approved  by  the  Purchaser  of  Supplies. 

The  compensation  to  be  paid  the  auctioneer  shall  not  exceed  the  sum  of  20 
percent  of  the  total  amount  realized  on  any  sale  and  the  compensation  shall  include 
all  costs  incurred  by  the  auctioneer  incident  to  said  sale.  All  of  said  sales  shall  be  for 
cash  and  all  cash  received  by  the  auctioneer  or  other  person  making  the  sale  shall  be 
delivered  to  the  Trustees  immediately  upon  receipt  thereof  by  said  auctioneer  or  other 
person  making  the  sale;  provided,  however,  that  the  auctioneer  may  accept  a deposit 
of  10  percent  of  the  amount  of  the  sale  price  of  any  work  of  art  or  other  article  sold 
upon  acceptance  of  bid,  the  balance  of  the  price  to  be  paid  within  five  days  from  the 
date  of  sale.  No  work  of  art  or  other  article  sold  shall  be  delivered  until  the  full  price 
thereof  is  paid.  Each  auctioneer  retained  to  conduct  a sale  shall  furnish  an  adequate 
surety  bond.  (Added  by  Ord.  144-64,  App.  5/27/64) 

SEC.  28.4.  IF  NO  BIDS  OR  UNSATISFACTORY  BIDS.  Should  no  bids  be 
received,  or  if  bids  are  received  and  rejected  as  unsatisfactory,  the  work  of  art  or  other 
article  may  thereafter  be  sold  by  informal  private  sale  by  the  Trustees,  with  the 
approval  of  the  Purchaser  of  Supplies;  provided,  that  works  of  art  or  other  articles 
on  which  bids  have  been  rejected  shall  not  thereafter  be  sold  for  amounts  less  than 
the  amount  of  the  high  bid  which  was  received.  (Added  by  Ord.  144-64,  App.  5/27/64) 

SEC.  28.5.  DISPOSITION  OF  MONEYS  RECEIVED  FOR  SALE  OF 
WORKS  OF  ART.  All  moneys  received  from  the  sale  of  any  work  of  art  or  other 
article  sold  pursuant  to  the  provisions  of  this  Article  shall  be  placed  in  the  trust  fund 
of  the  Fine  Arts  Museums  of  San  Francisco.  Deposits  in  said  trust  fund  shall  be  under 
the  jurisdiction  of  the  Board  of  Trustees.  Said  deposits  in  said  trust  fund  shall  be  used 
for  the  purchase  of  other  works  of  art  and  other  articles  to  be  exhibited  in  the  Fine 
Arts  Museums  of  San  Francisco.  (Added  by  Ord.  144-64,  App.  5/27/64;  amended  by 
Ord.  347-89,  App.  10/4/89) 

SEC.  28.6.  TRANSFER  OF  WORKS  OF  ART.  (a)  The  collections  of  the  Fine 
Arts  Museums  of  San  Francisco  contain  certain  objects  which  are  no  longer  appropri- 
ate to  the  collections.  Many  such  objects  are  of  scientific,  social,  cultural  or  historic 
value,  but  of  little  monetary  value  and  therefore  not  appropriate  for  sale  or  exchange. 
The  Board  of  Trustees  nonetheless  has  a duty  of  care  towards  these  objects  and  must 
expend  funds  for  the  storage  and  conservation  of  the  items.  It  is  in  the  interest  of  the 
City  and  County  of  San  Francisco  that  these  objects,  under  appropriate  circumstances, 
be  transferred  to  other  public  and  nonprofit  institutions  for  preservation,  study  and 
display,  thereby  relieving  the  City  of  the  responsibility  and  expense  of  storing  and 
preserving  these  objects. 
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(b)  The  Board  of  Trustees  may  transfer  title  to  a work  of  art  or  other  article 
in  the  Fine  Arts  Museums’  collections  to  another  public  or  nonprofit  institution  when 
the  transfer  is  in  the  public  interest.  A transfer  to  another  institution  is  deemed  to  be 
in  the  public  interest  where  the  Board  of  Trustees  makes  the  following  findings: 

(1)  The  object  is  no  longer  appropriate  to  the  Fine  Arts  Museums’  collections; 
and 

(2)  The  scientific,  social,  cultural  and/or  historical  value  of  the  object  outweighs 
its  monetary  value;  and 

(3)  The  object  is  more  likely  to  be  preserved,  studied  and  available  to  the  public 
if  it  is  transferred  to  the  recipient  institution  than  if  it  remains  with  the  Fine  Arts 
Museums  of  San  Francisco  or  is  sold. 

(c)  Where  it  is  found  to  be  in  the  public  interest  to  transfer  any  object  which 
is  of  historical  or  other  interest  to  San  Francisco,  the  object  will  first  be  offered  to 
a San  Francisco  public  or  nonprofit  institution. 

(d)  No  work  of  art  or  other  article  in  the  Fine  Arts  Museums’  collections  may 
be  transferred  to  another  institution  unless  the  transfer  is  approved  by  a majority  of 
the  members  of  the  Board  of  Trustees.  The  Trustees  may  execute  all  deeds  of 
conveyance  necessary  and  proper  to  effect  such  transfer.  (Added  by  Ord.  347-89,  App. 
10/4/89) 

SEC.  28.7.  APPLICATION  OF  THIS  ARTICLE  TO  THE  ASIAN  ART 
COMMISSION.  The  powers  and  duties  set  forth  in  Sections  28.1  through  28.6 
authorizing  the  Board  of  Trustees  of  the  Fine  Arts  Museums  to  sell,  exchange  or 
transfer  works  of  art  or  other  articles  shall  also  be  applicable  to  the  Asian  Art 
Museum  with  respect  to  works  of  art  or  other  articles  in  its  possession.  Funds  from 
the  sale  of  objects  in  the  Asian  Art  Museum’s  possession  shall  be  placed  in  the 
general  art  acquisition  fund  of  the  Asian  Art  Museum  and  shall  be  under  the  jurisdic- 
tion of  the  Asian  An  Commission.  (Added  by  Ord.  291-98,  App.  9/30/98) 

SEC.  28.8.  APPLICATION  OF  THIS  ARTICLE  TO  THE  SAN  FRANCIS- 
CO AIRPORT  COMMISSION.  The  powers  and  duties  set  forth  in  Sections  28.1 
through  28.6  authorizing  the  Board  of  Trustees  of  the  Fine  Arts  Museums  to  sell, 
exchange  or  transfer  works  of  art  or  other  articles  shall  also  be  applicable  to  the  San 
Francisco  Airport  Commission  with  respect  to  objects  in  its  possession.  Funds  from 
the  sale  of  objects  in  the  Airport  Museum’s  possession  shall  be  placed  in  the  Airport 
Museum’s  trust  fund  within  the  Airport  Revenue  Fund  and  shall  be  under  the 
jurisdiction  of  the  Airport  Commission.  Nothing  in  this  Section  is  intended  to  limit 
or  abridge  the  Arts  Commission’s  authority  with  respect  to  works  of  art  as  set  forth 
in  Charter  Section  5.103  and  Administrative  Code  Section  2A.150.  (Added  by  Ord. 
291-98,  App.  9/30/98) 


ARTICLE  II 

COMMITTEE  OF  ASIAN  ART  AND  CULTURE 

SEC.  28.10.  ESTABLISHMENT  OF  COMMITTEE.  There  is  hereby  estab- 
lished as  a part  of  the  government  of  the  City  and  County  of  San  Francisco  a 
committee  to  be  known  as  the  Committee  of  Asian  Art  and  Culture. 
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The  Committee  shall  consist  of  27  members  to  be  appointed  by  the  Mayor.  Nine 
of  the  members  who  are  first  appointed  shall  be  designated  to  serve  for  terms  of  one 
year;  nine  for  two  years;  and  nine  for  three  years  from  the  dates  of  their 
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appointment.  Thereafter,  members  shall  be  appointed  by  the  Mayor  for  a term  of 
office  of  three  years  except  that  all  of  the  vacancies  occurring  during  a term  shall  be 
filled  for  the  unexpired  term.  A member  shall  hold  office  until  a successor  has  been 
appointed  and  qualified.  The  members  of  the  Committee  are  hereby  designated  as 
officers  of  the  City  and  County  but  they  shall  serve  without  compensation.  Com- 
mittee members  need  not  be  residents  of  the  City  and  County. 

In  filling  vacancies  in  office  occurring  on  the  Committee  by  reason  of  resigna- 
tion. expiration  of  term,  or  other  cause,  the  Mayor  shall  solicit  nominations  from 
the  Committee  and  shall  give  due  consideration  to  such  nominees  in  filling  such 
vacancies  to  the  end  that  members  of  the  Committee  shall  be  substantially  repre- 
sentative of  the  fields  of  .Asian  art  and  culture  by  reason  of  their  knowledge, 
experience,  education,  interest  or  activity  therein.  (Added  by  Ord.  192-69.  App. 
6/20/69) 

SEC.  28.11.  CHAIR.  The  Mayor  shall  designate  a member  of  the  Commit- 
tee to  serve  as  its  first  chair  for  a term  of  two  years;  and.  thereafter,  the  Committee 
shall  elect  a chair  from  among  its  members.  The  term  of  office  of  the  chair  shall  be 
for  two  years.  Chairs  of  the  Committee  may  serve  more  than  one  term  of  office. 
(Added  by  Ord.  192-69,  App.  6/20/69) 

SEC.  28.12.  GOVERNMENT  OF  COMMITTEE.  The  Committee  shall 
adopt  bylaws  providing  for  the  conduct  of  its  affairs  and  the  distribution  and 
performance  of  its  business.  Such  bylaws  shall  provide  for  the  appointment  of  an 
executive  committee  and  for  its  authority  to  act  on  behalf  of  the  whole  committee 
and  for  such  other  subcommittees  as  the  whole  committee  may  deem  desirable. 
(Added  by  Ord.  192-69,  App.  6/20/69) 

SEC.  28.13.  AUTHORITY,  FUNCTION  AND  PURPOSES.  It  shall  be 
the  authority,  function  and  purpose  of  the  Committee  to: 

(a)  Develop  and  administer  a center  of  .Asian  art  and  culture  in  the  City  and 
County  of  San  Francisco; 

(b)  Create  a charitable  foundation  or  other  legal  entity  for  the  purposes  of 
developing  the  center  of  Asian  art  and  culture; 

(c)  Collaborate  with  Asian  an  societies,  universities  and  other  institutions 
and  organizations  interested  in  .Asian  an.  languages,  religion,  history',  philosophy 
and  culture  in  order  to  extend  and  deepen  the  activities  necessary'  to  establish  the 
center  of  .Asian  an  and  culture  as  the  outstanding  center  of  .Asian  an  and  culture  in 
the  Western  world; 

(d)  Promote,  establish  and  develop  an  acquisition  fund  to  be  expended  for 
the  acquisition  of  paintings,  sculpture,  bronzes,  ceramics  and  other  works  of  .Asian 
an  to  amplify  and  to  develop  the  City  and  County  collections  of  Asian  an;  and 

(e)  Control  and  manage  the  City  and  County  collections  of  .Asian  an  with  the 
Avery  Brundage  Collection  as  the  nucleus,  as  provided  in  the  second  supplemental 
agreement  with  .Avery  Brundage.  Mrs.  Elizabeth  D.  Brundage  and  the  Avery 
Brundage  Foundation,  and  in  accordance  with  the  management  agreement  to  be 
entered  into  between  the  Committee  and  the  Board  of  Trustees  of  the  M.  H.  de 
Young  Memorial  Museum,  a copy  of  which  agreement  is  on  file  with  the  Clerk  of 
this  Board  of  Supervisors.  (Added  by  Ord.  192-69.  .App.  6/20/69) 
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SEC.  28.14.  .ASIAN  ART  COMMISSION.  The  Committee  of  Asian  Art 
and  Culture  established  by  this  .Article  shall  hereafter  be  officially  known  and 
designated  as  the  Asian  Art  Commission,  which  commission  shall  have  and 
e.xercise  the  same  authority,  functions  and  purposes  as  set  forth  in  this  Article  for 
the  Committee  of  .Asian  .Art  and  Culture.  (Added  by  Ord.  316-71,  App.  12/23/71) 

SEC.  28.15.  ASIAN  ART  MUSEUM  OF  SAN  FRANCISCO.  That 
institution  now  administered  by  the  Asian  Art  Commission  and  now  officially 
known  and  designated  as  the  Center  of  Asian  Art  and  Culture  shall  hereafter  be 
otTicially  known  and  designated  as  the  Asian  Art  Museum  of  San  Francisco  and  all 
references  in  the  San  Francisco  .Administrative  Code  or  any  other  ordinance  or 
resolution  of  the  City  and  County  of  San  Francisco  to  the  Center  of  Asian  Art  and 
Culture  shall  mean  the  .Asian  Art  Museum  of  San  Francisco.  (Added  by  Ord. 
375-73.  App.  9/26/73) 
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CHAPTER  30 

LESBIAN,  GAY,  BISEXUAL,  TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK  FORCE 

Sec.  30.01.  Lesbian,  Gay,  Bisexual,  Transgender,  Queer  and  Questioning  Youth 
Task  Force. 

Sec.  30.02.  Report. 

Sec.  30.03.  Sunset  Clause. 

SEC.  30.01.  LESBIAN,  GAY,  BISEXUAL,  TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK  FORCE,  (a)  There  is  hereby  established  a Lesbian, 
Gay,  Bisexual,  Transgender,  Queer  and  Questioning  Youth  Task  Force  (hereinafter 
referred  to  as  “Task  Force”)- 

(b)  The  membership  of  the  Task  Force  shall  consist  of  15  voting  members 
designated  as  follows:  six  members  designated  by  the  Youth  Commission;  three 
members  designated  by  the  San  Francisco  Human  Rights  Commission;  five  members 
appointed  by  the  Board  of  Supervisors;  and  one  member  appointed  by  the  Mayor.  In 
addition,  the  Task  Force  shall  also  consist  of  six  nonvoting  members  designated  by 
the  department  head,  or  her  designee  from  the  following  City  agencies:  the  Depart- 
ment of  Public  Health;  the  Department  of  Human  Services;  the  Department  of 
Recreation  and  Parks;  the  Juvenile  Probation  Department;  the  San  Francisco  Police 
Department;  and  the  Mayor’s  Office  of  Children,  Youth  and  Families.  The  San 
Francisco  Unified  School  District  may  also  designate  one  nonvoting  representative 
to  serve  on  the  Task  Force. 

A majority  of  the  voting  members  should  be  under  the  age  of  25.  The  appointing 
authorities  shall  also  place  particular  emphasis  on  encouraging  membership  on  the 
Task  Force  by  youth  18  years  and  under.  All  appointments  should  be  completed 
within  60  days  after  enactment  of  this  ordinance. 

(c)  The  purposes  of  the  Task  Force  are: 

(1)  To  prioritize  the  recommendations  and  develop  a plan  for  specific  City 
departments  to  implement  various  parts  of  the  1996  San  Francisco  Human  Rights 
Commission’s  recommendations  regarding  the  needs  of  Lesbian,  Gay,  Bisexual, 
Transgender,  Queer  and  Questioning  Youth  (hereinafter  referred  to  as  “recommenda- 
tions”); 

(2)  To  recommend  to  the  Board  of  Supervisors  the  adoption  of  resolutions 
and/or  legislation  to  ensure  the  full  implementation  of  these  recommendations  by  City 
departments; 

(3)  To  review  the  progress  of  the  implementation  of  the  recommendations  by 
City  departments;  and 

(4)  To  provide  advice  and  assistance  to  City  departments  with  respect  to 
supportive  services  and  programs  for  lesbian,  gay,  bisexual,  transgender,  queer  and 
questioning  youth. 

(d)  In  performing  its  duties,  the  Task  Force  shall  hold  hearings,  and  request 
department  officials  to  appear  and  testify. 

(e)  At  the  initial  meeting  of  the  Task  Force,  the  Task  Force  members  shall 
select  such  officers  as  it  deems  necessary.  The  Task  Force  shall  establish  rules  and 
regulations  for  its  own  organization  and  procedure  and  shall  meet  when  necessary  as 
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determined  by  the  Task  Force.  All  meetings,  except  as  provided  by  general  law,  shall  ^ 
be  open  to  the  public. 

(f)  In  the  event  a vacancy  in  Task  Force  membership  occurs,  the  successor  to 
the  vacant  position  shall  be  selected  in  the  same  manner  used  to  select  the  previous 
occupant  of  the  position,  consistent  with  subparagraph  (b). 

(g)  Staff  assigned  to  the  Youth  Commission  and  the  Human  Rights  Commission 
shall  provide  staff  support  and  resources  for  the  Task  Force.  (Added  by  Ord.  166-98, 

App.  5/21/98) 

SEC.  30.02.  REPORT.  The  Task  Force  shall  submit  to  the  Board  of  Supervi- 
sors a written  report  regarding  the  results  of  its  investigation  analyzing  data  and 
findings  regarding  the  implementation  of  the  recommendations  by  City  departments, 
including  City  services  and  programs  provided  to  lesbian,  gay,  bisexual,  transgender, 
queer  and  questioning  youth,  by  June  30,  1999.  The  report  shall  indicate  those 
departments  which  have  not  implemented  the  recommendations,  and  recommend 
appropriate  action  to  be  taken  by  the  Board  of  Supervisors.  (Added  by  Ord.  166-98, 

App.  5/21/98) 

SEC.  30.03.  SUNSET  CLAUSE.  The  provisions  of  this  ordinance  and  the 
operation  of  the  Task  Force  shall  expire  on  June  30,  1999.  (Added  by  Ord.  166-98, 

App.  5/21/98) 
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CHAPTER  31 

ENVIRONMENTAL  QUALITY 


ARTICLE  I 
IN  GENERAL 

Authority  and  Mandate. 
Objectives. 

Policies. 

Scope  of  Requirements. 
Responsibility. 


ARTICLE  n 
PROJECTS  COVERED 

Coverage  of  State  Law. 

Exclusion  of  Non-physical  Projects. 

Exclusion  of  Ministerial  Projects. 

Listing  of  Non-physical  and  Ministerial  Projects. 

Exclusion  of  Emergency  Projects. 

Exclusion  of  Feasibility  and  Planning  Studies. 

Categorical  Exemptions. 

ARTICLE  HI 
EVALUATIONS 

Procedures  for  Review  of  Projects. 

Determination  of  Need  for  Evaluation. 

Initial  Evaluation  of  Projects. 

Negative  Declarations. 

Determinations  that  Environmental  Impact  Reports  are  Required. 
Draft  Environmental  Impact  Reports. 

Consultations  and  Comments. 

Final  Environmental  Impact  Reports. 

Actions  on  Projects. 

ARTICLE  rV 
OTHER  PROCEDURES 

Multiple  Actions  of  Projects. 

Evaluation  of  Modified  Projects. 

Amendment  of  a Certified  Environmental  Impact  Report. 
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ARTICLE  V 

ADMINISTRATION  AND  FEES 


Sec. 

31 

.41. 

Sec. 

31 

.45. 

Sec. 

31 

.46. 

Sec. 

31 

.47. 

Sec. 

31 

.50. 

Sec. 

31 

.60. 

Office  of  Environmental  Review. 
Allocation  of  Costs. 

Basic  Fees. 

Other  Fees. 

Severability. 

Fish  and  Game  Document  Fee. 


ARTICLE  I 
IN  GENERAL 

SEC.  31.01.  AUTHORITY  AND  MANDATE,  (a)  This  Chapter  is  adopted 
pursuant  to  the  California  Environmental  Quality  Act  (hereinafter  referred  to  as 
CEQA),  Public  Resources  Code  Sections  21000  and  following,  as  amended;  and 
pursuant  to  the  Guidelines  for  Implementation  of  the  California  Environmental  Quality 
Act,  as  amended,  originally  certified  and  adopted  by  the  Secretary  of  the  California 
Resources  Agency  on  February  3, 1973  and  appearing  as  Title  14,  Division  6,  Chapter 
3 of  the  California  Administrative  Code  (hereinafter  referred  to  as  the  State  Guide- 
lines). CEQA  and  the  State  Guidelines  provide  for  the  orderly  evaluation  of  projects 
and  preparation  of  environmental  documents,  and  require  adoption  of  corresponding 
objectives,  criteria  and  procedures  by  local  agencies. 

(b)  Any  amendments  to  CEQA  or  the  State  Guidelines,  adopted  subsequent  to 
the  effective  date  of  this  Chapter,  shall  not  invalidate  any  provision  of  the  Chapter. 
Any  amendments  to  CEQA  or  the  State  Guidelines  that  may  be  inconsistent  with  this 
Chapter  shall  govern  until  such  time  as  this  Chapter  may  be  amended  to  remove  such 
inconsistency. 

(c)  This  Chapter  shall  govern  in  relation  to  all  other  ordinances  of  the  City  and 
County  of  San  Francisco  and  rules  and  regulations  pursuant  thereto.  In  the  event  of 
any  inconsistency  concerning  either  public  or  private  actions,  the  provisions  of  this 
Chapter  shall  prevail.  (Amended  by  Ord.  92-77,  App.  3/18/77) 

SEC.  31.02.  OBJECTIVES,  (a)  CEQA  and  the  State  Guidelines  require  that 
all  local  agencies  shall  prepare,  or  cause  to  be  prepared  by  contract,  and  certify  the 
completion  of  an  environmental  impact  report  on  any  project  they  intend  to  carry  out 
or  approve  which  may  have  a significant  effect  on  the  environment.  This  report  must 
be  considered  by  the  local  agency  prior  to  its  decision  as  to  whether  to  carry  out  or 
approve  the  project. 

(b)  An  environmental  impact  report  is  an  informational  document  providing  a 
detailed  statement  of  environmental  effects  and  considerations  for  use  by  public 
decision-makers  in  considering  a project.  Such  a report  also  informs  the  general 
public,  and  provides  an  opportunity  to  public  participation  and  for  comments  by  other 
interested  public  agencies. 
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\ (c)  The  findings  of  an  environmental  impact  report  may  be  a major  consider- 

ation in  the  exercise  of  discretion  over  a project,  and  may  significantly  influence  the 
decision  of  a local  agency,  but  do  not  necessarily  require  a decision  either  to  carry 
out  or  approve,  or  not  to  carry  out  or  approve,  the  project.  CEQA  and  the  State 
Guidelines  confirm  the  discretion  of  local  agencies  with  regard  to  projects  under 
their  own  jurisdiction.  Projects  should  not  be  approved  as  proposed  if  there  are 
feasible  alternatives  or  feasible  mitigation  measures  available  which  would  sub- 
stantially lessen  the  significant  environmental  effects  of  such  projects.  In  the  event 
that  specific  economic,  social  or  other  conditions  make  infeasible  such  project 
alternatives  or  such  mitigation  measures,  individual  projects  may  be  approved  in 
spite  of  one  or  more  significant  environmental  effects  thereof  (Amended  by  Ord. 
92-77,  App.  3/18/77) 

SEC.  31.03.  POLICIES,  (a)  State-wide  policies  with  respect  to  long-term 
protection,  rehabilitation  and  enhancement  of  the  total  environment,  involving 
responsibilities  for  all  citizens  and  all  government  agencies,  are  amply  stated  in 
CEQA  and  in  the  State  Guidelines.  It  is  the  intention  of  the  City  and  County  of  San 
Francisco  to  implement  the  State  law  through  use  of  those  policies  as  a guiding 
criterion  in  decisions  made  under  its  authority. 

(b)  It  is  also  the  policy  of  CEQA  and  the  State  Guidelines,  and  of  the  City  and 
County,  to  use  the  impact  report  requirement  to  bring  environmental  considera- 
tions to  bear  at  an  early  stage  of  the  planning  process,  and  to  avoid  unnecessary 
delays  or  undue  complexity  of  review.  Simplicity  and  directness  are  to  be  empha- 
^ sized,  with  the  type  of  review  related  to  the  depth  and  variety  of  environmental 
issues  raised  by  a project,  so  that  government  and  public  concern  may  be  focused 
upon  environmental  effects  of  true  significance.  (Added  bv  Ord.  134-73.  .App. 
4/11/73) 

SEC.  31.04.  SCOPE  OF  REQUIREMENTS,  (a)  This  Chapter  adapts  the 
State  Guidelines  for  use  by  the  City  and  County  of  San  Francisco.  The  emphasis  of 
this  Chapter  is  upon  procedures,  which  are  expressly  left  for  determination  by  local 
agencies,  consistent  with  the  State  Guidelines. 

(b)  The  State  Guidelines  are  not  repeated  here,  but  are  expressly  incorporated 
herein  by  reference  as  though  fully  set  forth  and  are  supplementary  to  this  Chapter, 
particularly  with  respect  to  definitions,  criteria  for  determining  significant  effects 
on  the  environment,  and  requirements  for  content  of  environmental  impact 
reports.  Copies  of  the  State  Guidelines  may  be  obtained  from  the  Documents 
Section,  California  Department  of  General  Services.  (Amended  bv  Ord.  166-74. 
App.  4/11/74) 

SEC.  31.05.  RESPONSIBILITY,  (a)  The  City  and  County  of  San  Fran- 
cisco and  all  its  officials,  boards,  commissions,  departments,  bureaus  and  offices 
shall  constitute  a single  “local  agency,”  “public  agency”  or  “lead  agency”  as  those 
terms  are  used  in  CEQA  and  the  State  Guidelines;  except  that  the  San  Francisco 
Redevelopment  .Agency  shall  be  a separate  “local  agency”  or  “public  agency”  as 
I specified  in  CEQA.  With  regard  to  any  redevelopment  project,  the  City  and  County 
and  not  the  Redevelopment  Agency  shall  be  the  “lead  agency.” 
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(b)  The  administrative  actions  required  by  the  State  Guidelines  with  respect 
to  the  preparation  of  environmental  documents,  giving  of  notice  and  other 
activities,  as  specified  in  this  Chapter,  shall  be  performed  by  the  San  Francisco 
Department  of  City  Planning,  acting  for  the  City  and  County. 

(c)  All  projects  that  are  not  excluded  or  categorically  exempt  from  CEQA  and 
the  State  Guidelines  shall  be  referred  to  the  Department  of  City  Planning.  All  other 
officials,  boards,  commissions,  departments,  bureaus  and  offices  of  the  City  and 
County  shall  cooperate  with  the  Department  of  City  Planning  in  the  exercise  of  its 
responsibilities,  and  shall  supply  necessary  information,  consultations  and  com- 
ments. 

(d)  The  Department  of  City  Planning  shall  have  the  same  responsibilities  as 
aforesaid  when  more  than  one  public  agency  is  to  carry  out  or  approve  a project  and 
the  City  and  County  of  San  Francisco  is  the  “lead  agency”  as  that  term  is  used  in 
CEQA  and  the  State  Guidelines.  In  addition,  when  the  City  and  County  is  to  carry 
out  or  approve  a project  and  some  other  public  agency  is  the  “lead  agency,”  and 
where  projects  are  to  be  carried  out  or  approved  by  the  State  and  Federal  govern- 
ments within  the  City  and  County,  the  Department  of  City  Planning  shall  provide 
consultations  and  comments  for  the  City  and  County  to  the  other  government 
agencies  when  appropriate. 

(e)  To  the  extent  feasible,  the  Department  of  City  Planning  shall  combine  the 
evaluation  of  projects,  preparation  of  environmental  impact  reports  and  conduct  of 
hearings  with  other  planning  processes;  and  shall  coordinate  environmental  review 
with  the  Capital  Improvement  Program,  the  San  Francisco  Master  Plan  and  the 
City  Planning  Code.  Where  various  notices  are  required  by  this  Chapter  to  be  sent  ^ 
to  the  board,  commission  or  department  that  is  to  carry  out  or  approve  a project, 
such  requirement  shall  not  include  notice  to  the  Department  of  City  Planning  or 
City  Planning  Commission. 

(f)  Except  where  the  City  Planning  Commission  is  specifically  identified  in 
this  Chapter,  the  actions  of  the  Department  of  City  Planning  shall  be  taken  by  the 
department  staff  through  the  Director  of  Planning.  Where  adoption  of  admin- 
istrative regulations  by  resolution  of  the  City  Planning  Commission  after  public 
hearing  is  specified  herein,  there  shall  be  notice  by  publication  in  a newspaper  of 
general  circulation  in  the  City  and  County  at  least  20  days  prior  to  the  hearing  and 
by  posting  in  the  offices  of  the  Department  of  City  Planning,  with  copies  of  the 
proposed  regulations  sent  to  the  Board  of  Supervisors  and  any  other  affected 
boards,  commissions  and  departments  of  the  City  and  County.  The  decision  of  the 
Commission  in  adopting  administrative  regulations  shall  be  final.  The  Department 
of  City  Planning  may  adopt  necessary  forms,  checklists  and  processing  guidelines 
without  a public  hearing.  (Amended  by  Ord.  166-74,  App.  4/11/74) 


ARTICLE  II 
PROJECTS  COVERED 

SEC.  31.11.  COVERAGE  OF  STATE  LAW.  (a)  Three  types  of  projects 
may  be  covered  by  CEQA  and  the  State  Guidelines,  as  follows: 

(1)  Activities  directly  undertaken  by  any  public  agency. 
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(2)  Activities  undertaken  by  a person  which  are  supported  in  whole  or  in  part 
through  contracts,  grants,  subsidies,  loans,  or  other  forms  of  assistance  from  one  or 
more  public  agencies. 

(3)  Activities  involving  the  issuance  to  a person  of  a lease,  permit,  license, 
certificate,  or  other  entitlement  for  use  by  one  or  more  public  agencies. 

(b)  Some  such  projects  are  excluded  or  categorically  exempt  from  CEQA  and 
the  State  Guidelines,  as  indicated  in  Sections  31.12  through  31.17  below.  In  the 
event  of  such  exclusion  or  categorical  exemption,  the  State  law  does  not  apply  and 
no  initial  evaluation,  negative  declaration  or  environmental  impact  report  is 
required. 

(c)  Projects  that  are  not  excluded  or  categorically  exempt  may  or  may  not  be 
covered  by  CEQA  and  the  State  Guidelines.  If,  after  the  initial  evaluation  described 
in  Section  31.23  below,  it  is  determined  that  the  project  could  not  have  a significant 
effect  on  the  environment,  a negative  declaration  must  be  filed.  In  that  event,  the 
State  law  does  not  require  preparation  of  an  environmental  impact  report. 

(d)  All  other  projects  are  subject  to  CEQA  and  the  State  Guidelines  and  must 
have  environmental  impact  reports  prepared.  Such  preparation  must  occur  before 
the  decision  by  the  City  and  County  to  carry  out  or  approve  the  project.  For  the 
purpose  of  determining  when  such  preparation  must  occur  pursuant  to  this  Chap- 
ter, the  time  of  the  decision  to  carry  out  or  approve  a project  shall  be  as  follows: 

(1)  In  cases  in  which  the  Board  of  Supervisors  must  appropriate  money  for 
the  carrying  out  of  the  project,  or  appropriate  money  for  City  and  County  assistance 
to  the  carrying  out  of  the  project,  the  decision  by  the  Board  of  Supervisors  to 
proceed  with  the  carrying  out  of  the  project,  beyond  the  stage  of  feasibility  and 
planning  studies  as  described  in  Section  31.16  of  this  Chapter,  shall  constitute  the 
decision  to  carp^  out  or  approve  the  project.  Such  decision  may  occur  subsequent  to 
the  appropriation  of  money  for  the  project,  but  no  funds  other  than  funds  for  such 
feasibility  and  planning  studies  shall  be  expended  prior  to  re-appropriation  of  funds 
by  the  Board  of  Supervisors  approving  the  carrying  out  of  the  project. 

(2)  In  cases  in  which  the  Board  of  Supervisors  must  decide  upon  a project  that 
will  not  involve  appropriation  of  money  by  said  Board,  the  decision  by  said  Board 
shall  constitute  the  decision  to  carry  out  or  approve  the  project. 

(3)  In  cases  in  which  City  and  County  funding  or  assistance  occurs  through 
use  of  undesignated  funds  or  funds  received  through  gifts  or  bequests,  the  decision 
to  expend  such  funds  for  the  project  shall  constitute  the  decision  to  carry  out  or 
approve  the  project. 

(4)  In  cases  involving  a City  and  County  lease,  permit,  license,  certificate,  or 
other  entitlement  for  use,  the  first  discretionary  decision  to  approve,  to  issue,  or  to 
commit  the  City  and  County  to  approve  or  issue,  such  lease,  permit,  license, 
certificate,  or  other  entitlement  for  use  shall  constitute  the  decision  to  carry  out  or 
approve  the  project.  (Amended  by  Ord.  92-77,  App.  3/18/77) 

SEC.  31.12.  EXCLUSION  OF  NON-PHYSICAL  PROJECTS,  (a)  The 
“environment”  is  defined  by  CEQA  and  the  State  Guidelines  as  the  physical 
conditions  existing  within  the  area  which  will  be  affected  by  a proposed  project. 
Therefore,  projects  that  will  have  no  physical  effects  are  excluded  from  the  State 
law.  Such  projects  are  not  subject  to  the  requirements  of  this  Chapter.  (Amended  bv 
Ord.  166-74,  App.  4/11/74) 
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SEC.  31.13.  EXCLUSION  OF  MINISTERIAL  PROJECTS,  (a)  Under 
the  provisions  of  CEQA,  discretionary  projects  are  covered  while  ministerial 
projects  are  excluded.  The  State  Guidelines  contain  definitions  of  “discretionary” 
and  “ministerial”  but  do  not  attempt  to  enumerate  all  projects  in  each  category, 
leaving  such  designation  to  local  determination.  Ministerial  projects,  once  desig- 
nated according  to  Section  31.14  below,  shall  not  be  subject  to  the  requirements  of 
this  Chapter. 

(b)  The  issuance  of  any  permit  as  to  which  a discretionary  review  power 
exists  under  Section  26  of  Part  III,  San  Francisco  Municipal  Code,  shall  be  deemed 
to  be  a discretionary  project.  If  a negative  declaration  or  environmental  impact 
report  has  been  prepared  for  such  a project,  such  document  shall  be  considered  in 
any  excercise  of  the  discretionary  review  power,  but  the  existence  of  such  a 
document  shall  not  in  itself  compel  or  prevent  the  exercise  of  such  power,  nor 
necessarily  require  a decision  either  to  carry  out  or  approve,  or  not  to  carry  out  or 
approve,  the  project.  (Added  by  Ord.  134-73,  App.  4/11/73) 

SEC.  31.14.  LISTING  OF  NON-PHYSICAL  AND  MINISTERIAL 
PROJECTS,  (a)  The  Department  of  City  Planning  shall  maintain  a listing  of  types 
of  nonphysical  and  ministerial  projects  excluded  from  CEQA  and  the  State  Guide- 
lines. Such  listing  shall  be  modified  over  time  as  the  status  of  types  of  projects  may 
change  under  applicable  laws,  ordinances,  rules  and  regulations.  The  listing  shall 
not  be  considered  totally  inclusive,  and  may  at  times  require  refinement  on  a case- 
by-case  basis. 

(b)  Such  listing  of  excluded  projects  and  modifications  thereto  shall  be  kept 
posted  in  the  offices  of  the  Department  of  City  Planning,  and  copies  thereof  shall  be 
sent  to  the  Board  of  Supervisors  and  all  other  affected  boards,  commissions  and 
departments  of  the  City  and  County.  Any  person  who  may  deem  any  portion  of 
such  listing  to  be  incorrect  may  at  any  time  appeal  such  portion  of  the  listing  to  the 
City  Planning  Commission  specifying  the  grounds  for  such  appeal,  and  the  Com- 
mission shall  hold  a public  hearing  thereon  according  to  the  procedure  specified  in 
Section  31.05  (f)  of  this  Chapter  for  adoption  of  administrative  regulations.  The 
Commission  may  affirm,  modify  or  delete  such  portion  of  the  listing,  and  the 
decision  of  the  Commission  shall  be  final.  If  so  affirmed  or  modified,  such  portion 
of  the  listing  shall  not  thereafter  be  appealable  to  the  Commission  on  the  same 
grounds.  (Added  by  Ord.  134-73,  App.  4/11/73) 

SEC.  31.15.  EXCLUSION  OF  EMERGENCY  PROJECTS,  (a)  Certain 
emergency  projects  are  excluded  from  CEQA  and  the  State  Guidelines.  Such 
projects,  as  specified  in  CEQA  and  the  State  Guidelines,  are  not  subject  to  the 
requirements  of  this  Chapter.  However,  if  such  projects  would  be  subject  to  CEQA 
and  the  State  Guidelines  in  the  absence  of  the  emergency  exclusion,  their  carrying 
out  or  approval  shall  be  reported  promptly  to  the  Department  of  City  Planning. 
(Added  by  Ord.  134-73,  App.  4/11/73) 

SEC.  31.16.  EXCLUSION  OF  FEASIBILITY  AND  PLANNING  STUD- 
IES. (a)  Feasibility  and  planning  studies  for  possible  future  actions,  the  carrying  out 
of  which  has  not  yet  been  approved,  adopted  or  funded,  are  excluded  from  CEQA 
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and  the  State  Guidelines.  Such  studies  are  not  subject  to  the  requirements  of  this 
Chapter.  However,  environmental  factors  shall  be  considered  in  the  normal  course 
of  such  studies.  (Amended  by  Ord.  166-74,  App.  4/11/74) 

SEC.  31.17.  CATEGORICAL  EXEMPTIONS,  (a)  As  required  by  CEQA, 
the  Secretary  of  the  California  Resources  Agency  has  determined  in  the  State 
Guidelines  that  certain  classes  of  projects  do  not  have  a significant  effect  on  the 
environment  and  therefore  are  categorically  exempt  from  CEQA.  Each  public 
agency  must  list  those  specific  activities  of  the  agency  which  fall  within  each  such 
class,  subject  to  the  qualification  that  these  lists  must  be  consistent  with  both  the 
letter  and  the  intent  expressed  in  the  classes  as  specified  in  the  State  Guidelines. 
Projects  which  are  categorically  exempt  are  not  subject  to  the  requirements  of  this 
Chapter. 

(b)  The  Department  of  City  Planning  shall  maintain  the  required  list  of  types 
of  projects  which  are  categorically  exempt,  and  such  list  shall  be  kept  posted  in  the 
offices  of  the  department.  Such  list  shall  be  kept  up  to  date  in  accordance  with  any 
changes  in  the  State  Guidelines  and  any  changes  in  the  status  of  local  projects.  The 
initial  list  and  any  additions,  deletions  and  modifications  thereto  shall  be  adopted 
as  administrative  regulations  by  resolution  of  the  City  Planning  Commission  after 
public  hearing,  according  to  the  procedure  set  forth  in  Section  31.05  (f)  of  this 
Chapter. 

(c)  Provision  is  made  in  CEQA  and  the  State  Guidelines  for  public  agencies 
to  request  additions,  deletions  and  modifications  to  the  classes  of  projects  listed  as 
categorically  exempt  in  the  State  Guidelines.  Any  such  requests  shall  be  made  by 
the  City  Planning  Commission,  after  a public  hearing  thereon  held  according  to  the 
procedure  specified  in  Section  31.05  (f)  of  this  Chapter  for  adoption  of  admin- 
istrative regulations. 

(d)  The  listing  of  a type  of  project  as  categorically  exempt  shall  not  in  itself 
necessarily  require  a decision  either  to  carry  out  or  approve,  or  not  to  carry  out  or 
approve,  any  individual  project.  CEQA  and  the  State  Guidelines  confirm  the 
discretion  of  local  agencies  with  regard  to  projects  under  their  own  jurisidiction. 
(Added  by  Ord.  134-73,  .App.  4/11/73) 


ARTICLE  III 
EVALUATIONS 

SEC.  31.21.  PROCEDURES  FOR  REVIEW  OF  PROJECTS,  (a)  The 
steps  for  review  of  projects  pursuant  to  CEQA  and  the  State  Guidelines  shall  be  as 
set  forth  in  Sections  31.22  through  31.29  below.  These  provisions  are  primarily 
procedural. 

(b)  Provisions  relating  to  objectives  and  criteria  for  review,  when  not  fully  set 
forth  herein,  shall  be  as  prescribed  by  CEQA  and  the  State  Guidelines.  (Added  bv 
Ord.  134-73,  App.  4/11/73) 

SEC.  31.22.  DETERMINATION  OF  NEED  FOR  EVALUATION,  (a) 
The  board,  commission  or  department  that  is  to  carry  out  or  approve  a project,  or 
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the  Department  of  City  Planning  as  hereinafter  provided,  shall  determine  whether 
the  project  is  excluded  or  categorically  exempt  from  CEQA  and  the  State  Guide- 
lines. according  to  Sections  31.12  through  3 1 . 1 7 of  this  Chapter.  Such  determination 
shall  be  made  by  the  Department  of  City  Planning  for  all  projects  with  an  estimated 
construction  cost  of  over  $100,000  as  defined  by  the  San  Francisco  Building  Code, 
and,  for  projects  of  lesser  cost,  upon  request  by  the  board,  commission  or  depart- 
ment that  is  to  carry  out  or  approve  the  project.  If  the  project  is  excluded  or 
categorically  exempt,  no  further  evaluation  shall  be  required  by  this  Chapter. 

(b)  When  a project  has  been  determined  by  the  Department  of  City  Planning 
to  be  excluded  or  categorically  exempt  from  CEQA  and  the  State  Guidelines,  the 
Department  of  City  Planning  may  issue  a Certificate  of  Exemption  from  Environ- 
mental Review  by  posting  a copy  thereof  in  the  offices  of  the  Department,  and  by 
mailing  copies  thereof  to  the  applicant  and  the  board,  commission  or  department 
that  is  to  carry  out  or  approve  the  project. 

(c)  All  projects  that  are  not  excluded  or  categorically  exempt  shall  be  referred 
to  the  Department  of  City  Planning,  prior  to  the  decision  as  to  whether  to  carry  out 
or  approve  the  project,  for  an  initial  evaluation  to  establish  whether  an  environ- 
mental impact  report  is  required. 

(d)  In  cases  in  which  a project  is  to  be  carried  out  or  approved  by  more  than 
one  public  agency,  it  will  be  necessary  to  determine  whether  the  City  and  County  of 
San  Francisco  or  some  other  public  agency  shall  be  the  lead  agency  under  CEQA 
and  the  State  Guidelines  with  responsibility  to  evaluate  the  project.  (Amended  by 
Ord.  92-77,  App.  3/18/77) 

SEC.  31.23.  INITIAL  EVALUATION  OF  PROJECTS,  (a)  Upon  receiv- 
ing an  application  for  a project,  or  upon  referral  of  a project  by  the  board,  commis- 
sion or  department  that  is  to  carry  out  or  approve  the  project,  the  Department  of 
City  Planning  shall  conduct  an  initial  evaluation  (initial  study)  to  establish  whether 
an  environmental  impact  report  is  required.  In  the  event  it  is  clear  at  the  outset  that 
an  environmental  impact  report  is  required,  the  Department  may,  with  the  consent 
of  all  parties  involved,  make  an  immediate  determination  and  dispense  with  this 
initial  evaluation. 

(b)  The  initial  evaluation  shall  determine  whether  the  project  may  have  a 
significant  effect  on  the  environment.  The  basic  criteria  for  determination  of 
significant  effect  shall  be  those  set  forth  in  CEQA  and  the  State  Guidelines. 
Supplementary  criteria,  consistent  with  those  in  CEQA  and  the  State  Guidelines, 
may  be  adopted  as  administrative  regulations  by  resolution  of  the  City  Planning 
Commission  after  public  hearing,  according  to  the  procedure  set  forth  in  Section 
31.05  (f)  of  this  Chapter.  In  determination  of  significant  effect,  consideration  shall 
be  given  to  objectives  and  policies  of  the  San  Francisco  Master  Plan.  An  EIR  shall 
be  prepared  when  there  is  serious  public  controversy  concerning  the  environmental 
effect  of  a project.  Controversy  not  related  to  an  environmental  issue  shall  not  be 
cause  for  preparation  of  an  EIR. 

(c)  The  applicant  or  the  board,  commission  or  department  that  is  to  carry  out 
or  approve  the  project  shall  submit  to  the  Department  of  City  Planning  such  data 
and  information  as  may  be  necessary  for  the  initial  evaluation.  If  such  data  and 
information  are  not  submitted,  work  by  the  Department  on  the  initial  evaluation 
shall  be  suspended. 
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(d)  During  the  initial  evaluation,  the  Department  City  Planning  may  consult 
with  any  person  having  knowledge  or  interest  concerning  the  project.  In  cases  in 
which  the  project  is  to  be  carried  out  or  approved  by  more  than  one  public  agency 
and  the  City  and  County  of  San  Francisco  is  the  lead  agency,  the  Department  shall 
consult  with  all  other  public  agencies  that  are  to  carry  out  or  approve  the  project. 

(e)  If  a project  is  subject  to  the  CEQA  and  the  National  Environmental  Policy 
Act,  an  initial  evaluation  prepared  pursuant  to  the  National  Environmental  Policy 
Act  may  be  used  to  satisfy  the  requirements  of  this  Section. 

(f)  If  the  initial  evaluation  establishes  that  the  project  could  not  have  a 
significant  effect  on  the  environment,  a negative  declaration  shall  be  issued  in 
accordance  with  Section  31.24  below,  and  no  further  evaluation  shall  be  required  by 
this  Chapter.  If  the  initial  evaluation  establishes  that  the  project  may  have  a 
significant  effect  on  the  environment,  an  environmental  impact  report  shall  be 
prepared  in  accordance  with  Sections  31.26  through  31.28  below.  (Amended  by 
Ord.  92-77,  App.  3/18/77) 

SEC.  31.24.  NEGATIVE  DECLARATIONS,  (a)  When  a negative  decla- 
ration is  required,  it  shall  be  prepared  by  the  Department  of  City  Planning.  The 
negative  declaration  shall  describe  the  project  proposed,  state  the  finding  that  the 
project  could  not  have  a significant  effect  on  the  environment,  and  have  attached  to 
it  a copy  of  the  initial  evaluation  documenting  reasons  to  support  that  finding.  The 
negative  declaration  shall  also  indicate  mitigation  measures,  if  any,  included  in  the 
project  or  avoid  potentially  significant  effects. 

(b)  The  Department  of  City  Planning  shall  first  prepare  the  negative  declara- 
tion on  a preliminary  basis,  and  shall  post  a copy  of  the  preliminary  negative 
declaration  in  the  offices  of  the  Department  and  mail  copies  thereof  to  the  applicant 
and  the  board,  commission  or  department  that  is  to  carry  out  or  approve  the 
project. 

(c)  Notice  of  the  preparation  of  such  preliminary  negative  declaration  shall 
thereupon  be  given  by  publication  in  a newspaper  of  general  circulation  in  the  City 
and  County,  and  by  mail  to  all  organizations  and  individuals  who  have  previously 
requested  such  notice. 

(d)  Within  10  days  following  the  publication  of  such  notice,  any  person  may 
appeal  the  preliminary  negative  declaration  to  the  City  Planning  Commission, 
specifying  the  grounds  for  such  appeal. 

(e)  The  City  Planning  Commission  shall  hold  a public  hearing  on  any  such 
appeal  within  not  less  than  five  nor  more  than  20  days  after  filing  of  the  appeal. 
Notice  of  such  hearing  shall  be  posted  in  the  offices  of  the  Department  of  City 
Planning,  and  shall  be  mailed  to  the  appellant,  to  the  applicant,  to  the  board, 
commission  or  department  that  is  to  carry  out  or  approve  the  project,  and  to  any 
other  person  rquesting  such  notice. 

(f)  After  such  hearing  the  City  Planning  Commission  shall  affirm  the  prelimi- 
nary negative  declaration  if  it  finds  that  the  project  could  not  have  a significant 
effect  on  the  environment,  and  shall  overrule  the  preliminary  negative  declaration 
and  order  preparation  of  an  environmental  impact  report  if  it  finds  that  the  project 
may  have  a significant  effect  on  the  environment.  The  decision  of  the  Commission 
either  to  affirm  or  to  overrule  shall  be  final.  If  in  the  judgment  of  the  Commission 
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there  is  a substantial  body  of  opinion  that  reasonably  considers  there  will  be  a 
significant  etTect  on  the  environment,  the  Commission  shall  overrule  the  prelimi- 
nary negative  declaration. 

(g)  If  the  preliminary  negative  declaration  is  not  appealed  as  provided  herein, 
or  if  it  is  affirmed  on  appeal,  the  negative  declaration  shall  be  made  final,  subject  to 
any  necessary  modifications,  and  shall  be  deemed  adopted  and  issued.  Thereafter, 
the  City  and  County  may  decide  whether  to  carry  out  or  approve  the  project.  Before 
making  its  decision  whether  to  carry  out  or  approve  the  project,  the  decision- 
making body,  or  the  appellant  body  on  appeal,  shall  certify  that  it  has  reviewed  and 
considered  the  information  contained  in  the  final  negative  declaration.  The  issu- 
ance of  a negative  declaration  shall  not  in  itself  necessarily  require  a decision  either 
to  carry  out  or  approve,  or  not  to  carry  out  or  approve,  the  project.  CEQA  and  the 
State  Guidelines  confirm  the  discretion  of  local  agencies  with  regard  to  projects 
under  their  own  jurisdiction. 

(h)  After  the  City  and  County  has  decided  whether  to  carry  out  or  approve  the 
project,  the  Department  of  City  Planning  shall  file  a notice  of  determination  with 
the  county  clerk  or  county  or  counties  in  which  the  project  is  to  be  located.  Such 
notice  shall  describe  the  project  proposed,  shall  indicate  the  decision  of  the  City  and 
County  to  carry  out  or  approve,  or  not  to  carry  out  or  approve,  the  project,  and  shall 
refer  to  the  negative  declaration  issued,  a copy  of  which  shall  be  attached  to  and 
filed  with  the  notice  of  determination.  If  the  project  requires  discretionary  approval 
from  a State  agency,  the  notice  of  determination  shall  also  be  filed  with  the 
Secretary  for  Resources.  (Amended  by  Ord.  92-77,  App.  3/18/77) 

SEC.  31.25.  DETERMINATIONS  THAT  ENVIRONMENTAL 
IMPACT  REPORTS  ARE  REQUIRED,  (a)  If  the  Department  of  City  Planning 
determines  that  a project  may  have  a significant  effect  on  the  environment  and  that 
an  environmental  impact  report  is  required,  it  shall  give  notice  of  such  determina- 
tion by  publication  in  a newspaper  of  general  circulation  in  the  City  and  County,  by 
posting  in  the  offices  of  the  Department,  and  by  mail  to  the  applicant,  to  the  board, 
commission  or  department  that  is  to  carry  out  or  approve  the  project  and  to  all 
organizations  and  individuals  who  have  previously  requested  such  notice. 

(b)  Within  10  days  following  the  mailing  of  such  notice,  the  applicant  or  such 
board,  commission  or  department  may  appeal  such  determination  to  the  City 
Planning  Commission,  specifying  the  grounds  for  such  appeal. 

(c)  The  City  Planning  Commission  shall  hold  a public  hearing  on  any  such 
appeal  no  more  than  20  days  after  filing  of  the  appeal.  Notice  of  such  hearing  shall 
be  given  by  publication  in  a newspaper  of  general  circulation  in  the  City  and  County 
at  least  10  days  prior  to  the  hearing,  and  by  mail  to  the  applicant,  to  the  board, 
commission  or  department  that  is  to  carry  out  or  approve  the  project,  and  to  any 
other  person  requesting  such  notice. 

(d)  .After  such  hearing  the  City  Planning  Commission  shall  affirm  the  deter- 
mination of  the  Department  of  City  Planning  if  it  finds  that  the  project  may  have  a 
significant  effect  on  the  environment,  and  shall  overrule  such  determination  and 
order  issuance  of  a negative  declaration  if  it  finds  that  the  project  could  not  have  a 
significant  effect  on  the  environment.  The  decision  of  the  Commission  either  to 
affirm  or  to  overrule  shall  be  final.  If  in  the  judgment  of  the  Commission  there  is  a 
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substantial  body  of  opinion  that  reasonably  considers  there  will  be  a significant  effect 
on  the  environment,  the  Commission  shall  affirm  the  determination  of  the  Department. 

(e)  If  the  determination  of  the  Department  of  City  Planning  is  overruled  by  the 
City  Planning  Commission,  the  Department  shall  prepare  a negative  declaration  in 
accordance  with  Section  31.24  above,  and  no  further  evaluation  shall  be  required  by 
this  Chapter.  The  remaining  provisions  of  Section  31.24  shall  be  followed,  except  that 
no  further  appeal  to  the  Commission  shall  be  permitted.  (Amended  by  Ord.  92-77, 
App.  3/18/77) 

SEC.  31.26.  DRAFT  ENVIRONMENTAL  IMPACT  REPORTS,  (a)  When 
an  environmental  impact  report  (EIR)  is  required,  it  shall  be  prepared  by  the  Depart- 
ment of  City  Planning.  The  EIR  shall  at  first  be  prepared  as  a draft  report. 

(b)  The  applicant  or  the  board,  commission  or  department  that  is  to  carry  out 
or  approve  the  project  shall  submit  to  the  Department  of  City  Planning  such  data  and 
information  as  may  be  necessary  to  prepare  the  draft  EIR.  If  such  data  and  information 
are  not  submitted,  work  by  the  Department  of  City  Planning  on  the  draft  EIR  shall 
be  suspended.  The  data  and  information  submitted  shall,  if  the  Department  of  City 
Planning  so  requests,  be  in  the  form  of  all  or  a designated  part  or  parts  of  the 
proposed  draft  EIR  itself,  although  the  Department  of  City  Planning  shall  in  any  event 
make  its  own  evaluation  and  analysis  and  exercise  its  independent  judgment  in 
preparation  of  the  draft  EIR  for  public  review. 

(c)  During  preparation  of  Ae  draft  EIR,  the  Department  of  City  Planning  may 
consult  with  any  person  having  knowledge  or  interest  concerning  the  project.  If  it  has 
not  already  done  so  in  accordance  with  Section  31.23(d)  above,  in  cases  in  which  the 
project  is  to  be  carried  out  or  approved  by  more  than  one  public  agency,  the  Depart- 
ment shall  consult  with  all  other  public  agencies  that  are  to  carry  out  or  approve  the 
project. 

(d)  The  draft  EIR  shall  include  a description  of  the  project,  a description  of  the 
environmental  setting,  a description  and  assessment  of  environmental  effects  of  the 
project  in  proportion  to  their  severity  and  probability  of  occurrence,  and  other 
elements,  all  as  set  forth  in  the  State  Guidelines.  The  Department  of  City  Planning 
may  establish  more  definitive  requirements  for  report  content,  consistent  with  CEQA 
and  the  State  Guidelines,  in  the  course  of  developing  report  formats  and  instructions. 

(e)  The  draft  EIR  may  also  include  the  energy  impact  possibilities  and  potential 
considerations  set  forth  in  State  Guidelines,  Appendix  F,  “Energy  Conservation,”  if 
the  Environmental  Review  Officer  determines  that  one  or  several  of  them  are 
applicable,  appropriate  and  reasonable. 

(f)  When  the  draft  EIR  has  been  prepared  in  full,  the  Department  of  City 
Planning  shall  file  a notice  of  completion  of  such  draft  with  the  Secretary  of  the 
California  Resources  Agency.  Such  notice  shall  describe  the  project  proposed  and  its 
location,  and  shall  state  the  address  where  copies  of  the  dr^  EIR  are  available.  A 
copy  of  such  notice,  or  a separate  notice  containing  the  same  information,  shall 
thereupon  be  posted  in  the  offices  of  the  Department  and  mailed  to  the  applicant  and 
the  board,  commission  or  department  that  is  to  carry  out  or  approve  the  project.  A 
copy  of  the  draft  EIR  shall  be  provided  to  the  applicant  and  to  such  board,  commis- 
sion or  department.  (Amended  by  Ord.  20-81,  App.  1/9/81;  Ord.  354-95,  App. 

I 11/15/95) 


AD-653 


(3-96) 


Section  31.27 


San  Francisco  Administrative  Code 


SEC.  31.27.  CONSULTATIONS  AND  COMMENTS,  (a)  Public  agencies  with  ( 
jurisdiction  by  law,  and  persons  with  special  expertise  — (1)  After  filing  a notice  of 
completion  with  the  Secretary  of  the  California  Resources  Agency,  the  Department 
of  City  Planning  shall  send  a copy  of  the  draft  EIR  to  each  public  agency  which  has 
Jurisdiction  by  law  with  respect  to  the  project,  and  may  send  copies  to  and  consult 
with  persons  who  have  special  expertise  with  respect  to  any  environmental  impact 
involved. 

(2)  In  sending  such  copies,  the  Department  of  City  Planning  shall  request 
comments  on  the  draft  EIR  from  such  agencies  and  persons,  with  particular  focus 
upon  the  sufficiency  of  the  draft  EIR  in  discussing  possible  effects  on  the  environ- 
ment, ways  in  which  adverse  effects  might  be  minimized,  and  alternatives  to  the 
project. 

(3)  Each  request  for  comments  shall  state  that  any  comments  must  be  returned 
within  a certain  time  after  the  sending  of  the  draft  EIR,  and  if  comments  are  not 
returned  within  that  time  it  shall  be  assumed  that  the  agency  or  person  has  no 
comment  to  make.  The  time  limit  shall  normally  be  30  days,  but  the  Department  of 
City  Planning  may  allow  a longer  period  for  comments  on  projects  of  exceptional  size 
or  complexity.  The  Department  may,  upon  the  request  of  an  agency  or  person  from 
whom  comments  are  sought,  grant  an  extension  of  time  of  not  more  than  15  days 
beyond  the  original  period,  but  such  extension  shall  not  interfere  with  the  holding  of 
any  hearing  on  the  draft  EIR  for  which  notice  has  already  been  given. 

(4)  The  Department  of  City  Planning  shall  maintain  listings  of  public  agencies 
with  jurisdiction  by  law  with  respect  to  projects,  and  of  persons  with  special  expertise 
with  respect  to  types  of  environmental  impacts.  The  listing  of  persons  with  special  ( 
expertise  shall  include  personnel  of  the  City  and  County. 

(b)  General  public  — 

(1)  Public  participation,  both  formal  and  informal,  shall  be  encouraged  at  all 
stages  of  review,  and  written  comments  shall  be  accepted  at  any  time  up  to  the 
conclusion  of  the  public  hearing  described  below  on  the  draft  EIR.  The  Department 
of  City  Planning  may  give  public  notice  at  any  formal  stage  of  the  review  process, 
beyond  the  notices  required  by  this  Chapter,  in  any  manner  it  may  deem  appropriate, 
and  may  maintain  a public  log  as  the  status  of  all  projects  under  formal  review. 
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I (2)  The  draft  EIR  shall  be  available  to  the  general  public  upon  filing  of  the 

notice  of  completion  with  the  Secretary  of  the  California  Resources  Agency. 

(3)  A public  hearing  shall  be  held  by  the  City  Planning  Commission  on  every 
draft  EIR,  with  such  hearing  combined  as  much  as  possible  with  other  activities  of 
the  Commission.  Notice  of  such  hearings  shall  be  given  by  publication  in  a 
newspaper  of  general  circulation  in  the  City  and  County  at  least  30  days  prior  to  the 
hearing,  by  posting  in  the  offices  of  the  Department  of  City  Planning,  by  posting  on 
or  near  the  site  proposed  for  the  project;  and  by  mail  not  less  than  30  days  prior  to 
the  hearing  to  the  applicant,  to  the  board,  commission  or  department  that  is  to  carry 
out  or  approve  the  project,  and  to  any  other  person  requesting  such  notice. 

(4)  The  draft  EIR,  including  any  revisions  made  prior  to  or  during  the  public 
hearing,  shall  be  a basis  for  discussion  at  the  hearing.  To  the  extent  feasible,  the 
comments  sought  from  agencies  and  persons  under  Subsection  (a)  above  shall  also 
be  available  at  the  public  hearing.  Members  of  the  general  public  shall  be  encour- 
aged to  submit  their  comments  in  writing,  and  at  as  early  a stage  as  possible. 
(Amended  by  Ord.  166-74,  App.  4/11/74) 

SEC.  31.28.  FINAL  ENVIRONMENTAL  IMPACT  REPORTS,  (a)  A 
final  EIR  shall  be  prepared  by  the  Department  of  City  Planning,  based  upon  the 
draft  EIR,  the  consultations  and  comments  received  during  the  review  process,  and 
additional  information  that  may  become  available.  Revision  of  the  EIR  may  begin 
before  the  public  hearing,  but  the  EIR  shall  remain  open  to  further  revision  until 
I after  the  public  hearing  has  been  concluded. 

(b)  The  final  EIR  shall  include  a list  of  agencies  and  persons  consulted,  the 
comments  received,  either  verbatim  or  in  summary,  and  a response  to  any  com- 
ments that  raise  significant  points  concerning  effects  on  the  environment.  The 
response  to  comments  may  take  the  form  either  of  revisions  within  the  draft  EIR.  or 
of  revision  by  addition  of  a separate  section  in  the  final  EIR,  or  both.  .Any 
significant  comments  that  are  not  accepted  in  the  revisions  made  shall  be  addressed 
in  detail,  with  reasons  given  for  nonacceptance. 

(c)  A public  record  shall  be  kept  of  each  case  in  which  an  EIR  is  prepared, 
including  all  comments  received  in  writing  in  addition  to  a record  of  the  public 
hearing.  The  final  EIR  shall  indicate  the  location  of  such  record.  Any  transcription 
of  a hearing  record  shall  be  at  the  expense  of  the  person  requesting  such  transcrip- 
tion. 

(d)  If  there  is  significant  revision  of  the  EIR,  notice  to  that  effect  shall  be 
posted  in  the  offices  of  the  Department  of  City  Planning  with  the  revised  EIR 
available  for  public  review,  at  least  10  days  prior  to  the  decision  whether  to  carry  out 
or  approve  the  project  pursuant  to  Section  31.29  of  this  Chapter.  If  no  such 
significant  revision  is  made,  a period  for  public  review  of  the  revised  EIR  is  not 
required. 

(e)  When  the  final  EIR  has  been  prepared  and  in  the  judgment  of  the  City 
Planning  Commission  it  is  adequate,  accurate  and  objective,  the  Commission  shall 
certify  its  completion  in  compliance  with  CEQA  and  the  State  Guidelines.  The 
certification  of  completion  shall  contain  a finding  as  to  whether  the  project  as 

i proposed  will,  or  will  not,  have  a significant  effect  on  the  environment.  (Amended 
^ by  Ord.  166-74,  App.  4/11/74) 
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SEC.  31.29.  ACTIONS  ON  PROJECTS,  (a)  The  certification  of  comple- 
tion and  the  final  EIR  shall  be  transmitted  by  the  Department  of  City  Planning  to 
the  applicant  and  the  board,  commission  or  department  that  is  to  carry  out  or 
approve  the  project,  and  shall  be  presented  to  the  body  which  will  decide  whether  to 
carry  out  or  approve  the  project  as  indicated  in  Section  31.11  (d)  of  this  Chapter. 
These  documents  shall  also  be  presented  to  any  appellant  body  in  the  event  of  an 
appeal  from  the  decision  whether  to  carry  out  or  approve  the  project. 

(b)  Before  making  its  decision  whether  to  carry  out  or  approve  the  project,  the 
decision-making  body  or  appellate  body  shall  certify  that  it  has  reviewed  and 
considered  the  information  contained  in  the  EIR.  In  the  course  of  reviewing  and 
considering  the  EIR.  the  decision-making  body  or  appellate  body  may  include 
additional  statements  or  findings  in  the  EIR  in  the  form  of  an  addendum,  indicat- 
ing its  own  further  evaluation  of  the  environmental  effects  of  the  project,  the  means 
for  reducing  those  effects,  alternatives  to  the  project,  and  other  matters  required  to 
be  addressed  in  the  EIR.  and  indicating  the  manner  in  which  the  decision-making 
body  or  appellate  body  has  taken  into  account  other  public  objectives,  or  overriding 
considerations,  including  economic  and  social  factors,  in  relation  to  the  EIR. 

(c)  Thereafter,  the  decision-making  body  or  appellate  body  may  make  its 
decision  whether  to  carry  out  or  approve  the  project.  The  EIR  and  its  findings  shall 
not  in  themselves  necessarily  require  a decision  either  to  carry  out  or  approve,  or 
not  to  carry  out  or  approve,  the  project.  CEQA  and  the  State  Guidelines  confirm  the 
discretion  of  local  agencies  with  regard  to  projects  under  their  own  jurisdiction. 
However,  where  the  action  of  the  decision-making  body  or  appellate  body  allows 
the  occurrence  of  one  or  more  significant  environmental  effects  identified  in  the 
final  EIR.  such  body  shall  state  in  writing  reasons  to  support  its  action  based  on  the 
final  EIR  or  other  information  constituting  substantial  evidence  in  the  record.  This 
statement  need  not  be  contained  in  the  EIR.  The  statement  shall  contain  one  or 
more  of  the  following  findings  for  each  such  significant  effect,  accompanied  by  a 
description  of,  or  reference  to,  the  facts  supporting  each  finding  — 

(1)  Changes  or  alterations  have  been  required  in,  or  incorporated  into,  the 
project  which  mitigate  or  avoid  the  significant  environmental  effects  thereof  as 
identified  in  the  final  EIR. 

(2)  Such  changes  or  alterations  are  within  the  responsibility  and  jurisdiction 
of  another  public  agency  and  such  changes  have  been  adopted  by  such  other  agency, 
or  can  and  should  be  adopted  by  such  other  agency. 

(3)  Specific  economic,  social  or  other  considerations  make  infeasible  the 
mitigation  measures  or  project  alternatives  identified  in  the  final  EIR. 

(d)  After  the  City  and  County  has  decided  to  carry  out  or  approve  the  project, 
the  Department  of  City  Planning  shall  file  a notice  of  determination  with  the 
county  clerk  of  the  county  or  counties  in  which  the  project  is  to  be  located.  Such 
notice  shall  describe  the  project  proposed,  shall  state  that  an  EIR  has  been  prepared 
and  certified  pursuant  to  the  provisions  of  CEQA  and  the  State  Guidelines,  shall 
contain  a brief  statement  of  mitigation  measures  which  were  adopted  to  reduce  the 
impacts  of  the  approved  project,  shall  indicate  the  determination  whether  the 
project  in  its  approved  form  will,  or  will  not,  have  a significant  effect  on  the 
environment,  and  shall  indicate  the  decision  of  the  City  and  County  to  carry  out  or 
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approve  the  project.  If  the  project  requires  discretionary  approval  from  a State 
agency,  the  notice  of  determination  shall  also  be  filed  with  the  Secretary  for 
Resources.  (Amended  by  Ord.  92-77,  App.  3/18/77) 


ARTICLE  IV 
OTHER  PROCEDURES 

SEC.  31.31.  MULTIPLE  ACTIONS  ON  PROJECTS,  (a)  The  concept  of  a 
project  is  broadly  defined  by  CEQA  and  the  State  Guidelines  so  that  multiple 
actions  of  the  same  or  of  different  kinds  may  often  constitute  a single  project.  This 
concept  of  a project  permits  all  the  ramifications  of  a public  action  to  be  considered 
together,  and  avoids  duplications  of  review.  The  concept  has  a number  of  other 
implications,  as  set  forth  in  this  Section. 

(b)  Early  and  timely  evaluation  of  projects  and  preparation  of  EIR’s  shall  be 
emphasized. 

(c)  Only  one  initial  evaluation,  negative  declaration  or  EIR  shall  be  required 
for  each  project. 

(d)  For  purposes  of  determining  the  appropriate  time  for  evaluation  of 
projects  and  preparation  of  EIR’s  pursuant  to  Articles  II  and  III  of  this  Chapter, 
there  shall  be  only  one  relevant  decision  by  the  City  and  County  to  carry  out  or 
approve,  or  not  to  carry  out  or  approve,  a project.  However  for  other  purposes  there 
may  be  more  than  one  determination  by  the  same  or  separate  boards,  commissions 
and  departments  of  the  City  and  County,  either  discretionary  or  ministerial, 
affecting  the  carrying  out  or  approval  of  the  project.  The  authority  and  effectiveness 
of  any  other  such  determinations,  including  determinations  by  the  Board  of  Permit 
Appeals  or  any  other  appellate  body,  shall  not  be  diminished  by  anything  in  this 
Chapter. 

(e)  Only  one  evaluation  of  a project  or  preparation  of  an  EIR  shall  occur  in 
cases  in  which  both  the  City  and  County  of  San  Francisco  and  one  or  more  other 
public  agencies  are  to  carry  out  or  approve  a project.  In  such  cases  the  evaluation  or 
preparation  is  performed  by  the  lead  agency,  which  agency  is  selected  by  reference 
to  criteria  in  the  State  Guidelines,  including  the  presence  of  discretion  over  the 
project,  directness  of  responsibility,  generality  of  governmental  powers,  and 
sequence  of  action  on  the  project. 

(f)  All  public  and  private  activities  or  undertakings  pursuant  to  or  in  fur- 
therance of  a redevelopment  plan  constitute  a single  project.  Redevelopment  plans 
already  in  execution  on  the  effective  date  of  this  Chapter,  if  they  are  subject  to 
CEQA,  may  have  evaluations  and  preparation  of  EIR’s  performed  for  prospective 
actions  either  on  a total  area  basis  or  on  a case-by-case  basis. 

(g)  The  State  Guidelines  provide  that  a single  initial  evaluation,  negative 
declaration  or  EIR  may  be  employed  for  more  than  one  project,  if  all  such  projects 
are  essentially  the  same  in  terms  of  environmental  effects.  Furthermore,  an  initial 
evaluation,  negative  declaration  or  EIR  prepared  for  an  earlier  project  may  be 
applied  to  a later  project,  if  the  circumstances  of  the  projects  are  essentially  the 
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same.  In  either  situation,  if  the  circumstances  are  not  essentially  the  same,  the 
earlier  initial  evaluation,  negative  declaration  or  EIR  may  be  modified  and  applied 
to  the  later  project.  These  methods  shall  be  used  where  feasible. 

(h)  Reference  is  made  in  CEQA  and  the  State  Guidelines  to  simultaneous 
consideration  of  multiple  and  phased  projects,  related  projects,  cumulative  effects 
of  projects,  projects  elsewhere  in  the  region,  existing  and  planned  projects,  and 
growth-inducing  effects  relating  present  and  future  projects.  Such  consideration 
shall  be  given  to  the  extent  it  is  reasonable  and  feasible,  and  to  the  extent  that  other 
projects  and  the  probable  effects  of  projects  under  review  are  known. 

(i)  With  respect  to  projects  preceding  CEQA  and  the  State  Guidelines,  and 
projects  for  which  evaluations  and  EIR’s  have  already  been  completed,  or  on  which 
substantial  work  has  been  performed,  CEQA  and  the  State  Guidelines  make 
provision  as  to  when,  if  at  all,  a new  evaluation  or  EIR  must  be  prepared.  In  cases  in 
which  an  evaluation  or  EIR  has  already  been  prepared,  a revised  evaluation  or  EIR 
is  required  when  substantial  changes  occur  either  in  the  proposed  project  or  with 
respect  to  the  circumstances  under  which  the  project  is  to  be  undertaken.  An  effort 
shall  be  made,  in  preparation  of  evaluations  and  EIR’s,  to  consider  alternatives  and 
thus  avoid  the  need  for  such  further  review  of  the  project.  (Amended  by  Ord. 
166-74,  App.  4/11/74) 

SEC.  31.35.  EVALUATION  OF  MODIFIED  PROJECTS,  (a)  After  eval- 
uation of  a proposed  project  has  been  completed  pursuant  to  Article  III  of  this 
Chapter,  a modification  of  one  or  more  of  the  following  types  shall  require 
reevaluation  of  the  proposed  project: 

(1)  A substantial  change  in  the  proposed  project; 

(2)  A substantial  change  with  respect  to  the  circumstances  under  which  the 
project  is  to  be  undertaken;  or 

(3)  A substantial  change  in  relevant  information  available  for  use  in  evalua- 
tion of  the  project. 

(b)  Where  such  a modification  occurs  as  to  a project  that  has  been  determined 
to  be  excluded  or  categorically  exempt  pursuant  to  Section  3 1 .22  (a)  of  this  Chapter, 
a new  determination  shall  be  made  as  provided  in  said  section. 

(1)  If  the  project  is  again  determined  to  be  excluded  or  categorically  exempt, 
no  further  evaluation  shall  be  required  by  this  Chapter. 

(2)  If  the  project  is  determined  not  be  to  excluded  or  categorically  exempt,  an 
initial  evaluation  shall  be  conducted  as  provided  in  Section  31.23  of  this  Chapter. 

(c)  Where  such  a modification  occurs  as  to  a project  for  which  a negative 
declaration  has  been  issued  pursuant  to  Section  31.24  of  this  Chapter,  the  Depart- 
ment of  City  Planning  shall  reevaluate  the  proposed  project  in  relation  to  such 
modification. 

(1)  If,  on  the  basis  of  such  reevaluation,  the  Department  of  City  Planning 
determines  that  there  could  be  no  substantial  change  in  the  environmental  effects  of 
the  project  as  a result  of  such  modification,  this  determination  and  the  reasons 
therefor  shall  be  noted  in  the  case  record,  and  no  further  evaluation  shall  be 
required  by  this  Chapter. 

(2)  If,  on  the  basis  of  such  reevaluation,  the  Department  of  City  Planning 
determines  that  there  could  be  a substantial  change  in  the  environmental  effects  of 
the  project  as  a result  of  such  modification,  the  project  shall  be  considered  a new 
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project  for  purposes  of  environmental  review  pursuant  to  Article  III  of  this  Chapter. 
In  that  event,  a new  evaluation  shall  be  completed  prior  to  the  decision  by  the  City 
and  County  as  to  whether  to  carry  out  or  approve  the  project  with  its  modification. 

(d)  Where  such  a modification  occurs  as  to  a project  for  which  an  EIR  has  been 
certified  pursuant  to  Section  31.28  of  this  Chapter,  the  Department  of  City  Planning 
shall  reevaluate  the  proposed  project  in  relation  to  such  modification. 

(1)  If,  on  the  basis  of  such  reevaluation,  the  Department  of  City  Planning 
determines  that  there  could  be  no  substantial  change  in  the  environmental  effects  of 
the  project  as  a result  of  such  modification,  this  determination  and  the  reasons  therefor 
shall  be  noted  in  the  case  record,  and  no  further  evaluation  shall  be  required  by  this 
Chapter. 

(2)  If,  on  the  basis  of  such  reevaluation,  the  Department  of  City  Planning 
determines  that  there  could  be  a substantial  change  in  the  environmental  effects  of 
the  project  as  a result  of  such  modification,  a further  evaluation  shall  be  required.  In 
that  event,  the  further  evaluation  shall  be  completed  prior  to  the  decision  by  the  City 
and  County  as  to  whether  to  carry  out  or  approve  the  project  with  its  modification. 
Where  the  modification  is  of  such  a nature  Aat  the  further  evaluation  can  be  accom- 
plished through  amendment  of  the  certified  EIR  under  Section  3 1 .36  below,  the  further 
evaluation  shall  be  performed  pursuant  to  that  section.  Where  the  modification  is  not 
of  such  a nature,  a new  EIR  shall  be  prepared  pursuant  to  Sections  31.26  through 
31.28  of  this  Chapter.  (Added  by  Ord.  92-77,  App.  3/18/77) 

SEC.  31.36.  AMENDMENT  OF  A CERTIFIED  ENVIRONMENTAL 
IMPACT  REPORT,  (a)  This  Section  shall  apply  to  projects  as  described  in  Section 
31.35(d)2  above,  where  an  EIR  has  been  previously  certified,  and  where  the  modifi- 
cation relating  to  the  project  could  result  only  in  a clearly  defined  change  in  the 
environmental  effects  of  the  project,  making  unnecessary  a complete  reassessment  of 
environmental  effects  under  Sections  31.26  through  31.28  of  this  Chapter. 

(b)  For  such  projects,  the  further  evaluation  required  by  Section  31.35(d)(2) 
shall  be  limited  to  amendment  of  the  certified  EIR  in  terms  of  the  modification 
relating  to  the  project.  The  amendment  shall  describe  the  modification  and  describe 
and  assess  the  environmental  effects  changed  by  such  modification.  The  procedures 
set  forth  in  Sections  31.26  through  31.28  of  this  Chapter  shall  apply  to  the  prepara- 
tion, review  and  certification  of  the  amendment,  with  the  following  exceptions: 

(1)  Prior  to  preparation  of  a draft  of  the  amendment,  notice  of  such  preparation 
shall  be  given  by  publication  in  a newspaper  of  general  circulation  in  the  City  and 
County;  by  posting  in  the  offices  of  the  Department  of  City  Planning;  and  by  mail 
to  the  applicant,  to  the  board,  commission  or  department  that  is  to  carry  out  or 
approve  the  project,  and  to  all  organizations  and  individuals  who  have  previously 
requested  such  notice. 

(2)  Wherever  the  term  “EIR”  appears  in  Sections  31.26  through  31.28,  that  term 
shall  be  read  as  “amendment”  for  purposes  of  the  amendment  procedures,  except  in 
Subsections  31.26(d)  and  (e). 

(3)  The  30-day  time  periods  prescribed  by  Sections  3 1 .27(a)(3)  and  3 1 .27(b)(3) 
shall  in  each  case  be  shortened  to  20  days  for  an  amendment. 

(4)  The  certification  of  completion  by  the  City  Planning  Commission  shall 
consist  of  a recertification  of  the  EIR  as  amended,  and  shall  contain  a finding  as  to 

, whether  the  proposed  project  with  its  modification  will,  or  will  not,  have  a significant 
I effect  on  the  environment.  (Added  by  Ord.  92-77,  App.  3/18/77) 
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ARTICLE  V 

ADMINISTRATION  AND  FEES 

SEC.  31.41.  OFFICE  OF  ENVIRONMENTAL  REVIEW,  (a)  An  Office  of 
Environmental  Review  is  hereby  created  in  the  Department  of  City  Planning,  which 
shall  be  responsible,  acting  through  the  Director  of  Planning,  for  the  administration 
of  this  Chapter. 

(b)  Said  office  shall  be  under  the  direction  of  an  Environmental  Review  Officer, 
who  shall  supervise  the  staff  members  of  the  office  and  have  charge  of  the  collection 
of  fees  by  the  office. 

(c)  In  addition  to  the  powers  and  duties  conferred  elsewhere  in  this  Chapter, 
the  Environmental  Review  Officer  shall,  upon  delegation  by  the  City  Planning 
Commission,  take  testimony  at  public  hearings  on  draft  environmental  impact  reports 
as  specified  in  Section  31.27(b)  of  this  Chapter,  and  shall  report  to  the  Commission 
upon  such  testimony  at  a continuation  of  such  hearing  before  the  Commission. 

(d)  The  Environmental  Review  Officer  shall  also  take  such  measures,  within 
his  or  her  powers,  as  may  be  necessary  to  assure  compliance  with  this  Chapter  by 
persons  outside  the  Department  of  City  Planning,  and  shall  periodically  review  the 
effectiveness  and  workability  of  the  provisions  of  this  Chapter  and  recommend  any 
refinements  or  changes  that  he  or  she  may  deem  appropriate  for  improvement  of  such 
provisions.  (Added  by  Ord.  134-74,  App.  4/11/73) 

SEC.  31.45.  ALLOCATION  OF  COSTS,  (a)  The  costs  of  initial  evaluations, 
preparation  of  environmental  impact  reports,  notices,  hearings  and  other  aspects  of 
administering  this  Chapter  shall  be  borne  as  follows: 

(1)  For  a project  to  be  carried  out  by  the  City  and  County  (Section  31.11(a)(1)): 
By  the  board,  commission  or  department  that  is  to  carry  out  such  project,  as  part  of 
the  budgeted  project  costs. 

(2)  For  a project  to  be  carried  out  by  any  person  other  than  the  City  and  County 
(Section  31.11(a)(2)  and  (3)):  By  such  person. 

(3)  For  the  taking  of  an  appeal  to  the  City  Planning  Commission:  By  the 
appellant.  (Added  by  Ord.  134-73,  App.  4/11/73) 

SEC.  31.46.  BASIC  FEES,  (a)  The  following  basic  fees  shall  be  charged  by 
the  Planning  Department,  as  specified  in  Section  31.45  above: 

(1)  For  an  initial  evaluation  of  a project  (Section  31 .23)  excluding  use  of  special 
expertise  or  technical  assistance,  as  described  in  Section  31.47  below,  the  initial  fee 
shall  be: 

— Where  the  total  estimated  constniction  cost  as  defined  by  the  San  Francisco 
Building  Code  is  less  than  $10,000:  $950; 

— Where  said  total  estimated  construction  cost  is  $10,000  or  more,  but  less 
than  $200,000:  $950  PLUS  .41%  of  the  cost  over  $10,000; 

— Where  said  total  estimated  construction  cost  is  $200,000  or  more,  but  less 
than  $1,000,000:  $1,730  PLUS  .31%  of  the  cost  over  $200,000; 

— Where  said  total  estimated  construction  cost  is  $1 ,000,000  or  more,  but  less 
than  $10,000,000:  $4,248  PLUS  .26%  of  the  cost  over  $1,000,000; 
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— Where  said  total  estimated  construction  cost  is  $10,000,000  or  more,  but 
less  than  $30,000,000:  $27,647  PLUS  .08%  of  the  cost  over  $10,000,000; 

— Where  said  total  estimated  construction  cost  is  $30,000,000  or  more,  but 
less  than  $50,000,000:  $44,067  PLUS  .03%  of  the  cost  over  $30,000,000; 

— Where  said  total  estimated  construction  cost  is  $50,000,000  or  more,  but 
less  than  $100,000,000:  $49,540  PLUS  .007%  of  the  cost  over  $50,000,000; 

— Where  said  total  estimated  construction  cost  is  $100,000,000  or  more: 
$53,189  PLUS  .003%  of  the  cost  over  $100,000,000. 

— Where  there  is  no  construction  cost:  $950;  plus  time  and  materials  as  set 
forth  in  subsection  (b)(2). 

An  applicant  proposing  significant  revisions  to  a project  for  which  an  application 
is  on  file  with  the  Planning  Department  shall  be  charged  time  and  materials  to  cover 
the  full  costs  in  excess  of  the  fee  paid,  total  charge  not  to  exceed  three  times  the 
initial  fee  without  providing  an  estimate  of  cost. 

(2)  For  preparation  of  an  environmental  impact  report  (Sections  3 1 .26  — 31 .28) 
excluding  use  of  special  expertise  or  technical  assistance,  as  described  in  Section 
31.47  below,  the  initial  fee  shall  be: 

— Where  the  total  estimated  construction  cost  as  defined  in  the  San  Francisco 
Building  Code  is  less  than  $200,000:  $16,000; 

— Where  said  total  estimated  construction  cost  is  $200,000  or  more,  but  less 
than  $1,000,000:  $16,000  PLUS  .4%  of  the  cost  over  $200,000; 

— Where  said  total  estimated  construction  cost  is  $ 1 ,000,000  or  more,  but  less 
than  $10,000,000:  $19,187  PLUS  .27%  of  the  cost  over  $1,000,000; 

— Where  said  total  estimated  construction  cost  is  $10,000,000  or  more,  but 
less  than  $30,000,000:  $43,514  PLUS  .11%  of  the  cost  over  $10,000,000; 

— Where  said  total  estimated  construction  cost  is  $30,000,000  or  more,  but 
less  than  $50,000,000:  $64,854  PLUS  .03%  of  the  cost  over  $30,000,000; 

— Where  said  total  construction  cost  is  $50,000,000  or  more,  but  less  than 
$100,000,000:  $70,328  PLUS  .03%  of  the  cost  over  $50,000,000; 

— Where  said  total  estimated  construction  cost  is  $100,000,000  or 
more:  $84,554  PLUS  .01%  of  the  cost  over  $100,000,000. 

— Where  there  is  no  construction  cost  . . . $16,000  plus  time  and  materials 
as  set  forth  in  Subsection  (b)(2). 

Projects  sponsored  by  City  agencies  shall  be  only  subject  to  time  and  material 
costs  incurred. 

An  applicant  proposing  significant  revisions  to  a project  for  which  an  application 
is  on  file  with  the  Planning  Department  shall  be  charged  time  and  materials  to  cover 
the  full  costs  in  excess  of  the  fee  paid,  total  charge  not  to  exceed  three  times  the 
initial  fee  without  providing  an  estimate  of  cost. 

(3)  For  an  appeal  to  the  Planning  Commission  (Sections  31.14(b),  31.24(d), 
31.25(b)):  The  fee  shall  be  $200  to  the  appellant,  and  an  additional  fee  shall  be  paid 
by  the  project  sponsor  based  on  the  time  and  materials  the  Department  expends  in 
responding  to  the  appeal;  provided,  however,  that  this  additional  fee  shall  not  exceed 
three  times  the  cost  of  the  initial  evaluation  as  set  forth  in  Paragraph  (1)  above 
without  providing  an  estimate  of  costs. 

(4)  For  preparation  of  an  addendum  to  an  environmental  impact  report  that  has 
previously  been  certified,  pursuant  to  Section  15164  of  the  State  CEQA  Guidelines: 
$5,000. 
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(5)  For  preparation  of  a supplement  to  a draft  or  certified  final  environmental 
impact  report:  One-half  of  the  fee  that  would  be  required  for  a full  environmental 
impact  report  on  the  same  project,  as  set  forth  in  Paragraph  (2)  above. 

(6)  For  reevaluation  of  a modified  project  for  which  a negative  declaration  has 
been  prepared,  pursuant  to  Section  31.35(a)  and  (c):  $500  plus  time  and  materials  as 
set  forth  in  Subsection  (b)(2). 

(7)  For  preparation  of  a Certificate  of  Exemption  from  Environmental  Review 
determining  that  a project  is  categorically  exempt,  statutorily  exempt,  ministerial/ 
nonphysical,  an  emergency,  or  a planning  and  feasibility  study:  $150  plus  time  and 
materials  as  set  forth  in  Subsection  (b)(2). 

(8)  For  preparation  of  a letter  of  exemption  from  environmental  review:  $65. 

(9)  For  reactivating  an  application  that  the  Environmental  Review  Officer  has 
deemed  withdrawn  due  to  inactivity  and  the  passage  of  time,  subject  to  the  approval 
of  the  Environmental  Review  Officer  and  within  six  months  of  the  date  the  application 
was  deemed  withdrawn:  $1,000  plus  time  and  materials  to  cover  any  additional  staff 
costs,  total  charge  not  to  exceed  twice  the  initial  fee  for  the  original  application 
without  providing  an  estimate  of  cost. 

(b)  Payment. 

(1)  The  fee  specified  in  Subsection  (a)(1)  shall  be  paid  to  the  Planning  Depart- 
ment at  the  time  of  the  filing  of  the  environmental  evaluation  application,  and  where 
an  environmental  impact  report  is  determined  to  be  required,  the  fee  specified  in 
Subsection  (a)(2)  shall  be  paid  at  the  time  the  preliminary  draft  environmental  impact 
report  I (PDEBR  I)  is  prepared,  except  as  specified  below.  However,  the  Director  of 
Planning  may  authorize  phased  collection  of  the  fee  for  a project  whose  work  is 
projected  to  span  more  than  one  fiscal  year. 

(2)  The  Planning  Department  shall  charge  the  applicant  for  any  time  and 
material  costs  incurred  in  excess  of  the  fee  paid  where  authorized  above.  The  total 
additional  charge  shall  not  exceed  two  times  the  initial  fee  paid  without  providing  an 
estimate  of  cost.  Provided,  however,  that  where  a different  limitation  on  time  and 
materials  is  set  forth  elsewhere  in  this  Section,  that  limitation  shall  prevail. 

(3)  Any  fraternal,  charitable,  benevolent  or  any  other  nonprofit  organization, 
which  organization  is  exempt  from  taxation  under  the  Internal  Revenue  laws  of  the 
United  States  and  the  Revenue  and  Taxation  Code  of  the  State  of  California  as  a bona 
fide  fraternal,  charitable,  benevolent  or  other  nonprofit  organization,  may  defer 
payment  of  the  fees  specified  in  Subsections  (a)(1)  and  (a)(2)  to  (1)  the  time  of 
issuance  of  the  building  permit,  before  the  building  permit  is  released  to  the  applicant; 
or  (2)  within  one  year  of  the  date  of  completion  of  the  environmental  review  docu- 
ment, whichever  is  sooner,  provided  that  the  application  is  for  the  development  of 
residential  units  all  of  which  units  are  affordable  to  low  and  moderate  income 
households,  as  defined  in  the  Guidelines  of  the  United  States  Housing  and  Urban 
Development  Department,  for  a period  of  20  years,  which  exemption  shall  apply 
notwithstanding  the  inclusion  in  the  development  of  other  nonprofit  ancillary  or 
accessory  uses. 

(4)  An  exemption  from  paying  the  full  fees  specified  under  Subsection  (a)(3) 
may  be  granted  when  the  appellant’s  income  is  not  enough  to  pay  the  fee  without 
affecting  their  abilities  to  pay  for  the  necessities  of  life,  provided  that  the  person 
seeking  the  exemption  demonstrates  to  the  Zoning  Administrator  that  they  are 
substantially  affected  by  the  proposed  project. 
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(5)  Exceptions  to  the  payment  provisions  noted  above  may  be  made  when  the 
Environmental  Review  Officer  has  authorized  phased  collection  of  the  fee  for  a project 
whose  work  is  projected  to  span  more  than  one  fiscal  year. 

(c)  Refunds.  When  a request  for  an  initial  evaluation  or  for  preparation  of  an 
environmental  impact  report  is  (1)  either  withdrawn  by  the  applicant  prior  to  publica- 
tion of  an  environmental  document  or  (2)  deemed  canceled  by  the  Planning  Depart- 
ment due  to  inactivity  on  the  part  of  the  applicant,  then  the  applicant  shall  be  entitled 
to  a refund  of  the  fees  paid  to  the  Department  less  the  time  and  materials  expended 
minus  a $200  processing  fee. 

(d)  Late  Charges  and  Collection  of  Overdue  Accounts.  A surcharge  of  one 
percent  per  month  shall  be  added  to  the  fee  amount  owing  the  Department  for  fee 
accounts  in  arrears  more  than  30  days.  The  Zoning  Administrator  may  call  upon  other 
City  agencies  or  duly  licensed  collection  agencies  for  assistance  in  collecting  delin- 
quent accounts  more  than  six  months  in  arrears,  in  which  case  any  additional  costs 
of  collection  may  be  added  to  the  fee  amount  outstanding.  If  the  Department  seeks 
the  assistance  of  a duly  licensed  collection  agency,  the  approval  procedures  of 
Administrative  Code  Article  5,  Section  10.39-1  et  seq.  will  be  applicable. 

(e)  These  amendments  to  fees  related  to  the  Planning  Department  are  intended 
to  provide  revenues  for  the  staffing  and  other  support  necessary  to  provide  more 
timely  processing  of  applications  within  that  Department.  (Added  by  Ord.  173-91, 
App.  5/1/91;  amended  by  Ord.  123-92,  App.  5/1/92;  Ord.  150-92,  App.  5/29/92;  Ord. 
317-92,  App.  10/29/92;  Ord.  149-93,  App.  5/25/93;  Ord.  214-94,  App.  6/2/94;  Ord. 
177-95,  App.  6/2/95;  Ord.  354-95,  App.  11/15/95;  Ord.305-96,  App.  7/25/96;  Ord. 
338-97,  App.  8/29/97;  Ord.  169-98,  App.  5/21/98) 

SEC.  31.47.  OTHER  FEES,  (a)  Where  an  initial  evaluation  or  preparation  of 
an  environmental  impact  report  and  related  environmental  studies  require  the  use  of 
special  expertise  or  technical  assistance  not  provided  by  the  board,  commission, 
department  or  other  person  who  is  to  carry  out  the  project,  such  expertise  or  assistance 
shall  be  paid  for  by  such  board,  commission,  department  or  other  person.  This 
payment  shall  be  made  either  to  the  Department  of  City  Planning  or,  if  the  Department 
of  City  Planning  so  requests,  directly  to  the  party  that  will  provide  such  expertise  or 
technical  assistance. 

(b)  Where  outside  consultants  are  used  for  such  purposes,  and  the  project  is  to 
be  directly  carried  out  by  a person  other  than  a board,  commission  or  department  of 
the  City  and  County,  such  consultants  shall  report  their  findings  directly  to  the 
Department  of  City  Planning. 

(c)  Where  employees  of  the  City  and  County  are  used  for  such  purposes,  the 
costs  of  such  employees  shall  be  paid  to  the  board,  commission  or  department 
providing  such  employees.  (Amended  by  Ord.  91-86,  App.  3/21/86) 

SEC.  31.50.  SEVERABILITY,  (a)  If  any  article,  section,  subsection,  para- 
graph, sentence,  clause  or  phrase  of  this  Chapter,  or  any  part  thereof,  is  for  any  reason 
held  to  be  unconstitutional  or  invalid  or  ineffective  by  any  court  of  competent  jurisdic- 
tion, or  other  competent  agency,  such  decision  shall  not  affect  the  validity  or  effec- 
tiveness of  the  remaining  portions  of  this  Chapter  or  any  part  thereof.  The  Board  of 
Supervisors  hereby  declares  that  it  would  have  passed  each  article,  section,  subsection, 
paragraph,  sentence,  clause  or  phrase  thereof,  irrespective  of  the  fact  that  any  one  or 
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more  articles,  sections,  subsections,  paragraphs,  sentences,  clauses  or  phrases  be 
declared  unconstitutional  or  invalid  or  ineffective. 

(b)  If  the  application  of  any  provision  or  provisions  of  this  Chapter  to  any 
person,  property  or  circumstances  is  found  to  be  unconstitutional  or  invalid  or  ineffec- 
tive in  whole  or  in  part  by  any  court  of  competent  jurisdiction,  or  other  competent 
agency,  the  effect  of  such  decision  shall  be  limited  to  the  person,  property  or  circum- 
stances immediately  involved  in  the  controversy,  and  the  application  of  any  such 
provision  to  other  persons,  properties  and  circumstances  shall  not  be  affected. 

(c)  This  Section  3 1 .50  shall  apply  to  this  Chapter  as  it  now  exists  and  as  it  may 
exist  in  the  future,  including  all  modifications  thereof  and  additions  and  amendments 
thereto.  (Added  by  Ord.  134-73,  App.  4/11/73) 

SEC.  31.60.  FISH  AND  GAME  DOCUMENT  FEE.  In  addition  to  any  filing 
fees  required  by  statute,  the  County  Clerk  shall  collect  a documentary  handling  fee 
in  the  amount  of  $25  for  each  filing  made  pursuant  to  California  Fish  and  Game  Code 
Section  711.4,  Subdivision  (d).  (Added  by  Ord.  154-91,  App.  4/25/91) 
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SEC.  32.1.  PURPOSE.  This  Chapter  provides  for  the  administration  and 
financing  of  a Rehabilitation  Assistance  Program  (RAP)  in  the  City  and  County  of 
San  Francisco.  The  provisions  of  this  Chapter  constitute  the  City  and  County’s 
comprehensive  residential  rehabilitation  financing  program  adopted  pursuant  to 
the  Marks-Foran  Residential  Rehabilitation  Act  of  1973,  Section  37910,  et  seq.,  of 
the  Health  and  Safety  Code  and  under  Charter  Section  7.308. 

The  purpose  of  RAP  is  to  improve  the  condition  of  housing  and  the  quality  of 
life  in  San  Francisco  by  providing  a means  through  which  property  owners  in 
designated  residential  areas  in  San  Francisco  which  are  deteriorating  may  obtain 
financial  assistance  to  rehabilitate  their  property.  It  shall  be  the  policy  of  RAP  to 
maintain  the  existing  diversity  of  San  Francisco’s  neighborhoods;  to  encourage  the 
existence  of  low  and  moderate  income  housing;  and  to  preserve  the  residential 
character  of  designated  areas.  The  methods  to  be  used  consist  of  concentrated  code 
enforcement;  relocation  assistance;  low-cost,  long-term  loans  for  property 
rehabilitation,  and  public  improvements  necessary  to  ensure  the  successful 
rehabilitation  of  the  area.  It  shall  be  the  policy  of  the  City  and  County  to  provide 
adequate  funding  for  these  purposes  as  funds  are  available.  (Amended  by  Ord. 
116-77,  App.  4/1/77) 


SEC.  32.2.  DEFINITIONS.  Unless  the  context  otherwise  requires,  the 
following  definitions  govern  the  construction  of  this  Chapter; 

(a)  “Abatement  Appeals  Board”  means  the  board  described  in  Section  203.1 
through  203.  IG  of  the  San  Francisco  Building  Code. 

(b)  “Area  Rent  Committee”  means  the  committee  established  in  accordance 
with  Section  32.34. 

(c)  “Bonds”  means  any  bonds,  notes,  interim  certificates,  debentures,  or 
other  obligations  issued  by  the  City  and  County  pursuant  to  this  Chapter  and  which 
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are  payable  exclusively  from  revenues,  as  defined,  and  from  any  other  funds 
specified  in  this  Chapter  upon  which  the  bonds  may  be  made  a charge  and  from 
which  they  are  payable. 

(d)  “City”  means  the  City  and  County  of  San  Francisco. 

(e)  “Citizens  .Advisory  Committee”  means  the  committee  established  in 
accordance  with  Section  32.30. 

(0  “Code  enforcement  area”  has  the  same  meaning  as  residential  rehabilita- 
tion area. 

(g)  “Conventional  RAP  loan”  means  any  residential  rehabilitation  loan 
made  pursuant  to  the  provisions  of  this  Chapter  which  is  not  a hardship  loan. 

(h)  “Designated  area”  has  the  same  meaning  as  residential  rehabilitation 

.Area. 

(i)  “Finance”  means  the  lending  of  money  or  any  other  thing  of  value  for  the 
purpose  of  residential  rehabilitation  and  unless  otherwise  indicated  includes  refi- 
nancing of  outstanding  indebtedness  of  a participating  party  with  respect  to  prop- 
erty which  is  subject  to  residential  rehabilitation. 

0)  “General  property  improvements”  means  those  items  of  residential 
rehabilitation  which  are  not  necessary  to  meet  either  rehabilitation  standards  or 
incipient  violations  thereof 

(k)  “Hardship  loan”  means  an  interest-free  loan  with  deferred  payments  of 
principal  made  to  a qualified  low-income  owner-occupant  of  property  subject  to 
residential  rehabilitation  who  would  not  otherwise  be  able  to  pay  the  cost  of 
meeting  rehabilitation  standards. 

(l)  “Incipient  code  violation”  is  a physical  condition  which  can  be  expected 
to  deteriorate  into  a violation  of  a rehabilitation  standard  within  two  years. 

(m)  “Loan  Committee”  means  the  committee  established  in  accordance  with 
Section  32.32 

(n)  “Participating  Party”  means  any  person,  company,  corporation,  part- 
nership, firm  or  other  entity  or  group  of  entities  requiring  financing  for  residential 
rehabilitation  pursuant  to  the  provisions  of  this  Chapter. 

(o)  “Program”  means  the  Rehabilitation  Assistance  Program  described  in 
this  Chapter  and  includes,  but  is  not  limited  to,  the  provisions  for  code  enforce- 
ment, rehabilitation  financing,  and  installation  of  public  improvements  in  residen- 
tial rehabilitation  areas. 

(p)  “Rehabilitation  Assistance  Program”  or  “RAP”  has  the  same  meaning  as 
“program.” 

(q)  “Rehabilitation  standards”  means  the  standards  established  in  the  City 
and  County  Housing  Code  and  other  applicable  City  and  County  codes  relating  to 
the  physical  condition  of  structures. 

(r)  “Rent  Board”  means  the  Residential  Rent  Stabilization  and  Arbitration 
Board  of  the  City  and  County  of  San  Francisco. 

(s)  “Residence”  means  any  structure,  residential  or  commercial,  which  is 
located  in  a residential  rehabilitation  area. 

(t)  “Residential  rehabilitation”  means  the  construction,  reconstruction,  ren- 
ovation, replacement,  extension,  repair,  betterment,  equipping,  developing, 
embellishing,  or  otherwise  improving  residences  consistent  with  standards  of 
strength,  effectiveness,  fire  resistance,  durability,  and  safety,  so  that  such  structures 
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are  satisfactory  and  safe  to  occupy  for  residential  purposes  and  are  not  conducive  to 
ill  health,  transmission  of  disease,  infant  mortality,  juvenile  delinquency  or  crime 
because  of  any  one  or  more  of  the  following  factors; 

(1)  Defective  design  and  character  of  physical  construction; 

(2)  Faulty  interior  arrangement  and  exterior  spacing; 

(3)  Inadequate  provisions  for  ventilation,  lighting  and  sanitation;  or 

(4)  Obsolescence,  deterioration  and  dilapidation. 

(u)  “Residential  rehabilitation  area”  means  the  geographical  area  designated 
by  the  Board  of  Supervisors  as  one  for  inclusion  in  a comprehensive  residential 
rehabilitation  financing  program  pursuant  to  the  provisions  of  this  Chapter.  It  may 
also  be  referred  to  as  the  “designated  area”  or  the  “Code  enforcement  area.”  the 
latter  term  being  used  in  Section  301A  of  the  Housing  Code. 

(v)  “Residential  rehabilitation  loan  fund”  means  the  fund  established  with 
the  proceeds  of  bonds  issued  pursuant  to  the  provisions  of  this  Chapter  or  any  other 
fund  established  for  the  purpose  of  making  loans  to  property  owners  pursuant  to  the 
provisions  of  this  Chapter.  (Amended  by  Ord.  269-82,  App.  6/10/82) 

SEC.  32.3.  REFERENCES  TO  PUBLIC  OFFICIALS  AND  PUBLIC 
AGENCIES,  (a)  Unless  otherwise  indicated,  all  public  officials  and  public  agencies 
named  in  this  Chapter  are  officials  and  agencies  of  the  City  and  County. 

(b)  Whenever  a City  and  County  official  is  referred  to  in  this  Chapter,  the 
reference  includes  that  official  and  his  or  her  designee  or  designees. 

(c)  All  references  to  the  Charter  or  to  ordinances  are  references  to  the  Charter 
or  to  ordinances  of  the  City  and  County.  (Added  by  Ord.  23-74,  ,App.  1/9/74) 


ARTICLE  II 

RESPONSIBILITIES  OF  BOARD  OF  SUPERVISORS 

SEC.  32.10.  ISSUANCE  OF  BONDS.  The  Board  of  Supervisors  may 
from  time  to  time  by  resolution  authorize  procedures  for  the  issuance  of  bonds  for 
the  purpose  of  establishing  a loan  fund  to  be  used  to  assist  property  owners  with  the 
rehabilitation  of  property  located  in  Residential  Rehabilitation  .Areas.  The  repay- 
ment of  principal,  interest  and  other  charges  on  the  loans  to  property  owners, 
together  with  such  other  moneys  as  the  Board  of  Supervisors  may,  in  its  discretion, 
make  available  therefor,  shall  be  the  sole  source  of  funds  pledged  by  the  City  and 
County  for  repayment  of  such  bonds.  Bonds  issued  under  the  provisions  of  this 
Chapter  shall  not  be  deemed  to  constitute  a debt  or  liability  of  the  City  and  County 
or  a pledge  of  the  faith  and  credit  of  the  City  and  County,  but  shall  be  payable  solely 
from  the  funds  specified  in  this  Section.  The  issuance  of  such  bonds  shall  not 
directly,  indirectly  or  contingently  obligate  the  Board  of  Supervisors  to  levy  or  to 
pledge  any  form  of  taxation  whatever  therefor,  or  to  make  any  appropriation  for 
their  payment.  (Added  by  Ord.  23-74,  App.  1/9/74) 

SEC.  32.11.  COMMITMENT  TO  ENFORCE  REHABILITATION 
STANDARDS  AND  IMPLEMENT  PLAN  FOR  PUBLIC  IMPROVEMENTS. 
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Prior  to  using  funds  generated  by  the  issuance  of  bonds  pursuant  to  this  Chapter  for 
financing  residential  rehabilitation  in  any  residential  rehabilitation  area,  the  Board 
of  Supervisors  shall  adopt  a resolution  committing  the  City  and  County,  subject  to 
budgetary  and  fiscal  limitations,  to: 

(a)  Enforcement  of  rehabilitation  standards  in  95  percent  of  the  structures  in 
the  Residential  Rehabilitation  Area;  and 

(b)  Implementation  of  plan  for  public  improvements  in  the  Residential 
Rehabilitation  Area,  which  plan  has  been  developed  with  citizen  participation  and 
adopted  by  the  Board  of  Supervisors  after  a public  hearing. 

Enforcement  of  rehabilitation  standards  shall  be  deemed  to  have  been  com- 
pleted when  a structure  has  been  brought  into  compliance  with  rehabilitation 
standards;  when  a structure  is  the  subject  of  litigation  directed  to  requiring  com- 
pliance with  rehabihtation  standards;  or  when  the  owner  of  a structure  is  given  a 
deferred  time  by  the  Abatement  Appeals  Board  for  compliance  with  specified 
rehabilitation  standards  which  do  not  constitute  immediate  life  hazards  as  that 
term  is  defined  by  the  Director  of  the  Department  of  Public  Works.  (Added  by  Ord. 
23-74,  App.  1/9/74) 

SEC.  32.12.  DESIGNATION  OF  RESIDENTIAL  REHABILITATION 
.AREAS.  The  Board  of  Supervisors  shall  be  responsible  for  designating,  upon  the 
recommendation  of  the  Chief  Administrative  Officer,  residential  rehabilitation 
areas  following  the  procedures  and  criteria  provided  for  in  Article  V.  (Added  by 
Ord.  23-74,  App.  1/9/74) 

SEC.  32.13.  APPROVAL  OF  FEES,  CHARGES  AND  INTEREST 
RATES  ON  FINANCING.  The  Board  of  Supervisors  shall,  upon  the  recommen- 
dations of  the  Chief  Administrative  Officer,  approve  by  resolution  prior  to  levy,  all 
fees,  charges  and  interest  rates  to  be  charged  participating  parties  in  connection 
with  financing  residential  rehabilitation.  (Added  by  Ord.  23-74,  App.  1/9/74) 

SEC.  32.14.  REVISION  OF  LOAN  CHARGES.  Prior  to  any  revision  of 
the  fees,  charges  and  interest  rates  for  financing  residential  rehabilitation,  the  Board 
of  Supervisors  shall  prescribe  standards  for  the  revision  of  such  fees,  charges  and 
interest  rates.  Such  standards; 

(a)  Shall  be  adopted  by  the  Board  of  Supervisors  after  a public  hearing 
preceded  by  public  notice  to  affected  parties;  and 

(b)  May  reflect  only  changes  in  interest  rates  on  the  City  and  County’s  bonds, 
losses  due  to  defaults,  and  bona  fide  changes  in  loan  servicing  charges  related  to  the 
administration  of  a program  under  the  provisions  of  this  Chapter.  (Added  by  Ord. 
23-74,  App.  1/9/74) 


ARTICLE  III 

ADMINISTRATION  OF  PROGRAM 

SEC.  32.20.  RESPONSIBILITY  FOR  ADMINISTRATION  OF  PRO- 
GRAM. The  Chief  Administrative  Officer  shall  be  responsible  for  administration 
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of  all  aspects  of  the  Rehabilitation  Assistance  Program  except  those  aspects  for 
which  responsibility  is  specifically  retained  by  the  Board  of  Supervisors  or  assigned 
by  the  Board  of  Supervisors  to  another  City  and  County  agency.  The  Chief  .Admin- 
istrative Officer,  and  each  City  and  County  agency  assi^ed  responsibilities  by  or 
pursuant  to  this  Chapter,  shall  have  all  such  authority  as  may  be  reasonably 
necessary  to  carry  out  those  responsibilities.  While  retaining  overall  responsibility 
for  administration  of  the  program,  the  Chief  .Administrative  Officer  shall  utilize  the 
services  of  the  Department  of  Pubhc  Works  in  connection  with  the  code  enforce- 
ment aspects  of  the  program,  and  the  services  of  the  Real  Estate  Department  in 
connection  with  the  rehabilitation  financing  aspects  of  the  program.  The  Chief 
.Administrative  Officer  may  also  request  the  assistance  of  any  other  City  and 
Countv  agencv  in  meeting  his  or  her  responsibilities  under  this  program.  (Added  by 
Ord.  23-74,  .App.  1/9/74) 

SEC.  32.21.  RLXES  AND  REGULATIONS.  The  Chief  Administrative 
Officer  shall  promulgate  such  rules  and  regulations  as  he  or  she  may  deem  appropri- 
ate to  cany’  out  the  provisions  of  this  Chapter.  These  rules  and  regulations  shall  be 
developed  with  the  participation  of  the  Citizen  .Advisoiy'  Committees  and  the  Rent 
Board.  .A  copy  of  all  such  rules  and  regulations  shall  be  available  for  review  by  the 
public  during  regular  business  hours  in  the  office  of  the  Chief  .Administrative 
Oficer.  the  office  of  the  Clerk  of  the  Board  of  Supervisors,  the  Department  of  Public 
Works,  and  in  ev^erv’  other  office  established  for  the  purpose  of  cany  ing  out  this 
program.  (.Added  by  Ord.  269-82.  .App.  6/10/82) 

SEC.  32.22.  MANAGEMENT  OF  BOND  PROCEEDS.  Unless  provided 
otherwise  in  any  bond  resolution  adopted  pursuant  to  the  provisions  of  this 
Chapter,  the  Chief  .Administrative  Officer,  acting  on  the  recommendation  of  the 
Controller. 

(a)  May  invest  and  reinvest  both  the  bond  proceeds  and  the  revenues  from 
the  financing  of  residential  rehabilitation,  and 

(b)  May  manage  fiscally  the  proceeds  of  bonds  issued  for  the  purpose  of 
establishing  a residential  rehabilitation  loan  fund,  or 

(c)  Together  with  the  Purchaser  may  enter  into  contractual  arrangement  with 
private  lending  institutions  or  trust  companies  to  manage  the  Residential 
Rehabilitation  Loan  Fund,  including  investment  and  reinvestment  of  the  funds, 
disbursements  from  the  fund  and  collection  of  revenues.  (Added  bv  Ord.  23-74. 
.App.  1/9/74) 

SEC.  32.23.  RECOMMENDATION  OF  FEES.  CHARGES  AND 
INTEREST  RATES  ON  FINANCING.  The  Chief  .Administrative  Officer,  acting 
on  the  advice  of  the  Controller,  shall  recommend  to  the  Board  of  Supervisors  for 
adoption: 

(a)  The  fees,  charges  and  interest  rates  which  will  be  charged  participating 
parties  in  connection  with  financing  residential  rehabilitation;  and 

(b)  Revisions,  as  necessarv’,  of  the  fees,  charges  and  interest  rates  levied  on 
participating  parties,  consistent  with  the  standards  adopted  by  the  Board  of  Super- 
visors pursuant  to  Section  32.14.  (.Added  by  Ord.  23-74.  .App.  1/9/74) 
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SEC.  32.24.  NOTICE  OF  DEFAULTS  AND  FORECLOSURES.  When 
there  is  a default  on  a conventional  RAP  loan  secured  by  a deed  of  trust  naming  the 
City  and  County  as  a beneficiary  and  the  property  becomes  subject  to  foreclosure 
procedures,  the  Chief  .Administrative  Officer  shall  so  inform  the  Citizens  Advisory 
Committee  for  the  residential  rehabilitation  area  where  the  property  is  located. 
(.Added  by  Ord.  23-74.  App.  1/9/74) 

SEC.  32.25.  PUBLICATION  OF  EXPLANATORY  BROCHURE.  Sub- 
ject to  funds  being  available,  the  Chief  Administrative  Officer  shall  cause  to  be 
published  and  available  to  the  public  a brochure  describing  RAP  and  how  it  affects 
both  tenants  and  property  owners.  (Added  by  Ord.  23-74,  App.  1/9/74) 


ARTICLE  IV 

CITIZENS  ADVISORY  COMMITTEE,  AREA  LOAN  COMMITTEE  AND 
AREA  RENT  COMMITTEE 

SEC.  32.30.  CITIZENS  ADVISORY  COMMITTEE  — MEM- 
BERSHIP. (a)  There  shall  be  established  a Citizens  Advisory  Committee  for  each 
residential  rehabilitation  area.  Each  Citizens  Advisory  Committee  shall  consist  of 
not  more  than  11  persons. 

(b)  Property  owners  shall  constitute  six  of  the  1 1 members  when  50  percent  or 
more  of  the  structures  are  owner  occupied.  The  balance  of  the  membership  shall  be 
tenants. 

(c)  Tenants  shall  constitute  six  of  the  1 1 members  when  less  than  50  percent  of 
the  structures  are  owner  occupied.  The  balance  of  the  membership  shall  be  property 
owners. 

(d)  The  determination  as  to  whether  50  percent  or  more  of  the  structures  are 
owner-occupied  shall  be  made  by  Director  of  Planning  at  the  time  an  area  is 
proposed  for  designation  as  a RAP  area  by  the  Director.  (Amended  by  Ord.  567-77, 
App.  12/29/77) 

SEC.  32.30-1.  CITIZENS  ADVISORY  COMMITTEE  — MEM- 
BERSHIP. (a)  There  shall  be  established  a Citizens  Advisory  Committee  for  each 
residential  rehabilitation  area.  Each  Citizens  Advisory  Committee  shall  consist  of 
11  persons. 

(b)  Members  of  the  Citizens  Advisory  Committee  shall  be  selected  from  the 
following  groups  which  are  defined  only  for  the  purposes  of  Section  32.30-1. 

(1)  “Property  owners”  means  persons  owning  property  in  the  residential 
rehabilitation  area. 

(2)  “Employees  of  property  owners”  means  residents  of  the  residential 
rehabilitation  area  who  are  employed  by  area  property  owners  for  20  or  more  hours 
per  month. 

(3)  “Agents  of  property  owners”  means  residents  of  the  residential  rehabilita- 
tion area  who  represent  an  area  property  owner  in  dealing  with  third  persons  for  any 
purpose. 
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(4)  “Tenants”  means  residents  of  the  residential  rehabilitation  area  who  are 
not  area  property  owners,  employees  of  property  owners,  or  agents  of  property 
owners  as  defined  in  this  Section. 

(c)  At  least  one  property  owner,  and  either  additional  property  owners, 
employees  of  property  owners,  or  agents  of  property  owners  shall  constitute  six  of 
the  11  members  of  the  Citizens  Advisory  Committee  when  50  percent  of  the 
structures  are  owner-occupied.  The  balance  of  the  membership  shall  be  tenants. 

(d)  Tenants  shall  constitute  six  of  the  1 1 members  of  the  Citizens  Advisory 
Committee  when  less  than  50  percent  of  the  structures  are  owner-occupied.  The 
balance  of  the  membership  shall  consist  of  at  least  one  property  owner  and  either 
additional  property  owners,  employees  of  property  owners,  or  agents  of  property 
owners. 

(e)  The  determination  as  to  whether  50  percent  or  more  of  the  structures  are 
owner-occupied  shall  be  made  by  the  Director  of  Planning  at  the  time  an  area  is 
proposed  for  designation  as  a RAP  area  by  the  Director. 

(f)  If  the  number  of  nominees  for  any  constituency  on  the  Citizens  Advisory 
Committee  exceeds  the  number  of  openings  for  that  constituency,  a publicly 
announced  election  shall  be  held  to  select  the  members  of  that  constituency  and 
only  members  of  that  constituency  may  vote  in  that  election.  Property  owners, 
employees  of  property  owners,  and  agents  of  property  owners  shall  constitute  one 
constituency.  Tenants  shall  constitute  a separate  constituency. 

(g)  All  nominations,  appointments  and  elections  necessary  to  carry  out  the 
purposes  of  this  Section  shall  be  in  accordance  with  rules  and  regulations  promul- 
gated by  the  Chief  Administrative  Officer  or  the  person  to  whom  responsibility  for 
administration  of  the  program  has  been  delegated. 

(h)  The  provision  of  this  Section  shall  apply  only  in  residential  rehabilitation 
assistance  areas  designated  by  resolution  of  the  Board  of  Supervisors  pursuant  to 
Section  32.43  on  or  after  July  1,  1977.  (Added  by  Ord.  225-78,  App.  5/1/78) 

SEC.  32.31.  CITIZENS  ADVISORY  COMMITTEE  — FUNCTIONS. 
The  functions  of  the  Citizens  Advisory  Committee  include  the  following: 

(a)  Assist  the  Director  of  Planning  and  other  relevant  City  and  County 
departments  in  developing  a plan  for  public  improvements  in  the  residential 
rehabilitation  area; 

(b)  Participate  with  the  Chief  Administrative  Officer  in  development  of  the 
rules  and  regulations  governing  implementation  of  the  program; 

(c)  Assist  the  Chief  Administrative  Officer  in  implementation  of  the  Resi- 
dential Rehabilitation  Program  in  the  Residential  Rehabilitation  Area; 

(d)  Appoint  a representative  from  the  Residential  Rehabilitation  Area  to  the 
Loan  Committee; 

(e)  Appoint  members  of  the  Area  Rent  Committee; 

(f)  Develop  by-laws  for  the  operation  of  the  Citizens  Advisory  Committee, 
which  by-laws  shall  be  subject  to  the  approval  of  the  Chief  Administrative  Officer; 

(g)  Assist  the  Chief  Administrative  Officer  in  his  or  her  selection  of  the 
liaison  staff;  and 
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(h)  Act  as  liaison  between  the  Chief  Administrative  Officer  and  the  owners  of 
property  in  and  residents  of  the  Residential  Rehabilitation  Area  in  solving  prob- 
lems which  arise  in  the  course  of  implementation  of  the  program.  (Added  by  Ord. 
23-74.  App.  1/9/74) 

SEC.  32.32.  LOAN  COMMITTEE  — MEMBERSHIP.  There  shall  be  a 
loan  committee  consisting  of  the  following  members: 

(a)  One  individual  from  each  Residential  Rehabilitation  Area  who  shall  be 
appointed  by  the  Citizens  Advisory  Committee  for  the  area; 

(b)  One  individual  who  is  a permanent  employee  of  the  Real  Estate  Depart- 
ment; and 

(c)  One  individual  qualified  in  the  field  of  real  estate  lending  and  financing 
who  shall  be  appointed  by  the  Chief  Administrative  Officer,  unless  provided 
otherwise  in  any  bond  resolution  issued  pursuant  to  the  provisions  of  this  Chapter. 
(Added  by  Ord.  23-74,  App.  1/9/74) 

SEC.  32.33.  LOAN  COMMITTEE  — FUNCTIONS.  The  functions  of 
Loan  Committee  are  as  follows: 

(a)  The  Loan  Committee  shall  periodically  review  the  rules  and  procedures 
and  standards  for  the  granting  of  residential  rehabilitation  loans  and  shall  recom- 
mend changes  as  needed  to  the  chief  Administrative  Officer. 

(b)  The  Loan  Committee  shall  review  and  recommend  approval  or  denial  of 
applications  required  to  be  considered  by  the  Loan  Committee  by  or  pursuant  to 
this  Chapter. 

(c)  The  Loan  Committee  shall  operate  in  an  manner  consistent  with  by-laws 
which  shall  be  developed  by  the  Chief  Administrative  Officer,  and  the  recommen- 
dations of  approval  or  denial  of  loan  applications  shall  be  in  accordance  with  the 
requirements  contained  in,  or  adopted  pursuant  to,  this  Chapter.  (Added  by  Ord. 
23-74.  App.  1/9/74) 

SEC.  32.34.  AREA  RENT  COMMITTEE.  There  shall  be  an  Area  Rent 
Committee  established  in  each  Residential  Rehabilitation  Area.  Each  Area  Rent 
Committee  shall  consist  of  two  tenants  and  two  landlords  living  in  the  area  who 
shall  be  appointed  by  the  Citizens  Advisory  Committee  pursuant  to  procedures 
established  by  the  Chief  Administrative  Officer.  (Added  by  Ord.  23-74,  App. 
1/9/74) 


ARTICLE  V 

DESIGNATION  OF  RESIDENTIAL  REHABILITATION  AREAS  AND 
DEVELOPMENT  OF  PLAN  FOR  PUBLIC  IMPROVEMENTS 

SEC.  32.40.  PROVISIONS  SUPERSEDE  SECTION  301.A  OF  HOUS- 
ING CODE.  The  provisions  of  this  Article  control  designation  of  areas  for 
residential  rehabilitation  assistance  without  regard  to  the  provisions  of  Section 
301.A  of  the  Housing  Code.  (Added  by  Ord.  23-74,  App.  1/9/74) 
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SEC.  32.41.  INITIAL  SELECTION  OF  AREAS  FOR  DESIGNATION 
AS  RESIDENTIAL  REHABILITATION  AREAS  BY  THE  DIRECTOR  OF 
PLANNING,  (a)  The  Director  of  Planning  shall  recommend  to  the  Chief  Admin- 
istrative Officer  areas  to  be  considered  for  designation  by  the  Board  of  Supervisors. 

(b)  Prior  to  recommending  an  area,  the  Director  of  Planning  shall  conduct 
one  or  more  public  meetings  in  the  area.  Residents,  property  owners  and  represen- 
tatives of  neighborhood  organizations  shall  be  invited  to  attend  these  meetings.  At 
these  meetings  the  Director  of  Planning  shall  explain  the  rehabilitation  assistance 
program,  shall  invite  comments  from  the  public  and  shall  raise  for  discussion  the 
following  issues; 

(1)  Would  rent  increases  or  demolitions  resulting  from  the  cost  of  meeting 
rehabilitation  standards  result  in  widespread  displacement  of  tenants; 

(2)  Would  RAP  assist  neighborhood-initiated  improvement  programs; 

(3)  Would  RAP  preserve  and  improve  the  social,  ethnic,  and  economic 
integration  of  the  area;  and 

(4)  Is  there  support  from  residents  of  the  area  and  from  the  owners  of 
property  in  the  area  for  institution  of  the  RAP? 

(c)  In  deciding  whether  to  recommend  an  area  for  designation  as  a Residen- 
tial Rehabilitation  Area,  the  Director  of  Planning  shall  take  into  consideration  the 
comments  from  and  the  discussions  with  the  public  at  the  hearings  held  pursuant  to 
Subsection  (b).  With  each  recommendation  of  a Residential  Rehabilitation  Area, 
the  Director  of  Planning  shall  convey  an  opinion  to  the  Chief  Administrative 
Officer  concerning  the  following  factors: 

(1)  The  extent  of  public  support  for  designation  of  the  area  as  a Residential 
Rehabilitation  Area; 

(2)  Whether  there  is  a substantial  number  of  deteriorating  structures  in  the 
area  which  do  not  conform  to  rehabilitation  standards; 

(3)  Whether  there  is  a need  for  financial  assistance  for  residential  rehabilita- 
tion to  arrest  the  deterioration  of  the  area; 

(4)  Whether  financing  of  residential  rehabilitation  in  the  area  is  economically 
feasible; 

(5)  Whether  rent  increases  or  demolitions  resulting  from  the  cost  of  meeting 
rehabilitation  standards  would  result  in  widespread  displacement  of  tenants; 

(6)  Whether  institution  of  RAP  in  the  area  would  assist  in  neighborhood 
initiated  improvement  programs;  and 

(7)  Whether  institution  of  RAP  would  preserve  and  improve  the  social, 
ethnic,  and  economic  integration  of  the  area.  (Added  by  Ord.  23-74.  App.  1/9/74) 

SEC.  32.42.  RECOMMENDATION  OF  AN  AREA  FOR  DESIGNA- 
TION AS  A RESIDENTIAL  REHABILITATION  AREA  BY  THE  CHIEF 
ADMINISTRATIVE  OFFICER.  If,  after  reviewing  the  recommendation  of  the 
Director  of  Planning  for  designation  of  an  area,  the  Chief  Administrative  Officer  is 
satisfied  that  the  area  is  appropriate  for  designation  as  a Residential  Rehabilitation 
Area,  the  Chief  Administrative  Officer  shall  recommend  to  the  Board  of  Super- 
visors that  it  designate  the  area  as  a Residential  Rehabilitation  Area.  Along  with 
any  recommendation  of  an  area  for  designation  as  a Residential  Rehabilitation 
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Area,  the  Chief  Administrative  Officer  shall  transmit  to  the  Board  of  Supervisors 
the  Director  of  Planning's  opinion  given  pursuant  to  Section  32.41(c).  (Added  by 
Ord.  23-74.  App.  1/9/74) 

SEC.  32.43.  DESIGNATION  OF  RESIDENTIAL  REHABILITATION 
.\RE.\S  BY  THE  BOARD  OF  SUPERVISORS.  Residential  Rehabilitation  Areas 
shall  be  so  designated  by  resolution  of  the  Board  of  Supervisors  following  a public 
hearing  and  findings  that: 

(a)  There  is  a substantial  number  of  deteriorating  structures  in  the  area  which 
do  not  conform  to  rehabilitation  standards; 

(b)  Low-cost,  long-term  property  owner  loans  are  necessary  to  arrest  the 
deterioration  of  the  area;  and 

(c)  Based  upon  currently  available  data  and  past  experience  with  residential 
rehabilitation  assistance  projects  (including  experience  with  federally  assisted  code 
enforcement  areas),  financing  of  residential  rehabilitation  in  the  area  is  eco- 
nomically feasible.  (Added  by  Ord.  23-74,  App.  1/9/74) 

SEC.  32.44.  PLAN  FOR  PUBLIC  IMPROVEMENTS.  With  the  par- 
ticipation of  the  Citizens  Advisory  Committee,  and  in  consultation  with  other 
relevant  City  and  County  agencies,  the  Director  of  Planning  shall  develop  a 
proposed  plan  for  public  improvements  for  each  Residential  Rehabilitation  Area. 
The  proposed  plan  for  public  improvements  for  each  area  shall  include  all  items  the 
Director  of  Planning  deems  necessary  to  the  successful  rehabilitation  of  the  Resi- 
dential Rehabilitation  Area  and  shall  include  consideration  of  health,  recreation, 
child  care,  education,  culture  and  safety  facilities  and  services.  The  Director  of 
Planning  shall  submit  the  proposed  plan  for  public  improvements  in  a Residential 
Rehabilitation  Area  to  the  Board  of  Supervisors.  Prior  to  submittal  of  the  plan  for 
public  improvements  to  the  Board  of  Supervisors,  the  Director  of  Planning  shall 
transmit  it  to  the  Citizens  Advisory  Committee  for  its  recommendations.  The 
Citizens  Advisory  Committee’s  recommendations  shall  be  transmitted  to  the 
Board  of  Supervisors  along  with  the  proposed  plan.  The  Board  of  Supervisors  shall 
consider  the  plan  at  a public  hearing.  After  such  modification  of  the  proposed  plan, 
if  any,  as  the  Board  of  Supervisors  deems  necessary,  the  Board  shall  adopt  a plan  for 
public  improvements  for  that  area.  (Added  by  Ord.  23-74,  App.  1/9/74) 


ARTICLE  VI 

LIMITATIONS  ON  AMOUNT  OF  LOAN 

SEC.  32.50.  MAXIMUM  INDEBTEDNESS  ON  PROPERTY.  Out- 
standing loans  on  the  property  to  be  rehabilitated,  including  the  amount  of  the  loan 
for  rehabilitation,  shall  not  exceed  80  percent  of  the  anticipated  after-rehabilitation 
value  of  the  property  to  be  rehabilitated,  as  determined  by  the  Chief  Administrative 
Officer,  except  that  the  Chief  Administrative  Officer  may  authorize  loans  of  up  to 
95  percent  of  the  anticipated  after-rehabilitation  value  of  the  property  if: 

(a)  Such  loans  are  made  for  the  purpose  of  rehabilitating  the  property  for 
residential  purposes; 
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(b)  There  is  demonstrated  need  for  such  higher  limit;  and 

(c)  There  is  a high  probability  that  the  value  of  the  property  will  not  be 
impaired  during  the  term  of  the  loan.  (Added  by  Ord.  23-74,  App.  1/9/74) 

SEC.  32.51.  MAXIMUM  AMOUNT  OF  LOAN.  The  maximum  loan  for 
rehabilitation  shall  be  as  follows:  single  family,  $30,000;  two-three  units,  $10,000 
per  unit;  four  or  more  units,  $7,500;  commercial,  $5,000  per  unit;  guest  rooms,  as 
defined  in  Section  203.7  of  the  Housing  Code,  $2,500  per  unit. 

The  Chief  Administrative  Officer  may  approve  a loan  in  excess  of  these 
amounts  following  guidelines  established  by  the  Chief  Administrative  Officer; 
provided,  that  in  no  case  may  the  loan  exceed  $17,500  per  unit  for  dwelling  units 
other  than  in  single  family  dwellings  and  $11,500  per  unit  for  guest  rooms. 
(Amended  by  Ord.  30-78,  App.  1/13/78) 

SEC.  32.52.  LIMITATIONS  ON  USE  OF  LOAN  FOR  GENERAL 
PROPERTY  IMPROVEMENTS.  No  more  than  20  percent  of  any  loan  for  resi- 
dential rehabilitation  shall  be  used  for  general  property  improvements  except  that 
in  the  case  of  owner-occupied,  one-to-four  dwelling  unit  properties,  up  to  40 
percent  of  the  loan  may  be  used  for  general  property  improvements.  (Added  by 
Ord.  23-74,  App.  1/9/74) 

SEC.  32.53.  REFINANCING,  (a)  A loan  may  be  made  to  refinance  an 
existing  indebtedness  on  a residence  if  the  cost  of  meeting  rehabilitation  standards 
and  correcting  incipient  violations  thereof  for  the  residence  equals  at  least  20 
percent  of  the  principal  amount  of  the  loan;  and 

( 1 ) If  the  sum  of  the  monthly  principal  and  interest  payments  on  the  proposed 
loan  for  rehabilitation  and  the  monthly  payments  on  existing  debt  secured  by  the 
property,  plus  property  taxes  and  insurance,  would  result  in  total  monthly  pay- 
ments that  would  exceed  20  percent  of  the  applicant’s  total  monthly  income;  or 

(2)  If  the  Loan  Committee  recommends  approval  of  refinancing  and  the 
recommendation  is  accepted  by  the  Chief  Administrative  Officer; 

(b)  If  the  Chief  Administrative  Officer  does  not  accept  the  recommendation 
of  the  Loan  Committee  regarding  refinancing,  he  or  she  shall  give  written  reasons 
for  the  refusal  to  accept  such  recommendation. 

(c)  In  deciding  whether  to  recommend  that  refinancing  be  made  available  to 
any  particular  applicant,  the  Loan  Committee  shall  adhere  to  guidelines  for  refi- 
nancing which  shall  be  adopted  by  the  Chief  Administrative  Officer.  In  developing 
guidelines  for  refinancing,  the  Chief  Administrative  Officer  shall  take  into  consid- 
eration the  availability  of  funds  for  financing  residential  rehabilitation,  the  need  to 
prevent  significant  rent  increases  which  would  result  in  a hardship  for  tenants,  and 
the  need  to  prevent  speculators  from  profiting  from  the  use  of  residential  rehabilita- 
tion financing.  (Amended  by  Ord.  116-77,  App.  4/1/77) 

SEC.  32.54.  LIMITATION  BASED  ON  FAIR  MARKET  VALUE  OF 
WORK,  (a)  Prior  to  the  granting  of  any  loan  over  $20,000  under  this  Chapter,  a 
qualified  estimator  will  make  an  on-premises  inspection  of  the  applicant’s  property 
and  certify,  in  writing,  that  the  estimated  cost  of  the  recommended  work,  as 
detailed  in  the  job  specifications,  is  not  more  than  10  percent  above  fair  market 
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value.  No  loan  will  be  granted  in  an  amount  exceeding  10  percent  of  fair  market 
value  for  the  work  specified  or  higher  than  the  lowest  bid  received,  whichever  is 
less,  without  the  approval  of  the  Chief  Administrative  Officer 

(b)  Where  loan  is  under  $20,000  and  low  bid  exceeds  estimate  of  building 
inspector  by  10  percent,  the  Real  Estate  Department  will  hire  an  estimator  to  certify 
the  fair  market  value  of  the  job  specifications. 

(c)  .A  qualified  estimator  is  a person: 

(1)  Who  is  not  a City  employee;  but 

(2)  Who  is  selected  by  the  Chief  Administrative  Officer  because  he  or  she  is 
qualified  and  experienced  in  the  area  of  residential  rehabilitation. 

The  estimator  shall  operate  under  the  direction  of  the  Director  of  the  Real 
Estate  Department. 

(d)  A property  owner  wishing  to  challenge  the  low  bid  or  the  estimator’s  value 
may  hire  a licensed  estimator  if  he  or  she  so  desires. 

(e)  The  Chief  Administrative  Officer  shall,  semi-annually,  direct  a report  to 
the  Board  of  Supervisors  setting  forth  a list  of  the  loans  which  were  in  excess  of  10 
percent  of  the  estimated  fair  market  value  pursuant  to  the  provisions  of  Paragraph 
(a)  giving  the  reasons  for  approval  in  each  case.  (Amended  by  Ord.  274-78,  App. 
6/9/78) 


ARTICLE  VII 


TERMS  OF  CONVENTIONAL  RAP  LOANS 

SEC.  32.60.  ELIGIBILITY  FOR  LOANS,  (a)  Each  owner  of  property 
located  within  a residential  rehabilitation  area  is  eligible  for  a conventional  RAP 
loan,  provided  the  owner  demonstrates  to  the  satisfaction  of  the  Chief  Admin- 
istrative Officer  the  ability  to  repay  such  a loan;  applies  for  the  loan  within  a time 
period  to  be  designated  by  the  Chief  Administrative  Officer;  and  can  meet  the  other 
requirements  of  this  Chapter.  The  property  owner  shall  agree  to  all  conditions  of  the 
loan  agreement  as  a prerequisite  to  obtaining  a loan.  No  elective  officer  of  the  state 
or  any  of  its  subdivisions  shall  be  eligible  to  receive  a loan  under  the  provisions  of 
this  Chapter. 

(b)  Any  owner  who  is  denied  a loan  by  the  Chief  Administrative  Officer  on 
the  grounds  that  the  owner  does  not  meet  eligibility  requirements  may  appeal  the 
decision  to  the  Loan  Committee.  The  Loan  Committee  shall  review  the  application 
for  a loan  and  make  a recommendation  regarding  approval  or  denial  to  the  Chief 
Administrative  Officer.  In  reviewing  the  application,  the  Loan  Committee  shall 
give  due  consideration  to  the  need  for  the  loan  to  be  made  in  order  to  accomplish 
the  purposes  of  the  program,  the  risks  to  the  City  and  County  of  granting  the  loan, 
and  the  ability  of  the  property  to  support  the  loan  as  well  as  to  the  reasons  for  denial 
of  the  application  by  the  Chief  Administrative  Officer.  If  the  Chief  Administrative 
Officer  does  not  accept  the  recommendations  of  the  Loan  Committee,  he  or  she 
shall  give  written  reasons  for  the  refusal  to  approve  the  loan.  (Added  by  Ord.  23-74, 
App.  1/9/74) 
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SEC.  32.61.  MAXIMUM  REPAYMENT  PERIOD  FOR  LOAN;  INITIA- 
TION OF  PAYMENTS  AFTER  REHABILITATION,  (a)  The  maximum  repay- 
ment period  for  a conventional  RAP  loan  shall  be  20  years  or  ^4  of  the  economic  life 
of  the  property,  whichever  is  less. 

(b)  Subject  to  budgetary  and  fiscal  limitations,  payments  on  a conventional 
RAP  loan  shall  not  be  required  to  commence  prior  to  completion  of  the  improve- 
ments for  which  such  loan  is  made;  provided  that  payments  shall  begin  no  later 
than  six  months  after  an  initial  disbursement  from  proceeds  of  the  loan.  The 
monthly  payment  due  under  the  loan  shall  be  adjusted  to  insure  repayment  of  the 
principal  and  interest  due  on  the  loan  within  the  time  required  by  paragraph  (a)  of 
this  Section.  (Added  by  Ord.  23-74,  App.  1/9/74) 

SEC.  32.62.  PREPAYMENT  PENALTIES.  There  shall  be  no  penalty 
assessed  for  prepayment  of  any  conventional  RAP  loan.  (Added  by  Ord.  23-74, 
App.  1/9/74) 

SEC.  32.63.  SECURITY  FOR  LOAN.  Unless  provided  otherwise  in  any 
bond  resolution  issued  pursuant  to  the  provisions  of  this  Chapter,  every  conven- 
tional RAP  loan  shall  be  secured  by  a deed  of  trust  naming  the  City  and  County  as 
beneficiary  of  the  trust.  (Added  by  Ord.  23-74,  App.  1/9/74) 

SEC.  32.64.  INSURANCE.  All  conventional  RAP  loan  agreements  shall 
provide  that  so  long  as  the  loan  or  any  portion  of  it  is  outstanding,  the  owner  of  the 
property  subject  to  the  loan  shall  carry  adequate  property  insurance.  The  Chief 
Administrative  Officer  shall  establish  standards  for  determining  when  property 
insurance  is  adequate.  (Added  by  Ord.  23-74,  App.  1/9/74) 

SEC.  32.65.  IMPOUND  ACCOUNT.  If  the  Chief  Administrative  Officer 
deems  it  desirable  and  necessary  to  effectuate  the  purposes  of  the  program  that  an 
impound  account  be  required  to  assure  taxes,  insurance,  or  a maintenance  reserve, 
he  or  she  may  include  such  a requirement  in  any  conventional  RAP  loan  agree- 
ment. (Added  by  Ord.  23-74,  App.  1/9/74) 

SEC.  32.66.  TRANSFER  OF  LOANS,  (a)  The  unpaid  amount  of  a con- 
ventional RAP  loan  shall  be  due  and  payable  upon  sale  or  transfer  of  the  ownership 
of  the  property,  except  that  assignment  of  the  unpaid  amount  of  such  a loan  to  a 
purchaser  or  transferee  may  be  permitted  when  the  Chief  Administrative  Officer 
determines  that  hardship  conditions  exist  and  the  prospective  owner  qualifies  for  a 
loan  on  the  basis  of  current  loan  eligibility  standards. 

(b)  If  the  holder  of  a conventional  RAP  loan  is  dissatisfied  with  the  Chief 
Administrative  Officer’s  refusal  to  permit  transfer  of  the  unpaid  amount  of  the  loan 
because  of  a finding  that  hardship  conditions  do  not  exist,  the  holder  of  the  loan 
may  request  review  of  the  Chief  Administrative  Officer’s  determination  by  the 
Loan  Committee.  If  the  Loan  Committee  recommends  a finding  that  hardship 
conditions  exist,  the  Chief  Administrative  Officer  shall  either  accept  that  recom- 
mendation or  give  written  reasons  for  the  refusal  to  accept  it. 

(c)  Hardship  conditions  exist: 
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( 1 ) When  the  owner  of  property  subject  to  a conventional  RAP  loan  is  forced 
to  sell  the  property  and  the  property  cannot  be  sold  without  a substantial  loss  of 
equity  unless  the  loan  is  transferable; 

(2)  When  the  income  of  a prospective  purchaser  of  property  subject  to  a 
conventional  RAP  loan  is  at  or  below  income  standards  to  be  established  by  the 
Chief  Administrative  Officer;  or 

(3)  When  the  prospective  purchaser  is  unable  to  obtain  financing  in  the 
private  sector  because  of  age,  disability  or  sex;  or 

(4)  When  transfer  of  the  loan  is  necessary  to  prevent  significant  rent 
increases. 

(d)  The  Chief  Administrative  Officer  shall  develop  standards  which  shall  be 
applied  in  making  determinations  required  under  this  Section.  (Added  by  Ord. 
23-74,  App.  1/9/74) 

SEC.  32.67.  INTEREST  RATES  AND  OTHER  LOAN  CHARGES.  The 
interest  rate  and  any  other  charges  for  a conventional  RAP  loan  shall  be  established 
pursuant  to  the  provisions  of  Sections  32.13  and  32.23,  and  may  include: 

(a)  The  interest  charged  the  City  and  County  on  funds  borrowed  to  carry  out 
the  provisions  of  this  Chapter; 

(b)  An  amount  needed  to  provide  for  possible  defaults  on  outstanding  loans; 

(c)  An  amount  to  cover  the  cost  of  servicing  loan  accounts; 

(d)  An  amount  to  cover  the  cost  of  making  hardship  loans  (as  provided  for  in 
■Article  VIII);  and 

(e)  An  amount  to  cover  the  costs  of  issuing  bonds.  (Added  by  Ord.  23-74, 
App.  1/9/74) 

SEC.  32.68.  VARIABLE  INTEREST  RATE.  In  connection  with  a con- 
ventional RAP  loan,  the  loan  agreement  may  provide  for  a variable  interest  rate.  If 
the  loan  agreement  does  provide  for  a variable  interest  rate,  the  terms  of  the  loan 
agreement  and  any  change  in  the  interest  rate  or  other  charges  shall  conform  to  the 
requirements  of  Sections  37917  of  the  Health  and  Safety  Code  of  the  State  of 
California  relating  to  the  use  of  variable  interest  rates  in  connection  with  financing 
residential  rehabilitation.  (Added  by  Ord.  23-74,  App.  1/9/74) 

SEC.  32.69.  TENANT  MOVING  COSTS  AND  RIGHT  OF  FIRST 
REFUSAL.  All  conventional  RAP  loan  agreements  shall  provide  that,  in  the  case 
of  dwelling  units  which  must  be  vacated  because  of  residential  rehabilitation  to  be 
performed  on  the  structures  where  they  are  located: 

(a)  .A  tenant  who  must  vacate  a dwelling  unit  shall  have  the  right  of  first 
refusal  to  occupy  that  unit  at  a rent  adjusted  in  accordance  with  the  San  Francisco 
■Administrative  Code  when  rehabilitation  of  the  property  is  completed; 

(b)  The  property  owner  shall  give  each  tenant  affected  written  notice  30  days 
prior  to  the  date  the  tenant  must  vacate  of  the  following; 

(1)  That  the  tenant  has  the  right  to  first  refusal  to  reoccupy  the  unit  vacated 
when  rehabilitation  of  the  property  is  completed; 

(2)  That  relocation  assistance  may  be  available  and  that  relocation  informa- 
tion may  be  obtained  from  the  Chief  Administrative  Officer,  Room  289,  City  Hall, 
San  Francisco;  and 
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(3)  That  the  tenant  may  be  subject  to  certain  protections  under  the  Rent 
Ordinance  and  that  information  concerning  such  protection  is  available  from  the 
Rent  Board,  170  Fell  Street,  Room  16,  San  Francisco. 

(c)  A copy  of  the  notice  specified  in  clause  (b)  shall  be  forwarded  to  the  Rent 
Board.  (Amended  by  Ord.  112-83,  App.  3/11/83) 

SEC.  32.70.  OPEN  HOUSING.  All  conventional  RAP  loan  agreements 
shall  provide  that  so  long  as  the  loan  or  any  portion  of  it  is  outstanding  the  property 
shall  be  open  upon  sale  or  rental  of  all  or  any  portion  thereof,  to  all  persons 
regardless  of  race,  color,  religion,  national  origin  or  ancestry.  (Added  by  Ord.  23-74. 
App.  1/9/74) 

SEC.  32.71.  EQUAL  EMPLOYMENT  OPPORTUNITY.  All  conven- 
tional RAP  loan  agreements  shall  provide  that  all  contracts  and  subcontracts  let  for 
residential  rehabilitation  financed  under  this  Chapter  are  to  be  let  without  regard  to 
the  race,  sex,  marital  status,  color,  religion,  national  origin  or  ancestry  of  the 
contractor  or  subcontractor.  Further,  all  conventional  RAP  loan  agreements  shall 
provide  that  any  contractor  or  subcontractor  engaged  in  residential  rehabilitation 
financed  under  this  Chapter  must  agree  to  provide  equal  opportunity  for  employ- 
ment without  regard  to  race,  sex,  marital  status,  color,  religion,  national  origin  or 
ancestry.  (Added  by  Ord.  23-74,  App.  1/9/74) 

SEC.  32.71-1.  PERFORMANCE  OF  WORK  BY  LICENSED  GENERAL 
BUILDING  CONTRACTOR.  A licensed  general  building  contractor  having  in  his 
or  her  contract  more  than  two  unrelated  building  trades  or  crafts  may  do  or 
superintend  the  whole  or  any  part  of  residential  rehabilitation  without  regard  to  the 
provisions  of  Section  E I of  the  Plumbing  Code  or  Section  41  of  the  Electrical  Code. 
(Added  by  Ord.  23-74.  App.  1/9/74) 

SEC.  32.72.  ENFORCEMENT  OF  LOAN  PROVISIONS.  The  provi- 
sions of  Section  32.70  and  the  provisions  of  Section  32.71  is  they  relate  to  enforce- 
ment of  nondiscrimination  on  the  basis  of  race,  sex,  marital  status,  color,  religion, 
national  origin  or  ancestry,  are  enforceable  by  the  Human  Rights  Commission.  The 
enforcement  powers,  responsibilities  and  procedures  of  the  Human  Rights  Com- 
mission set  forth  in  Chapters  12A  and  12B  of  the  San  Francisco  Administrative 
Code  shall  be  applicable  to  carry  out  the  Commission’s  responsibilities  under  this 
Chapter.  In  addition,  pursuant  to  rules  to  be  adopted  by  the  Chief  Administrative 
Officer,  violation  of  the  loan  agreement  provisions  required  by  Sections  32.69, 
32.70,  and  32.71  may  result  in  any  outstanding  financing  obtained  pursuant  to  the 
loan  agreement  becoming  immediately  due  and  payable.  (Added  by  Ord.  23-74. 
App.  1/9/74) 

SEC.  32.73.  RENT  INCREASE  LIMITATIONS  FOR  AREAS  DESIG- 
NATED PRIOR  TO  JULY  1, 1977.  (a)  The  property  owner  shall  agree  that  during 
the  time  any  conventional  RAP  loan  is  outstanding,  rent  for  any  dwelling  unit  in 
the  rehabilitated  residence  shall  not  exceed  the  base  rent  plus  actual  increased  costs 
to  the  owner  in  the  form  of  monthly  loan  payments,  property  taxes,  insurance, 
maintenance,  and  annual  adjustments  tied  to  the  Bay  Area  Cost  of  Living  Index. 
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(b)  The  Chief  Administrative  Officer  shall  calculate  the  annual  cost  of  living 
adjustment  on  the  basis  of  the  Bay  Area  cost  of  living  index  as  of  January  1st  each 
year,  and  shall  announce  to  both  property  owners  and  tenants  the  adjustment  no 
later  than  30  days  following  publication  of  such  figures  by  the  United  States 
Department  of  Commerce. 

(c)  Base  rent  date  is  the  1 80th  day  preceding  the  date  of  designation  of  the  area 
for  residential  rehabilitation  by  the  Board  of  Supervisors  or  the  date  10  days 
preceding  the  first  public  meeting  conducted  in  a residential  rehabilitation  area  by 
the  Director  of  Planning,  whichever  is  earlier  in  time. 

(d)  Base  rent  for  a dwelling  unit  is  the  rent  charged  for  this  dwelling  unit  on 
the  base  rent  date;  except  that  if  no  rent  was  being  charged  on  the  base  rent  date,  or  if 
the  property  owner  believes  that  the  rent  charged  on  the  base  rent  date  was 
unreasonably  low  due  to  special  conditions,  the  property  owner  may  petition  the 
Chief  Administrative  Officer  to  establish  a base  rent  or  to  revise  the  base.  The  Chief 
Administrative  Officer  shall  give  notice  and  an  opportunity  to  comment  in  writing 
to  tenants  to  be  affected  by  the  Chief  Administrative  Officer’s  decision.  In  estab- 
lishing or  revising  the  base  rent,  the  Chief  Administrative  Officer  shall  take  into 
consideration  the  rent  charged  on  the  base  rent  date  for  comparable  units  within  the 
same  building;  the  rent  charged  on  the  base  rent  date  for  comparable  units  in  the 
immediate  neighborhood;  and  any  special  or  unusual  circumstances  affecting  the 
rent  charged  on  the  base  rent  date  for  the  subject  unit. 

(e)  Any  property  owner  who  petitions  the  Chief  Administrative  Officer  to 
establish  or  revise  the  base  rent  and  any  tenant  occupying  a unit  for  which  such  a 
petition  is  brought  by  the  property  owner  may  appeal  the  base  rent  to  the  Area  Rent 
Committee.  Unless  the  Area  Rent  Committee  decides  otherwise  by  a vote  of  three, 
the  decision  of  the  Chief  Administrative  Officer  shall  stand. 

(f)  The  provisions  of  this  Section  shall  apply  in  all  residential  rehabilitation 
areas  designated  by  resolution  of  the  Board  of  Supervisors  pursuant  to  Section 
32.43  prior  to  July  1,  1977.  (Amended  by  Ord.  269-82,  App.  6/10/82) 

SEC.  32.73-1.  RENT  INCREASE  LIMITATIONS  FOR  AREAS  DES- 
IGNATED ON  OR  AFTER  JULY  1, 1977.  (a)  The  property  owner  shall  agree  that 
during  the  time  any  conventional  RAP  loan  is  outstanding,  rent  for  a tenant 
occupying  a dwelling  unit  in  the  rehabilitated  residence  shall  not  exceed  that  rent 
which  is  allowable  under  Chapter  37  of  the  San  Francisco  Administrative  Code. 

(b)  At  the  time  the  RAP  loan  is  recorded,  the  Chief  Administrative  Officer 
shall  notify  the  owner  and  each  tenant  of  the  allowable  rent  increase  based  upon  the 
amortized  loan.  If  a tenant  believes  that  the  allowable  rent  increase  is  inaccurate, 
the  tenant  may  file  a complaint  with  the  Chief  Administrative  Officer  within  30 
days  of  notification.  The  procedures  for  handling  the  complaint  follow: 

(1)  The  Chief  Administrative  Officer  shall  investigate  the  tenant’s  complaint 
and  shall  render  a decision  not  more  than  30  days  after  receiving  the  complaint; 

(2)  If  the  Chief  Administrative  Officer  determines  that  the  complaint  is  valid, 
the  property  owner  shall  reduce  the  rent  in  accordance  with  this  determination  and 
rebate  the  excess  amount  collected  within  15  days  of  notice  of  the  decision. 

(c)  The  Chief  Administrative  Officer  shall  notify  the  owner,  each  tenant  and 
the  Rent  Board  of  the  allowable  rent  increases  as  established  in  Subsection  (a) 
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above.  An  owner  shall  only  impose  subsequent  rent  increases  in  accordance  with 
the  provisions  set  forth  in  Chapter  37  of  the  San  Francisco  Administrative  Code. 
(Amended  by  Ord.  112-83,  App.  3/11/83) 

SEC.  32.74.  RENT  INCREASE  PROTEST  PROCEDURES.  When  a ten- 
ant believes  that  the  rent  for  his  or  her  dwelling  unit  has  been  increased  above  the 
amounts  allowed  under  Section  32.73,  or  incrreased  in  excess  of  the  limitations  set 
forth  in  the  Rent  Ordinance  (Chapter  37  of  the  San  Francisco  Administrative 
Code),  the  tenant  may  petition  the  Rent  Board  for  a rental  arbitration  hearing. 
(Amended  by  Ord.  269-82,  App.  6/10/82) 

SEC.  32.75.  SANCTIONS  FOR  VIOLATION  OF  RENT  INCREASE 
LIMITATIONS.  If  a property  owner  refuses  to  rebate  excess  rent  collected  in 
violation  of  the  provisions  of  Section  32.73,  or  fails  to  comply  with  the  decision  of 
the  Rent  Board  with  respect  to  a rent  increase  or  increases  for  his  or  her  tenants,  the 
Rent  Board  shall  refer  the  matter  to  the  Chief  Administrative  Officer  with  a 
recommendation  that  the  conventional  RAP  loan  agreement  be  terminated.  Upon 
such  recommendation,  the  Chief  Administrative  Officer  may  terminate  the  agree- 
ment and  the  unpaid  amount  of  the  loan  shall  become  due  and  payable  immedi- 
ately. In  determining  whether  to  declare  a loan  agreement  terminated,  the  Chief 
Administrative  Officer  shall  consider  any  recommendations  of  the  Citizens 
Advisory  Committee  for  the  residential  rehabilitation  area  where  the  property 
subject  to  the  loan  is  located.  (Amended  by  Ord.  269-82,  App.  6/10/82) 

SEC.  32.75-1.  EVICTIONS.  Tenants  residing  in  buildings  subject  to  RAP 
loans  are  subject  to  eviction  only  in  accordance  with  Section  37.9  of  the  San 
Francisco  Administrative  Code.  If  the  property  owner  evicts,  attempts  to  evict,  or 
threatens  to  evict  tenants  because  the  tenants  are  seeking  to  enforce  their  rights 
under  this  Chapter,  the  Chief  Administrative  Officer  may  declare  the  conventional 
RAP  loan  agreement  terminated,  and  the  unpaid  amount  of  the  loan  shall  immedi- 
ately become  due  and  payable.  In  determining  whether  to  declare  a loan  agreement 
terminated,  the  Chief  Administrative  Officer  shall  consider  any  recommendations 
of  the  Citizens  Advisory  Committee  for  the  residential  rehabilitation  area  where 
the  property  subject  to  the  loan  is  located.  (Amended  by  Ord.  269-82,  App.  6/10/82) 


ARTICLE  VIII 
HARDSHIP  LOANS 

SEC.  32.80.  USE  OF  HARDSHIP  LOANS.  Hardship  loans  are  to  be  used 
only  for  meeting  rehabilitation  standards  and  incipient  violations  thereof. 
(Amended  by  Ord.  116-77,  App.  4/1/77) 

SEC.  32.81.  MAXIMUM  AMOUNT  OF  LOAN  AND  ELIGIBILITY,  (a) 
A hardship  loan  of  up  to  $7,500  can  be  made  to  a low-income  applicant  who  is  the 
owner-occupant  of  a one-to-four  dwelling  unit  building. 


AD-683 


Section  32.81 


San  Francisco  Administrative  Code 


(b)  To  be  eligible  for  a hardship  loan  the  applicant  must  demonstrate  to  the 
satisfaction  of  the  Chief  Administrative  Officer  that:  (1)  the  applicant’s  income 
does  not  exceed  80  percent  of  the  median  family  income  of  the  San  Francisco- 
Oakland  Standard  Metropolitan  Statistical  Area  as  determined  by  the  United 
States  Department  of  Housing  and  Urban  Development  (HUD);  and  (2)  that  the 
applicant  does  not  have  other  assets  to  correct  housing  code  violations  without 
jeopardizing  the  ability  to  be  self  supporting. 

(c)  .An  applicant  whose  income  exceeds  the  standards  promulgated  by  HUD, 
as  described  in  Section  (b)  above,  may  appeal  to  the  Loan  Committee  for  approval 
of  a hardship  loan  when  age,  health,  physical  handicap  or  size  of  family  require 
unusual  expenditures  by  applicant.  (Amended  by  Ord.  31-81,  App.  1/9/81) 

SEC.  32.82.  TERM  OF  HARDSHIP  LOAN.  A hardship  loan  shall  be  due 
and  payable  at  the  time  of  sale  or  transfer  of  property  unless  the  hardship  loan  is 
transferred  pursuant  to  Section  32.83.  (Amended  by  Ord.  410-77,  App.  9/16/77) 

SEC.  32.83.  TRANSFERABILITY  OF  HARDSHIP  LOAN,  (a)  Upon 
conveyance  of  property  subject  to  a hardship  loan,  the  hardship  loan  may  be 
converted  to  a conventional  RAP  loan  and  assigned  to  the  transferee  of  the 
property  under  the  same  circumstances  and  upon  the  same  terms  as  are  applicable 
to  the  transfer  of  a conventional  RAP  loan  as  provided  in  Section  32.66.  The  total 
remaining  period  of  the  loan  may  not  extend  beyond  20  years  from  the  date  of  the 
orignal  loan. 

(b)  Upon  transfer  of  property  subject  to  a hardship  loan,  or  an  interest 
therein,  to  a spouse  or  heir  who  is  otherwise  eligible  for  a hardship  loan,  if  the 
spouse  or  heir  so  chooses,  the  hardship  loan  shall  be  transferred  to  the  spouse  or 
heir. 

If  the  owner  of  property  subject  to  a hardship  loan  dies,  and  the  hardship  loan 
is  not  repaid  or  transferred  to  another  person  within  one  year  of  the  owner’s  death, 
the  loan  shall  as  of  one  year  from  the  date  of  the  owner’s  death,  bear  interest  at  the 
then  current  interest  rate  charged  for  conventional  RAP  loans  which  were  made  in 
the  same  year  as  the  hardship  loan.  (Added  by  Ord.  23-74,  App.  1/9/74) 

SEC.  32.84.  USE  IN  CONJUNCTION  WITH  THE  CONVENTIONAL 
REHABILITATION  ASSISTANCE  PROGRAM  LOAN.  A conventional 
rehabilitation  assistance  loan  may  be  used  to  supplement  a hardship  loan  provided 
the  property  owner  otherwise  qualifies  for  a conventional  RAP  loan.  (Added  by 
Ord.  23-74,  App.  1/9/74) 

SEC.  32.85.  SECURITY.  Unless  provided  otherwise  in  any  bond  resolu- 
tion issued  pursuant  to  the  provisions  of  this  Chapter,  hardship  loans  shall  be 
secured  by  a deed  of  trust  naming  the  City  and  County  as  beneficiary  of  the  trust. 
(Added  by  Ord.  23-74,  App.  1/9/74) 

SEC.  32.86.  ADDITIONAL  LOAN  TERMS.  Each  provision  required  to 
be  contained  in  a conventional  RAP  loan  agreement  pursuant  to  Section  32.69 
through  32.75-1  shall  also  be  contained  in  each  hardship  loan  agreement. 
(Amended  by  Ord.  269-82,  App.  6/10/82) 
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SEC.  32.87.  SOURCE  OF  FUNDS.  Any  funds  given  to  received  by  the 
City  and  County  specifically  for  the  purpose  of  establishing  a hardship  loan  fund 
may  be  accepted  by  the  Chief  Administrative  Officer  and  may  be  accepted  by  that 
purpose.  In  addition,  the  Board  of  Supervis:ors  may,  from  time  to  time,  appropriate 
funds  for  a hardship  loan  fund.  (Added  by  Ord.  23-74,  App.  1/9/74) 


ARTICLE  IX 

MISCELLANEOUS  PROVISIONS 

SEC.  32.90.  RELOCATION  ASSISTANCE,  (a)  The  Chief  Admin- 
istrative Officer  shall  by  regulation  approved  by  resolution  of  the  Board  of 
Supervisors  establish  the  conditions  of  eligibility  for  relocation  benefits  and  to 
describe  the  various  types  of  benefits  available  to  eligible  persons  who  are  displaced 
by  Rehabilitation  Assistance  Program  (RAP)  activities  and  who  do  not  receive 
benefits  under  the  Uniform  Relocation  Assistance  and  Real  Property  Acquisition 
Policies  Act  of  1970. 

(b)  These  are  the  services  and  assistance  which  will,  at  a minimum,  be 
provided  to  all  persons  or  businesses  located  in  a RAP  area: 

(1)  Not  less  than  90  days  prior  to  displacement,  residents  of  the  RAP  area 
shall  be  informed  of  the  availability  of  various  types  of  relocation  benefits,  the 
eligibility  requirements  for  relocation  benefits  and  the  procedures  for  obtaining 
relocation  benefits. 

(2)  Current  and  continuing  information  on  the  availability  and  cost  of  com- 
parable housing  and  comparable  commercial  properties  and  locations  will  be 
maintained  and  available  to  the  public  at  the  Central  Relocation  Services  Office. 

(3)  Information  concerning  federal  and  state  housing  programs,  disaster  loan 
and  other  programs  administered  by  the  Small  Business  Administration,  and  other 
federal  or  state  programs  offering  assistance  to  displaced  persons,  will  be  available 
at  the  Central  Relocation  Services  Office. 

(4)  Persons  who  believe  that  they  have  been  discriminated  against  in  the 
rehousing  process  will  be  referred  to  the  Human  Rights  Commission  for  either 
action  or  referral  to  the  appropriate  law  enforcement  agencies.  (Added  by  Ord. 
116-77,  App.  4/1/77) 

SEC.  32.91.  ADMINISTRATION  OF  RELOCATION  ASSISTANCE. 
Central  Relocation  Services  shall  be  responsible  for  administration  of  relocation 
benefits,  including  the  provisions  of  general  services.  (Added  by  Ord.  1 16-77,  App. 
4/1/77) 

SEC.  32.91-1.  FINDER’S  FEE.  (a)  Each  individual  or  family  who  is  eligi- 
ble for  replacement  housing  and  who  finds  his  or  her  own  dwelling  unit  which  is  in 
code  compliance  shall  be  paid  a finder’s  fee  of  $50. 

(b)  Those  relocated  to  hotels  do  not  qualify  for  finder’s  fee.  (Added  by  Ord. 
462-78,  App.  10/13/78) 
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SEC.  32.92.  CONVERSION  TO  STATE  OR  FEDERAL  PROGRAM.  In 
the  event  that  funds  for  rehabilitation  loans  become  available  through  a state  or 
federal  program  on  more  favorable  terms  than  conventional  RAP  loans,  every 
etTon  shall  be  made  to  convert  to  the  use  of  such  loans  in  existing  Residential 
Rehabilitation  .Areas.  (Added  by  Ord.  23-74,  App.  1/9/74) 

SEC.  32.93.  AVAILABILITY  OF  REHABILITATION  FINANCING  IN 
F.ACE  .AREAS,  (a)  The  rehabilitation  financing  provisions  of  the  chapter  shall  be 
available  to  complete  the  projects  in  the  three  existing  federally-assisted  code 
enforcement  areas:  Bernal  Heights,  Duboce  Triangle  and  Alamo  Square.  Nothing 
in  this  Chapter  shall  be  construed  or  applied  to  prevent  the  proceeds  of  bonds 
issued  pursuant  to  the  provisions  of  this  Chapter  from  being  used  to  finance 
residential  rehabilitation  in  these  three  areas.  Financing  for  residential  rehabilita- 
tion in  these  areas  shall  be  the  first  priority  for  use  of  the  proceeds  of  such  bonds. 

(b)  The  Citizens  Advisory  Committees  previously  established  in  Bernal 
Heights.  Duboce  Triangle  and  Alamo  Square  shall  be  the  Citizens  Advisory  Com- 
mittees required  by  this  Chapter  without  regard  to  Section  32.30. 

(c)  For  the  purposes  of  this  Chapter,  Bernal  Heights,  Duboce  Triangle  and 
•Alamo  Square  shall  be  deemed  designated  as  Residential  Rehabilitation  Area  as  of 
the  date  on  which  this  ordinance  becomes  effective.  (Added  by  Ord.  23-74,  App. 
1/9/74) 

SEC.  32.94.  CONSTRUCTION  AND  EFFECT  OF  CHAPTER.  The 
provisions  of  this  Chapter,  being  necessary  for  the  welfare  of  the  City  and  County  of 
San  Francisco  and  its  inhabitants,  shall  be  liberally  construed  to  effect  its  purposes. 
(Added  by  Ord.  23-74,  App.  1/9/74) 

SEC.  32.95.  SEVERABILITY.  If  any  provision  of  this  Chapter,  or  the 
application  thereof  to  any  person  or  circumstance,  is  held  invalid,  the  validity  of  the 
remainder  of  the  chapter  and  the  applicability  of  such  provisions  to  other  persons 
and  circumstances  shall  not  be  affected  thereby.  (Added  by  Ord.  23-74,  App.  1/9/74) 
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CHAPTER  33 

COMMISSION  ON  THE  STATUS  OF  WOMEN 


Sec.  33.1. 

Findings. 

Sec.  33.2. 

Declaration  of  Policy. 

Sec.  33.3. 

Executive  Director. 

Sec.  33.4. 

Powers  and  Duties. 

Sec.  33.5. 

Cooperation  with  Other  Groups  and  Individuals. 

Sec.  33.6. 

Reports. 

Sec.  33.7. 

Cooperation  of  Other  City  and  County  Entities. 

SEC.  33.1.  FINDINGS,  (a)  Because  of  tradition  and  prejudice,  social,  political, 
economic,  cultural  and  educational  restrictions  on  women  through  the  years,  women 
and  girls  have  been  denied  by  virtue  of  their  gender,  basic  human  rights  resulting  in 
inequities  in  economic,  political,  legal,  cultural  and  social  status.  Despite  obvious 
deprivations  of  opportunity  to  attain  equality  with  men,  women  have  made  and 
continue  to  make  substantial  contributions  in  diverse  areas  of  human  activity  and 
enterprise.  Women  have  initiated  movements  for  social  and  political  emancipation, 
human  welfare  and  world  peace.  The  disadvantaged  status  of  women  and  girls  is, 
however,  inimical  to  the  public  welfare  in  that  it  prevents  women  and  girls  from  fully 
developing  their  individual  potentials  and  from  contributing  fully  to  the  cultural  and 
economic  life  of  the  community.  In  view  of  the  long  tradition  of  according  women 
and  girls  an  inferior  status  in  society,  nothing  less  than  a concerted  effort  at  the 
national.  State  and  local  levels  will  result  in  true  equality  of  the  sexes. 

(b)  Despite  remedial  legislation  and  increased  public  awareness  of  the  disparity 
in  the  treatment  of  women  in  our  society,  women  and  girls  continue  to  be  treated 
unequally.  Women  in  the  workforce  continue  to  earn,  on  average,  less  than  men.  The 
skills  and  abilities  that  women  bring  to  job  fields  that  have  not  historically  been  open 
to  them  remain  underutilized.  Women  continue  to  perform  only  a small  percentage 
of  City  contracts.  Women  continue  to  constitute  a disproportionate  percentage  of  the 
population  earning  the  minimum  wage  and/or  living  in  poverty.  In  addition,  reported 
cases  of  violence  against  women  and  girls  have  risen  dramatically.  Violence  against 
women  and  girls  now  accounts  for  approximately  one  quarter  of  assault  arrests  and 
homicides  in  San  Francisco. 

(c)  There  is  a continued  need  for  a governmental  body  to  monitor  the  status 
of  women  and  girls,  including  the  status  and  unique  problems  of  women  and  girls  of 
color,  homeless  women  and  girls,  immigrant  women  and  girls,  lesbians  and  low- 
income  women  and  girls,  both  within  City  and  County  government  and  in  the  private 
sector,  to  monitor  complaints  about  unlawful  and  unequal  treatment  of  women,  to 
investigate  inequalities,  and  to  propose  remedies.  (Added  by  Ord.  28-75,  App.  2/1 1/75; 
amended  by  Ord.  271-89,  App.  7/28/89;  Ord.  131-98,  App.  4/17/98) 

SEC.  33.2.  DECLARATION  OF  POLICY.  It  is  the  policy  of  the  City  and 
County  of  San  Francisco  to  give  every  inhabitant  of  the  City  and  County,  woman  or 
man,  girl  or  boy,  equal  economic,  political,  social  and  educational  opportunities  and 
to  give  equal  services  and  protection  by  public  agencies.  It  is  the  policy  of  the  City 
and  County  of  San  Francisco  to  keep  the  public  informed  on  developments  in  the  legal 
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and  social  status  of  women  and  girls;  to  develop  and  distribute  pertinent  information 
and  recommendations  to  the  City  and  County  agencies  and  to  the  general  public;  to 
provide  expert  advice  and  assistance  to  the  offices,  agencies,  boards,  departments,  and 
employees  of  the  City  and  County  in  undertaking  efforts  to  assure  equality  in  the 
treatment  of  the  sexes;  and  to  officially  encourage  private  persons  and  groups  to  take 
steps  to  remove  the  barriers  in  the  struggle  of  both  women  and  men  for  equal 
opportunities  resulting  from  tradition  and  prejudice  as  well  as  the  educational, 
economic,  political,  legal  and  social  restrictions  of  the  past.  It  is  the  policy  of  the  City 
and  County  of  San  Francisco  that  the  Mayor,  the  Board  of  Supervisors,  and  all  City 
and  County  commissions,  boards  and  department  heads  shall  consult  with  the 
Commission  on  matters  relating  to  gender.  (Added  by  Ord.  28-75,  App.  2/11/75; 
amended  by  Ord.  271-89,  App.  7/28/89;  Ord.  287-96,  App.  7/12/96;  Ord.  131-98,  App. 
4/17/98) 

SEC.  333.  EXECUTIVE  DIRECTOR.  The  Executive  Director  shall  supervise 
the  Commission’s  staff.  In  selecting  the  Commission’s  staff,  the  Executive  Director 
shall  consider  the  diverse  makeup  of  the  general  public  of  San  Francisco,  including 
the  racial,  ethnic,  age  and  sexual  orientation  groups  in  the  City  and  County.  The 
Executive  Director  shall  also  ensure  that  staff  have  demonstrated  commitment  and 
expertise  in  working  on  behalf  of  women’s  issues  and  gender  equity.  (Amended  by 
Ord.  363-80,  App.  8/7/80;  Ord.  271-89,  App.  7/28/89;  Ord.  131-98,  App.  4/17/98) 

SEC.  33.4.  POWERS  AND  DUTIES.  The  Commission  shall  have  the  power 
and  the  duty  to: 

(a)  Prepare  and  disseminate  educational  and  informational  material  relative  to 
the  role  that  tradition  and  prejudice  and  the  deprivation  of  equal  opportunities  in  areas 
such  as  education  and  employment  have  played  in  keeping  women  and  girls  of  all 
races,  creeds,  ages,  marital  status  and  sexual  orientation  from  developing  their  full 
individual  potentials  and  from  contributing  fully  to  the  cultural  and  economic  life  of 
the  community; 

(b)  Hold  public  hearings  on  matters  relevant  to  the  general  scope  of  the 
Commission,  and  to  subpoena  records  and  witnesses  in  connection  with  such  hearings; 

(c)  Review  national.  State  and  local  legislation  which  may  have  an  impact  on 
the  status  of  women  and  girls  and  communicate  the  Commission’s  position  regarding 
the  proposed  legislation  to  the  appropriate  legislative  bodies,  so  long  as  the 
Commission’s  position  on  State  and  federal  legislation  does  not  conflict  with  any 
official  position  taken  by  the  City  and  County; 

(d)  Analyze  the  composition  of  boards  and  commissions  by  gender  and  advise 
the  Mayor  and  the  Board  of  Supervisors  on  the  equity  of  appointments.  Develop  and 
maintain  a Talent  Bank  of  Women  which  can  be  used  in  a variety  of  ways,  including 
but  not  limited  to  assisting  the  Commission  on  the  Status  of  Women  in  nominating 
qualified  women  for  appointment  by  the  Mayor  to  vacancies  on  boards  and  commis- 
sions of  the  City  and  County; 

(e)  Study,  and  make  recommendations  to  the  Mayor,  the  Board  of  Supervisors 
and  departments  to  implement  programs  that  promote  Ae  economic  development  of 
women.  The  Commission’s  responsibilities  shall  include,  but  not  be  limited  to: 
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(1)  Advocating  the  Human  Resources  Department  to  develop  and  implement 
programs  that  assist  in  recruiting  and  employing  qualified  women  applicants  for  those 
positions  filled  through  the  Human  Resources  Department  which  traditionally  employ 
few  women;  making  recommendations  regarding  terminology  used  in  job  announce- 
ments, recruitment  techniques,  job  qualifications,  salary  schedules,  training  and 
promotional  practices, 

(2)  Studying  job  categories  which  traditionally  are  filled  primarily  by  women 
or  primarily  by  men  to  determine  whether  the  rate  of  compensation  in  the  traditionally 
female  jobs  compares  reasonably  and  favorably  with  the  rate  of  compensation  in  the 
traditionally  male  jobs,  taking  into  consideration  the  training,  experience,  mental  and 
physical  effort  and  responsibility  required  and  the  working  conditions  involved,  and 
take  necessary  steps  to  implement  equity, 

(3)  Studying  and  making  recommendations  regarding  the  special  employment 
problems  of  women,  including  but  not  limited  to  the  need  for  family-friendly  policies, 
part-time  employment  options,  child  care  centers,  on-the-job  training  and  retraining 
for  those  who  have  been  out  of  the  employment  market  for  extended  periods  and 
“glass-ceiling  issues”, 

(4)  Advising  the  Civil  Service  Commission  and  Human  Resources  Department 
on  the  form  of  reports  regarding  City  and  County  employees  and  members  of  boards 
and  commissions  regarding  sex,  race,  salary  level,  job  classification  and  other 
statistical  data,  and  to  develop  an  analysis  of  the  data  in  regard  to  the  areas  of  concern 
to  the  Commission, 

(5)  Monitoring  the  reports  of  complaints  of  all  forms  of  employment  discrimina- 
tion against  women  (including  sexual  harassment)  received  and  forwarded  by  the 
Department  of  Human  Resources  and  all  other  agencies,  departments,  boards  and 
commissions  of  the  City  and  County  pursuant  to  Administrative  Code  Section  33.7, 
and  consult  with  and  make  recommendations  to  the  Department  of  Human  Resources 
and  all  agencies,  departments,  boards  and  commissions  of  the  City  and  County 
concerning  the  handling  of  such  complaints, 

(6)  Assisting  in  the  preparation  of  training  programs  and  materials  with  respect 
to  the  economic  development  of  and  employment  discrimination  against  women  and 
girls,  including  sexual  harassment,  for  City  and  County  departments  and  agencies; 

(f)  Cooperate  with  and  make  recommendations  to  law  enforcement  agencies 
and  officials  concerning  the  treatment  of  women  and  girls  in  the  City  and  County’s 
correctional  and  juvenile  justice  system,  the  enforcement  of  laws  which  have  a 
particular  impact  on  women  and  girls,  including  but  not  limited  to  laws  relating  to 
violence  against  women  and  girls,  rape  and  prostitution; 

(g)  Cooperate  with  and  make  recommendations  to  the  Community  College 
District  and  to  the  San  Francisco  Unified  School  District  on  the  development  and 
implementation  of  programs  and  practices  which  have  the  purpose  of  furthering  the 
objectives  of  this  ordinance,  including  but  not  limited  to  recommendations  concerning 
in-service  training,  sex-role  stereotyping  in  textbooks,  sexual  harassment,  violence 
against  women  and  girls  and  courses  and  methods  of  providing  role  models  for  female 
students  who  may  be  interested  in  areas  of  employment  not  traditionally  filled  by 
women; 

(h)  Provide  information,  guidance  and  technical  assistance  to  other  public 
agencies  and  private  persons,  organizations  and  institutions  engaged  in  activities  and 
programs  intended  to  eliminate  prejudice  and  discrimination  against  women  and  girls 
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because  of  their  gender,  and  to  serve  as  liaison  between  the  public  and  private  sectors 
on  matters  affecting  women  and  girls  in  the  community; 

(i)  Cooperate  with  and  make  written  recommendations  to  the  Board  of  Supervi- 
sors, the  Mayor,  City  and  County  agencies,  boards  and  commissions  and  City  and 
County  officials  regarding  the  development  and  implementation  of  programs  and 
practices  for  the  purpose  of  furthering  the  objectives  of  this  ordinance,  including  but 
not  limited  to,  recommendations  with  respect  to  improving  the  City  and  County’s 
procedures  for  enforcing  prohibitions  against  all  forms  of  discrimination  against 
women  and  girls,  including  sexual  harassment,  within  the  City  and  County  government 
and  with  its  contractors; 

(j)  Investigate  and  mediate,  at  the  request  of  a party  and  within  the  limitations 
of  staff  time  and  resources,  all  incidents  of  discrimination  against  women  because  of 
their  status  as  women  which  are  not  within  the  exclusive  jurisdiction  of  some  federal 
or  State  agency  or  the  Human  Rights  Commission,  and  make  specific  recommenda- 
tions to  the  involved  parties  as  to  the  methods  for  eliminating  discrimination  against 
women; 

(k)  Prepare,  encourage  and  coordinate  programs  of  voluntary  action  to  reduce 
or  eliminate  existing  inequalities  and  disadvantages  in  both  the  public  and  private 
sector  resulting  from  prejudice,  tradition  and  past  discrimination  against  women  and 
girls; 

(l)  Oversee  and  administer  funds  allocated  to  the  Commission  for  programs 
regarding  violence  against  women;  receive  reports  from  all  City  departments  funding 
programs  regarding  violence  against  women; 

(m)  Review  the  programs  and  budget  of  any  other  City  and  County  department 
or  agency  where  there  are  reasonable  grounds  for  believing  ±at  department  or  agency 
is  not  complying  with  this  Article  or  is  otherwise  not  protecting  the  rights  of  women 
and  girls  fully;  and,  if  necessary,  to  request  the  Controller  to  perform  a management 
or  budget  audit  with  respect  to  those  deficiencies; 

(n)  Study  and  monitor  all  agencies,  departments,  boards  and  commissions  of 
the  City  and  County  to  identify  patterns  and  practices  that  have  a discriminatory  effect 
upon  women  and  girls; 

(o)  Carry  out  the  provisions  of  Section  1 2K  of  the  San  Francisco  Administrative 
Code  implementing,  locally,  the  principles  of  the  United  Nations  Convention  on  the 
Elimination  of  All  Forms  of  Discrimination  Against  Women  (CEDAW); 

(p)  Coordinate  with  other  City  departments,  policy  bodies  and  community 
groups  to  develop  an  integrated  services  plan  for  women  and  girls.  (Added  by  Ord. 
28-75,  App.  2/11/75;  amended  by  Ord.  271-89,  App.  7/28/89;  Ord.  64-92,  App. 
2/28/92;  Ord.  335-95,  App.  10/27/95;  Ord.  131-98,  App.  4/17/98) 

SEC.  33.5.  COOPERATION  WITH  OTHER  GROUPS  AND  INDIVIDU- 
ALS. The  Commission  shall  consult  with  and  maintain  contact  with  groups  and 
individuals  who  are  concerned  with  the  status  of  women  and  girls  or  who  are 
primarily  responsible  for  assuring  gender  equity  and  women’s  human  rights.  (Added 
by  Ord.  28-75,  App.  2/11/75;  amended  by  Ord.  131-98,  App.  4/17/98) 
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SEC.  33.6.  REPORTS.  The  Commission  shall  render  written  reports  of  its 
activities  to  the  Mayor  and  the  Board  of  Supervisors  not  less  than  once  every  six 
months.  (Added  by  Ord.  28-75,  App.  2/1 1/75;  amended  by  Ord.  271-89,  App.  7/28/89; 
Ord.  131-98,  App.  4/17/98) 

SEC.  33.7.  COOPERATION  OF  OTHER  CITY  AND  COUNTY  ENTITIES. 

(а)  The  Mayor,  Board  of  Supervisors,  and  each  commission,  board,  department  and 
agency  of  the  City  and  County  shall  fully  cooperate  with  the  Commission  in  fulfilling 
the  provisions  and  purposes  of  this  Article  and  shall  regularly  consult  with  the 
Commission  on  matters  relating  to  women. 

(b)  The  Human  Resources  Department  shall  make  quarterly  reports  to  the 
Commission  regarding  all  complaints  of  discrimination  that  it  receives.  The  Human 
Resources  Department’s  quarterly  reports  to  the  Commission  on  the  Status  of  Women 
shall  not  contain  information  identifying  the  parties  involved  in  the  events  giving  rise 
to  the  con^laint,  but  shall  include:  (1)  the  number  of  complaints  filed  that  quarter 
and  an  identifier  that  the  Commission  can  use  to  monitor  the  status  of  each  complaint; 
(2)  the  specific  type  of  discrimination  alleged  in  each  complaint  filed;  (3)  the 
department,  bmeau  or  division  in  which  each  complaint  arose;  (4)  the  harm  allegedly 
suffered  by  the  complainant;  (5)  the  cost  to  the  department  in  handling  the  matter; 

(б)  the  status  of  all  outstanding  complaints,  including,  but  not  limited  to  a report  that 
the  complaint  is  being  investigated  or  mediated;  (7)  the  findings  in  all  completed 
cases;  and  (8)  what,  if  any,  corrective  action  was  taken.  The  Human  Resources 
Department  shall  consult  with  the  Commission  concerning  the  manner  in  which  such 
complaints  are  handled.  The  Human  Resources  Department  and  all  other  agencies, 
departments,  boards  and  commissions  of  the  City  and  County  shall  also  send  the 
Commission  any  and  all  reports  they  make  to  the  Board  of  Supervisors  and/or  the 
Mayor  concerning  any  type  of  employment  discrimination  against  women  (including 
sexual  harassment).  The  Human  Resources  Department  shall  provide  the  Commission, 
upon  request,  access  to  pertinent,  nonconfidential  personnel  information  with  respect 
to  current  City  and  County  employees  and  apphcants  for  employment  including,  but 
not  limited  to:  (1)  an  employee’s  or  applicant’s  eligibUity  or  certification  status;  and 
(2)  any  workforce  utilization  or  salary  analysis  perform^  by  the  Human  Resources 
Department. 

(c)  The  City  Attorney  shall  submit  to  the  Commission  a monthly  report  of 
settlements,  which  includes  lawsuits  and  claims  filed  by  female  employees  of  the  City 
and  County  alleging  employment  discrimination.  The  report  shall  include:  (1)  the 
name  of  the  case  or  claimant;  (2)  the  nature  of  the  case;  (3)  the  damages  allegedly 
suffered;  and  (4)  the  amount  of  the  settlement.  The  City  Attorney  shall  also  provide, 
quarterly,  a summary  of  litigation  judgments  in  favor  of  and  against  the  City  and 
County,  including  all  lawsuits  filed  by  female  employees  alleging  discrimination.  The 
City  Attorney  shall  alert  the  Commission  to  the  filing  of  any  lawsuit  against  the  City 
and  County  alleging  any  form  of  discrimination  against  women  and  shall  provide  a 
monthly  report  of  all  administrative  claims  filed  against  the  City,  including  any  claims 
alleging  discrimination  against  women.  Upon  request,  the  City  Attorney  shall  forward 
to  the  Commission  a copy  of  any  complaint  or  claim  filed  with  or  served  upon  the 
City  Attorney. 
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(d)  All  agencies,  departments,  boards  and  commissions  of  the  City  and  Coimty, 
with  the  exception  of  the  City  Attorney,  shall  make  quarterly  reports  to  the  Commis- 
sion regarding  all  complaints  of  gender  or  sex  discrimination  filed  by  their  employees. 
The  quarterly  report  shall  include:  (1)  the  number  of  complaints  filed  that  quarter  and 
an  identifier  that  the  Commission  can  use  to  monitor  the  status  of  each  complaint; 
(2)  the  specific  type  of  discrimination  alleged  in  each  complaint  filed;  (3)  the 
department,  bineau  or  division  in  which  each  complaint  arose;  (4)  the  harm  allegedly 
suffered  by  the  complainant;  (5)  the  costs  to  the  department  in  handling  the  matter; 
(6)  the  status  of  all  outstanding  complaints,  including,  but  not  limited  to  a report  that 
the  complaint  is  being  investigated  or  mediated;  (7)  the  findings  in  all  completed 
cases;  and  (8)  what,  if  any,  corrective  action  was  taken.  All  agencies,  departments, 
boards  and  commissions  of  the  City  and  County  required  to  file  such  reports  shall 
consult  with  the  Commission  concerning  the  manner  in  which  such  complaints  shall 
be  handled.  (Added  by  Ord.  271-89,  App.  7/28/89;  amended  by  Ord.  64-92,  App. 
3/28/92;  Ord.  287-96,  App.  7/12/96;  Ord.  131-98,  App.  4/17/98) 
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CHAPTER  34 

NOTIFICATION  TO  ASSESSOR  CONCERNING  ZONING 
RECLASSIFICATIONS  OF  PROPERTY,  CONDITIONAL  USE  PERMITS 
AND  VARIANCES,  REASSESSMENT  OF  PROPERTY 


ARTICLE  I 

NOTIFICATION  TO  ASSESSOR 

Sec.  34.1.  Zoning  Reclassification  Enacted  by  Board  of  Supervisors. 
Sec.  34.2.  Conditional  Use  Authorized  by  City  Planning  Commission. 

Sec.  34.3.  Conditional  Use;  Appeal  to  Board  of  Supervisors. 

Sec.  34.4.  Variance  Granted  by  Zoning  Administrator. 

Sec.  34.5.  Variance;  Appeal  to  Board  of  Appeals. 

ARTICLE  n 

REASSESSMENT  OF  PROPERTY 
Sec.  34.6.  Date  of  Reassessment. 


ARTICLE  I 

NOTIFICATION  TO  ASSESSOR 

SEC.  34.1.  ZONING  RECLASSIFICATION  ENACTED  BY  BOARD  OF 
SUPERVISORS.  Whenever  the  Board  of  Supervisors  shall,  by  ordinance,  enact  a 
zoning  reclassification  of  property  pursuant  to  Charter  Section  7.501  and  the  City 
Planning  Code,  the  Clerk  of  the  Board  of  Supervisors  shall,  within  30  days  after 
enactment,  notify  the  Assessor  of  such  action  in  writing.  (Added  by  Ord.  113-75,  App. 
4/4/75) 

SEC.  34.2.  CONDITIONAL  USE  AUTHORIZED  BY  CITY  PLANNING 
COMMISSION.  Whenever  the  City  Planning  Commission  shall,  by  resolution, 
authorize  a conditional  use  pursuant  to  the  City  Planning  Code,  the  Zoning  Adminis- 
trator shall  immediately  transmit  a copy  of  such  resolution  to  the  Clerk  of  the  Board 
of  Supervisors,  and  the  Clerk  of  the  Board  of  Supervisors  shall,  within  30  days  after 
the  approval  of  such  resolution,  notify  the  Assessor  of  such  action  in  writing.  (Added 
by  Ord.  113-75,  App.  4/4/75) 

SEC.  34.3.  CONDITIONAL  USE;  APPEAL  TO  BOARD  OF  SUPERVI- 
SORS. Whenever  the  Board  of  Supervisors  shall,  by  resolution,  disapprove  the 
decision  of  the  City  Planning  Commission  on  appeal  and  authorize  a conditional  use, 
pursuant  to  Charter  Section  7.501  and  the  City  Planning  Code,  the  Clerk  of  the  Board 
of  Supervisors  shall,  within  30  days  after  such  authorization,  notify  the  Assessor  of 
such  action  in  writing.  (Added  by  Ord.  113-75,  App.  4/4/75) 
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SEC.  34.4.  VARIANCE  GRANTED  BY  ZONING  ADMINISTRATOR. 
Whenever  the  Zoning  Administrator  shall  issue  a decision  granting  a variance  pursuant 
to  Charter  Section  7.503  and  the  City  Planning  Code,  the  Zoning  Administrator  shall 
immediately  transmit  a copy  of  such  decision  to  the  Clerk  of  the  Board  of  Supervi- 
sors; and  the  Clerk  of  the  Board  of  Supervisors  shall,  within  30  days  after  such 
decision,  notify  the  Assessor  of  such  action  in  writing.  (Added  by  Ord.  113-75,  App. 
4/4/75) 

SEC.  34.5.  VARIANCE;  APPEAL  TO  BOARD  OF  APPEALS.  Whenever 
the  Board  of  Appeals  shall  issue  a decision  granting  or  modifying  a variance  on 
appeal  from  the  ^ning  Administrator,  pursuant  to  Charter  Sections  4.105  and  4.106 
and  the  City  Planning  Code,  the  Executive  Secretary  of  the  Board  of  Appeals  shall 
immediately  transmit  a copy  of  such  decision  to  the  Clerk  of  the  Board  of  Supervisors, 
and  the  Clerk  of  the  Board  of  Supervisors  shall,  within  30  days  after  such  decision, 
notify  the  Assessor  of  such  action  in  writing.  (Added  by  Ord.  113-75,  App.  4/4/75; 
amended  by  Ord.  126-97,  App.  4/9/97) 

ARTICLE  n 

REASSESSMENT  OF  PROPERTY 

SEC.  34.6.  DATE  OF  REASSESSMENT.  If,  during  the  assessment  year,  the 
Assessor  receives  notice  pursuant  to  the  provisions  of  Article  I hereof,  he  or  she  shall 
reappraise  the  property  as  of  the  next  succeeding  lien  date,  pursuant  to  the  provisions 
of  Section  402.2,  Revenue  and  Taxation  Code.  (Added  by  Ord.  113-75,  App.  4/4/75) 
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CHAPTER  35 

HOME-OWNERSHIP  ASSISTANCE  PROGRAM 

ARTICLE  I 

IN  GENERAL 

Sec.  35.1. 

Sec.  35.2. 

Sec.  35.3. 

Sec.  35.4. 

Purpose. 

Reference  to  Public  Officials  and  Public  Agencies. 
Definitions. 

Severability. 

ARTICLE  II 

ELIGIBILITY 

Sec.  35.10. 
Sec.  35.11. 
Sec.  35.12. 
Sec.  35.13. 
Sec.  35.14. 
Sec.  35.15. 
Sec.  35.16. 

Eligibility  Evaluation. 

Eligibility  for  Preliminary  Involvement. 

“Program  Area.” 

“Household.” 

“Elderly  Household.” 

“Low-income  Household.” 

“Steady  Income.” 

ARTICLE  III 

DOWN  PAYMENT  ASSISTANCE  LOAN 

Sec.  35.20. 
Sec.  35.21. 
Sec.  35.22. 
Sec.  35.23. 
Sec.  35.24. 
Sec.  35.25. 
Sec.  35.26. 

Down  Payment  Assistance  Loan. 

Maximum  Amount  of  Down  Payment  Assistance  Loan. 
Repayment  of  a Down  Payment  Assistance  Loan. 

Length  of  Ownership. 

Inspection  for  Compliance  with  Housing  Codes. 
Abatement  of  Code  Violations. 

Approval  of  Down  Payment  Assistance  Loans. 

ARTICLE  IV 

EMERGENCY  LOAN  SUPPLEMENTS 

Sec.  35.30. 
Sec.  35.31. 
Sec.  35.32. 
Sec.  35.33. 

Emergency  Loan  Supplement. 

“Condition  of  Hardship.” 

Maximum  Amounts  of  Emergency  Loan  Supplement. 
Repayment  of  an  Emergency  Loan  Supplement. 

ARTICLE  V 

GENERAL  PROGRAM  LOAN  TERMS 

Sec.  35.40. 
Sec.  35.41. 
Sec.  35.42. 

Prepayment  Penalty. 

Security  for  a Program  Loan. 

Property  Insurance. 
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Sec.  35.43. 
Sec.  35.44. 
Sec.  35.45. 
Sec.  35.46. 


Transfer  ofa  Program  Loan. 
Ownership  Occupancy. 

Participation  in  Counseling  Services. 
Termination  of  Loan. 


ARTICLE  VT 

COUNSELING  SERVICES 

Sec.  35.50.  Purposes  of  Counseling  Services. 

Sec.  35.51.  Coordination. 

Sec.  35.52.  Scope  of  Counseling  Services. 


ARTICLE  VII 

COMMUNITY  LOAN  BOARD  AND  APPEAL  PROCEDURES 


Sec.  35.60.  Community  Loan  Board — Membership. 

Sec.  35.61.  Community  Loan  Board — Functions. 

Sec.  35.62.  Denial  of  Preliminary  Involvement  or  of  a Program  Loan. 

Sec.  35.63.  .Appeal  from  Denial  of  Preliminary  Involvement  or  a Program 

Loan. 

Sec.  35.64.  Equal  Opportunity. 

Sec.  35.65.  Equal  Opportunity  Appeal. 

ARTICLE  VIII 

ADMINISTRATION  OF  THE  PROGRAM 


Sec.  35.70.  Responsibility  for  Administration  of  the  Program. 

Sec.  35.71.  Rules  and  Regulations. 

Sec.  35.72.  Program  Publicity. 

Sec.  35.73.  Community  Volunteer  Staff. 


ARTICLE  I 
IN  GENERAL 

SEC.  35.1.  PURPOSE.  This  Chapter  provides  for  the  establishment, 
administration,  and  financing  of  the  home-ownership  assistance  program  of  the 
City  and  County  of  San  Francisco.  The  Board  of  Supervisors  finds  and  declares  that 
it  is  of  vital  importance  to  San  Francisco  to  increase  owner-occupancy  of  housing 
units  among  low-income  persons  and  the  elderly,  and  that  the  following  public 
purposes  will  be  served  by  this  home-ownership  program: 

(a)  It  will  promote  home-ownership  opportunities  for  persons  who  might 
otherwise  be  denied  such  opportunities  due  to  insufficient  funds  to  make  a down 
payment  on  housing. 

(b)  It  will  decrease  long-term  housing  costs  for  low  income  and  elderly 
persons. 

(c)  It  will  increase  owner-occupancy  of  residential  buildings. 
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(d)  It  will  improve  the  quality  of  living  conditions  in  the  City  and  County  by 
encouraging  property  and  neighborhood  maintenance. 

(e)  It  will  assist  in  maintaining  and  improving  the  existing  diversity  of  San 
Francisco’s  neighborhoods. 

The  methods  to  be  used  in  carrying  out  the  purposes  of  this  program  consist  of 
down  payment  assistance  loans,  emergency  loan  supplements,  home-ownership 
counseling  services,  and  publicity  on  the  nature  and  benefits  of  the  program. 

The  Board  of  Supervisors  recognizes  the  innovative  nature  of  the  program, 
and  acknowledges  the  difficulties  associated  with  its  initial  implementation.  In  this 
regard,  the  Board  declares  that  this  is  a pilot  program  which  shall  be  instituted  on  a 
trial  basis  in  a specially  designated  program  area.  (Added  by  Ord.  54-76,  App. 
3/5/76) 

SEC.  35.2.  REFERENCE  TO  PUBLIC  OFFICIALS  AND  PUBLIC 
AGENCIES.  Unless  otherwise  indicated,  all  public  officials  and  public  agencies 
named  in  this  Chapter  are  officials  and  agencies  of  the  City  and  County.  (Added  by 
Ord.  54-76,  App.  3/5/76) 

SEC.  35.3.  DEFINITIONS,  (a)  “Director  of  Property”  means  the  head  of 
the  Real  Estate  Department  and  his  or  her  designee. 

(b)  “Program”  means  the  home-ownership  assistance  program  established  in 
this  Chapter. 

(c)  “Program  loan”  means  either  a down  payment  assistance  loan  or  an 
emergency  loan  supplement. 

(d)  “Residential  property”  means  a living  unit  which  is  to  be  the  residence  of 
the  holder  of  a program  loan.  The  residence  may  be  a single  family  dwelling  or  a 
condominium  unit,  a community  apartment,  or  a stock  cooperative  as  follows: 

(1)  A community  apartment  is  an  estate  in  real  property  consisting  of  an 
undivided  interest  in  common  in  a parcel  of  real  property  and  the  improvements 
thereon  coupled  with  the  right  of  exclusive  occupancy  of  any  apartment  located 
therein. 

(2)  A condominium  is  an  estate  in  real  property  consisting  of  an  undivided 
interest  in  common  in  a portion  of  a parcel  of  real  property  together  with  a separate 
interest  in  space  in  a residential  building  on  the  real  property. 

(3)  Stock  cooperative  is  a corporation  which  is  formed  or  availed  of  primarily 
for  the  purpose  of  holding  title  to  improved  real  property  if  all  or  substantially  all  of 
the  shareholders  of  such  corporation  receive  a right  of  exclusive  occupancy  in  a 
portion  of  the  real  property,  title  to  which  is  held  by  the  corporation,  which  right  of 
occupancy  is  transferable  only  concurrently  with  the  transfer  of  the  shares  of  stock 
in  the  corporation  held  by  the  person  having  the  right  of  occupancv.  (Added  by  Ord. 
54-76,  App.  3/5/76) 

SEC.  35.4.  SEVERABILITY.  If  any  provision  of  this  Chapter,  or  the 
application  thereof  to  any  person  or  circumstances,  is  held  invalid,  the  validity  of 
the  remainder  of  the  chapter  and  the  applicability  of  such  provision  to  other 
persons  and  circumstances  shall  not  be  affected  thereby.  (Added  bv  Ord.  54-76. 
App.  3/5/76) 
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ARTICLE  II 
ELIGIBILITY 

SEC.  35.10.  ELIGIBILITY  EVALUATION.  There  shall  be  two  levels  of 
evaluation  for  eligibility  for  financial  assistance  under  the  program: 

(a)  The  preliminary  evaluation  which  shall  establish  whether  an  applicant  is 
eligible  for  preliminary  involvement  in  the  program,  such  as  pre-loan  social  serv- 
ices and  home-ownership  counseling,  receipt  of  information  regarding  available 
residential  property,  and  receipt  of  information  regarding  sources  of  mortgage 
financing;  and 

(b)  The  final  evaluation  which  shall  result  in  approval  or  disapproval  of  the 
application  for  a down  payment  assistance  loan.  (Added  by  Ord.  54-76,  App. 
3/5/76) 

SEC.  35.11.  ELIGIBILITY  FOR  PRELIMINARY  INVOLVEMENT.  To 
be  eligible  for  preliminary  involvement  in  the  program,  an  applicant  should  satisfy 
the  following  requirements: 

(a)  Be  a resident  in  the  program  area  as  defined  in  Section  35.12  for  at  least 
one  year; 

(b)  Be  either  an  individual  who  is  part  of  an  elderly  household  or  a low- 
income  household  as  these  terms  are  defined  in  Sections  3113,  35.14  and  35.15; 

(c)  Establish  proof  of  steady  income  as  defined  in  Section  35.16  for  the 
previous  year;  and 

(d)  Agree  to  participate  in  the  counseling  element  of  the  program.  (Added  by 
Ord.  54-76,  App.  3/5/76) 

SEC.  35.12.  “PROGRAM  AREA.”  For  the  purposes  of  this  chapter,  “pro- 
gram area”  means  the  geographical  area  known  as  the  Haight-Ashbury  neigh- 
borhood, which  is  the  area  generally  bounded  by  Fulton  Street,  Baker  Street,  Buena 
Vista  Avenue  West,  Upper  Terrace,  Seventeenth  Street,  and  Stanyan  Street.  Pro- 
gram area  shall  also  mean  any  additional  area  designated  for  participation  in  this 
program  in  an  ordinance  appropriating  funds  for  the  program.  (Added  by  Ord. 
54-76.  App.  3/5/76) 

SEC.  35.13.  “HOUSEHOLD.”  For  the  purposes  of  this  Chapter,  either  of 
the  following  groups  of  persons  living  together  in  a single-living  unit  constitutes  a 
“household”: 

(a)  One  person,  or  two  or  more  persons  related  by  blood,  marriage,  adoption 
or  by  legal  guardianship,  and  not  more  than  three  boarders;  or 

(b)  A group  of  not  more  than  five  persons  unrelated  by  blood,  marriage, 
adoption  or  by  legal  guardianship.  (Added  by  Ord.  54-76,  App.  3/5/76) 

SEC.  35.14.  “ELDERLY  HOUSEHOLD.”  For  the  purposes  of  this  Chap- 
ter, an  “elderly  household”  consists  of  either; 

(a)  A single  person  aged  62  or  older;  or 

(b)  A household  in  which  the  head  of  the  household  is  aged  62  or  older. 
(Added  by  Ord.  54-76,  App.  3/5/76) 
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I SEC.  35.15.  “LOW-INCOME  HOUSEHOLD.”  For  the  purposes  of  this 

Chapter,  a “low-income  household”  is  a household  where  the  total  combined 
incomes  of  the  occupants  do  not  exceed  80  percent  of  the  median  income  for  San 
Francisco  as  established  by  the  Regional  Office  of  the  United  States  Department  of 
Housing  and  Urban  Development  (HUD)  in  connection  with  administration  of  the 
Housing  and  Community  Development  Act  1974.  P.L.  93-383;  except  that  the 
Director  of  Property  shall  make  appropriate  adjustments  to  the  HUD  figures  to 
take  into  account  the  number  of  persons  in  the  household.  Income  shall  be  calcu- 
lated from  all  sources  of  each  person  residing  in  the  household,  except  that  there 
shall  be  excluded: 

(a)  The  annual  income  of  any  member  of  the  household  (other  than  the  head 
of  the  household  or  his  or  her  spouse)  who  is  under  18  years  of  age,  or  is  a full-time 
student; 

(b)  The  first  $300  of  the  annual  income  of  a secondary  wage  earner  who  is  the 
spouse  of  the  head  of  the  household; 

(c)  An  amount  equal  to  $300  for  each  member  of  the  household  (other  than 
the  head  of  the  household  or  his  or  her  spouse)  who  is  18  years  of  age  or  older  and  is 
disabled  or  handicapped,  or  a full-time  student; 

(d)  Nonrecurring  income; 

(e)  Five  percent  of  the  household’s  gross  income  (10  percent  in  the  case  of 
elderly  households); 

(f)  Such  extraordinary  medical  or  other  expenses  as  the  Director  of  Property 
approves  for  exclusion;  and 

(g)  An  amount  equal  to  the  sums  received  by  the  head  of  the  household  or  his 
or  her  spouse  from,  or  under  the  direction  of,  any  public  or  private  nonprofit  child 
placing  agency  for  the  care  and  maintenance  of  one  or  more  persons  who  are  under 
18  years  of  age  and  were  placed  in  the  household  by  such  agency.  (Added  by  Ord. 
54-76,  App.  3/5/76) 

SEC.  35.16.  “STEADY  INCOME.”  For  the  purposes  of  this  Chapter, 
“steady  income”  shall  be  defined  as  income  derived  on  a periodic  basis  and  may 
include  income  from  employment,  investments,  public  assistance,  or  social 
security.  (Added  by  Ord.  54-76,  App.  3/5/76) 


ARTICLE  III 

DOWN  PAYMENT  ASSISTANCE  LOAN 

SEC.  35.20.  DOWN  PAYMENT  ASSISTANCE  LOAN.  The  purpose  of  a 
down  payment  assistance  loan  is  to  enable  low-income  and  elderly  persons  to  make 
a down  payment  on  residential  property.  (Added  by  Ord.  54-76,  App.  3/5/76) 

SEC.  35.21.  MAXIMUM  AMOUNT  OF  DOWN  P.XYMENT 
ASSISTANCE  LOAN.  A down  payment  assistance  loan  shall  equal  the  personal 
down  payment  investment  of  the  recipient  of  the  loan,  on  a matching  basis,  up  to  a 
maximum  of  $3,500.  (Added  by  Ord.  54-76.  App.  3/5/76) 
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SEC.  35.22.  REPAYMENT  OF  A DO\3N  P.WMENT  ASSISTANCE 
LO.A.N.  A down  payment  assistance  loan  shall  be  interest-free  with  repayment  of 
the  pnncipal  amount  of  the  loan  amortized  over  a period  of  not  less  than  five  years 
or  more  than  10  > ears.  The  exact  term  of  the  loan  shall  be  determined  on  a case  by 
case  basis  by  the  Director  of  Propeny  who  shall  give  due  consideration  to  the 
financial  ability  of  the  borrower  of  the  loan  and  to  the  objective  of  keeping  the 
borrower's  total  monthly  housing  cost  equal  to  or  less  than  the  housing  cost  prior  to 
purchasing  the  unit.  (.Added  by  Ord.  54-76.  .App.  3/5/76) 

SEC.  35.23.  LENGTH  OF  OV\  NERSHIP.  Recipients  of  a down  payment 
assistance  loan  must  retain  ownership  of  the  residential  property  for  a minimum  of 
five  years.  In  the  event  the  unit  is  sold  or  transferred  within  five  years  from  the  date 
the  loan  was  made.  50  percent  of  any  capital  gain  earned  as  a result  of  the  sale  or 
transfer  of  the  property  subject  to  the  loan  shall  be  due  and  payable  to  the  program, 
as  well  as  the  outstanding  balance  due  on  the  loan.  Capital  gain  shall  be  considered 
as  being  the  remainder  of  the  net  recipients  fi-om  the  sale  of  the  property  after 
deducting  both  the  acquisition  costs  to  the  borrower  and  costs  of  any  improve- 
ments subsequently  made.  (.Added  by  Ord.  54-76.  .App.  3/5/76) 

SEC.  35.24.  INSPECTION  FOR  COMPLIANCE  WITH  HOUSING 
CODES.  .All  residential  property  being  proposed  for  purchase  with  a down  pay- 
ment assistance  loan  sh^l  be  inspected  for  compliance  with  the  San  Francisco 
Housing  Code  prior  to  the  granting  of  the  loan.  The  Real  Estate  Department  shall 
be  responsible  for  securing  qualified  persons  to  perform  the  inspection  at  no  cost  to 
the  applicant.  Qualified  persons  shall  mean  construction  inspectors,  civil  engineers 
or  architects  who  shall  be  licensed  by  the  State  of  California.  The  inspection  report 
shall  describe  the  work  necessary  to  bring  the  property  into  code  compliance  and 
shall  include  an  estimate  of  the  cost  of  that  work.  (Added  bv  Ord.  54-76.  .App. 
3/5/76) 

SEC.  35.25.  ABATEMENT  OF  CODE  VIOUATIONS.  Code  violations 
which  constitute  life  hazards  as  defined  by  the  .Abatement  .Appeals  Board  must  be 
abated  within  six  months  of  the  date  of  the  purchase  of  the  property  subject  to  a 
down  payment  assistance  loan.  Code  violations  other  than  life  hazards  must  be 
abated  within  the  time  limits  set  by  the  .Abatement  Appeals  Board.  Life  hazards 
include  but  are  not  limited  to  the  following:  (a)  a missing  egress,  (b)  serious 
electrical  hazards;  (c)  structural  deficiencies;  (d)  unvented  or  unapproved  gas 
appliances;  and  (e)  lack  of  life  sanitation  facilities.  (Added  bv  Ord.  54-76,  .App. 
3/5/76) 

SEC.  35.26.  APPROVAL  OF  DOWN  PAYMENT  ASSISTANCE 
LOANS.  The  Director  of  Property'  may  approve  a down  payment  assistance  loan  if 
he  or  she  determines  that  the  following  criteria  are  met; 

(a)  Residential  property  in  the  program  area  has  been  located  for  purchase 
and  inspected  pursuant  to  Section  35.24; 

(b)  The  applicant  agrees  in  writing  to  undertake  and  complete  a prescribed 
counseling  program; 
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(c)  With  the  down  payment  assistance  loan,  the  applicant  will  have  sufficient 
funds  for  the  down  payment  required  to  purchase  the  property; 

(d)  There  has  been  no  change  in  the  applicant’s  eligibility  for  preliminary 
involvement  as  set  forth  in  Section  35.11;  and 

(e)  Abatement  of  life  hazards  and  code  violations  can  be  accomplished  as 
required  in  Section  35.25,  and  that  there  will  be  sufficient  funds  therefor.  (Added  by 
Ord.  54-76,  App.  3/5/76) 


ARTICLE  IV 

EMERGENCY  LOAN  SUPPLEMENTS 

SEC.  35.30.  EMERGENCY  LOAN  SUPPLEMENT.  The  Director  of 
Property  shall  establish  an  emergency  loan  fund  to  provide  additional  financial 
assistance  to  the  holder  of  a down  payment  assistance  loan  when  the  condition  of 
hardship  as  defined  in  Section  35.31  occurs.  The  emergency  loan  fund  shall  be 
maintained  by  the  Director  of  Property  in  amounts  necessary  to  satisfy  the  antici- 
pated demands  for  these  loans  by  the  holders  of  down  pavment  assistance  loans. 
(Added  by  Ord.  54-76,  App.  3/5/76) 

SEC.  35.31.  “CONDITION  OF  HARDSHIP.”  The  “condition  of  hard- 
ship” exists  when  the  holder  of  a down  payment  assistance  loan  is  temporarily 
unable  to  meet  the  monthly  financial  obligation  of  mortgage  payments,  down 
payment  assistance  loan  payments,  insurance  or  taxes  due  to  a loss  or  reduction  of 
income  because  of  illness,  unemployment,  or  other  similar  circumstances.  (Added 
by  Ord.  54-76,  App.  3/5/76) 

SEC.  35.32.  MAXIMUM  AMOUNTS  OF  EMERGENCY  LOAN  SUP- 
PLEMENT. The  emergency  loan  supplement  shall  not  exceed  the  amounts  needed 
each  month  for  mortgage  payments,  insurance,  and  taxes,  and  shall  be  disbursed  on 
a monthly  basis  for  a maximum  period  of  three  months.  Holders  of  a down 
payment  assistance  loan  may  continue  to  apply  for  emergency  loan  supplements 
until  the  maximum  amount  is  outstanding.  (Added  by  Ord.  54-76.  .App.  3/5/76) 

SEC.  35.33.  REPAYMENT  OF  AN  EMERGENCY  LOAN  SUPPLE- 
MENT. An  emergency  loan  supplement  shall  be  interest-free.  Repayment  of  the 
loan  shall  be  pursuant  to  a schedule  established  by  the  Director  of  ^operty  who  in 
establishing  the  repayment  schedule  shall  give  due  consideration  to  the  financial 
situation  of  the  borrower  and  to  the  objective  of  enabling  the  borrower  to  retain  the 
property  subject  to  a program  loan,  provided,  however,  any  loan  repayments  to  be 
made  after  the  down  payment  assistance  loan  is  paid  shall  be  in  an  amount  at  least 
equal  to  the  monthly  payments  the  borrower  was  making  on  the  down  payment 
assistance  loan  except  that  the  Director  of  Property  may  waive  this  requirement 
when  waiver  is  necessary  to  enable  the  borrower  to  retain  the  propertv.  (Added  bv 
Ord.  54-76.  App.  3/5/76) 
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.ARTICLE  V 

GENER.AL  PROGRAM  LOAN  TERMS 

SEC.  35.40.  PREPAYMENT  PENALTY.  There  shall  be  no  penalty  for 
prepayment  of  a program  loan.  (Added  by  Ord.  54-76,  App.  3/5/76) 

SEC.  35.41.  SECURITY  FOR  A PROGRAM  LOAN.  Every  program  loan 
shall  be  secured  by  a deed  of  trust  naming  the  City  and  County  of  San  Francisco  as 
beneficiarv’  of  the  trust.  Said  deed  of  trust  shall  include  provision  for  recapture  of  50 
percent  of  capital  gain  in  the  event  of  early  resale  of  the  property  as  provided  in 
Section  35.23.  (Added  by  Ord.  54-76,  App.  3/5/76) 

SEC.  35.42.  PROPERTY"  INSURANCE.  So  long  as  any  program  loan,  or 
portion  thereof,  is  outstanding,  the  holder  of  the  loan  shall  carry  adequate  insur- 
ance on  the  property.  (Added  by  Ord.  54-76,  App.  3/5/76) 

SEC.  35.43.  TRANSFER  OF  A PROGRAM  LOAN.  The  unpaid  amount 
of  a program  loan  shall  be  due  and  payable  upon  sale  or  transfer  of  the  ownership  of 
the  property,  or  death  of  the  holder  of  the  loan.  Assignment  of  the  unpaid  amount  of 
a program  loan  to  a purchaser  or  a transferee  may  be  permitted  when  the  Director  of 
Property  determines  that  the  prospective  owner  qualifies  for  the  loan  on  the  basis  of 
prevailing  loan  eligibility  standards.  (Added  by  Ord.  54-76,  .App.  3/5/76) 

SEC.  35.44,  OWNERSHIP  OCCUPANCY.  Holders  of  a program  loan 
must  occupy  the  dwelling  unit  on  which  the  program  loan  is  secured.  Use  of 
property  subject  to  a program  loan  for  rental,  lease,  or  other  income  purposes, 
except  during  temporary  absences  which  shall  not  exceed  a period  of  one  year,  will 
be  grounds  for  termination  of  the  loan  at  the  discretion  of  the  Director  of  Property. 
(Added  by  Ord.  54-76,  App.  3/5/76) 

SEC.  35.45.  PARTICIPATION  IN  COUNSELING  SERVICES.  Every 
person  found  eligible  for  preliminary  involvement  in  the  program  under  Section 
35.11  and  every  holder  of  a program  loan  shall  be  required  to  participate  in 
counseling  appropriate  to  his  or  her  needs  unless  the  Director  of  Property  gives  the 
person  a written  waiver  from  this  requirement  on  the  grounds  that  no  counseling  is 
needed.  (Added  by  Ord.  54-76,  App.  3/5/76) 

SEC.  35.46.  TERMINATION  OF  LOAN.  If  the  holder  of  a program  loan 
fails  to  comply  with  the  terms  of  this  Chapter,  with  program  regulations,  or  with  the 
terms  of  the  loan  agreement,  the  Director  of  Property  may  declare  the  outstanding 
amount  of  the  program  loan  immediately  due  and  payable.  (Added  by  Ord.  54-76. 
.App.  3/5/76) 


ARTICLE  VI 

COUNSELING  SERVICES 

SEC.  35.50.  PURPOSES  OF  COUNSELING  SERVICES,  The  purpose 
of  the  counseling  services  component  of  the  home-ownership  assistance  program  is 
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to  aid  participants  in  all  aspects  of  home-ownership  in  order  to  improve  and 
maintain  the  financial  stability  and  self-sufficiency  of  each  assisted  household. 
(Added  by  Ord.  54-76.  .App.  3/5/76) 

SEC.  35.51.  COORDINATION.  The  Real  Estate  Depanment  shall  coor- 
dinate counseling  services  through  agreements  with  either  paid  or  volunteer  com- 
munity services  or  counseling  organizations.  It  shall  be  the  policy  of  the  Real  Estate 
Department  to  reduce  the  cost  of  providing  counseling  services  to  program  partici- 
pants by  facilitating  the  use  of  free  or  reduced  fee  counseling  services  wherever 
possible.  (Added  by  Ord.  54-76.  App.  3/5/76) 

SEC.  35.52.  SCOPE  OF  COUNSELING  SERVICES.  Everv  effort  shall 
be  made  to  include  as  part  of  the  counseling  available  counseling  in  areas  relevant 
to  the  responsibilities  of  home-ownership,  including  legal  services,  mortgage  finan- 
cing, real  estate  and  tax  information,  family  financial  management,  and  home 
maintenance  training.  (Added  by  Ord.  54-76.  App.  3/5/76) 


ARTICLE  VII 

COMMUNITY  LOAN  BOARD  AND  APPEAL  PROCEDURES 

SEC.  35.60.  COMMUNITY  LOAN  BOARD  — MEMBERSHIP.  There 
shall  be  a Community  Loan  Board  for  each  program  area  consisting  of  13  members, 
who  are  selected  in  the  following  manner; 

(a)  Two  members  of  the  Community  Loan  Board  shall  be  appointed  by  the 
Director  of  Property:  one  shall  be  experienced  in  the  field  of  real  estate  lending  and 
financing,  and  one  shall  be  a permanent  employee  of  the  Real  Estate  Department. 

(b)  Eleven  members  of  the  Community  Loan  Board  shall  be  appointed  by  the 
Board  of  Supervisors,  based  on  nominations  to  be  submitted  by  each  supervisor. 
Members  of  the  Community  Loan  Board  shall  serve  a term  of  two  years.  .All 
appointees  shall  be  residents  of  the  program  area  for  at  least  six  months  prior  to 
their  appointment.  Nominations  shall  be  solicited  by  the  Board  of  Supervisors 
from  the  program  area. 

(c)  .All  nominations,  appointments,  and  elections  necessarv-  to  carrv-  out  the 
purpose  of  this  Section  shdl  be  in  accordance  with  the  rules  and  regulations 
promulgated  by  the  Director  of  Property.  (.Added  by  Ord.  54-76.  .App.  3/5/76) 

SEC.  35.61.  COMMUNITY  LO  AN  BO  ARD  — FUNCTIONS.  The  func- 
tions of  the  Community  Loan  Board  include  the  following: 

(a)  Consult  with  the  Director  of  Propeny  regarding  appropriate  rules  and 
regulations  for  governing  the  implementation  of  the  program: 

(b)  Develop  by-laws  for  the  operation  of  the  Community  Loan  Board,  which 
by-laws  shall  be  subject  to  the  approval  of  the  Director  of  Property; 

(c)  Review  final  loan  applications  and  make  advisor\^  recommendations  to 
the  Director  of  Property  for  approval  or  denial  of  program  loans;  and 

(d)  Such  other  duties  as  may  from  time  to  time  be  assigned  by  the  Director  of 
Property.  (Added  by  Ord.  54-76.  .App.  3/5/76) 
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SEC.  35.62.  DENIAL  OF  PRELIMINARY  INVOLVEMENT  OR  OF  A 
PROGRAM  LOAN.  Denial  of  an  application  for  preliminary  involvement  or  for  a 
program  loan  shall  be  in  writing  and  shall  include  a brief  description  of  the  basis  for 
the  denial.  (Added  by  Ord.  54-76,  App.  3/5/76) 

SEC.  35.63.  APPEAL  FROM  DENIAL  OF  PRELIMINARY  INVOLVE- 
MENT OR  .A  PROGRAM  LOAN.  When  an  application  for  preliminary  involve- 
ment or  for  a program  loan  has  been  denied  by  the  Director  of  Property,  the 
applicant  may  appeal  the  denial  to  the  Community  Loan  Board  which  shall  review 
the  application  and  make  a recommendation  to  the  Director  of  Property  whose 
decision  after  review  of  the  Community  Loan  Board’s  recommendation  of  the 
application  is  final.  (Added  by  Ord.  54-76,  App.  3/5/76) 

SEC.  35.64.  EQUAL  OPPORTUNITY.  Participation  in  the  program  shall 
be  open  to  all  persons  regardless  of  race,  religion,  color,  ancestry,  age,  sex,  sexual 
orientation,  physical  disability,  place  of  birth,  marital  status,  or  the  presence  or 
absence  of  children.  (Added  by  Ord.  54-76,  App.  3/5/76) 

SEC.  35.65.  EQUAL  OPPORTUNITY  APPEAL.  Any  applicant  who 
feels  that  his  or  her  participation  in  the  program  has  been  denied  by  the  Director  of 
Property  in  violation  of  the  equal  opportunity  provisions  in  Section  35.64  may 
appeal  the  denial  to  the  Human  Rights  Commission.  If  the  applicant  appeals  the 
denial  to  the  Human  Rights  Commission,  the  Human  Rights  Commission  shall 
investigate  the  matter  and  the  Director  of  the  Human  Rights  Commission  shall 
recommend,  in  writing,  findings  and  action  to  the  Director  of  Property  who  shall 
make  the  final  decision  on  the  appeal.  (Added  by  Ord.  54-76,  App.  3/5/76) 


ARTICLE  VIII 

ADMINISTRATION  OF  THE  PROGRAM 

SEC.  35.70.  RESPONSIBILITY  FOR  ADMINISTRATION  OF  THE 
PROGRAM.  Responsibility  for  the  administration  of  the  program  shall  rest  with 
the  Real  Estate  Department.  The  Director  of  Property  shall  have  authority  to  make 
final  determinations  on  all  aspects  of  the  program,  but  shall  appoint  a Program 
Coordinator  to  whom  the  Director  shall  delegate  responsibility  for  day-to-day 
administration  of  the  program.  Administration  of  the  program  includes,  but  is  not 
limited  to,  the  following: 

(a)  Determining  the  eligibility  for  preliminary  involvement  in  the  program 
and  approving  or  denying  applications  for  program  loans; 

(b)  Coordinating  the  counseling  services  component  of  the  program  by  utiliz- 
ing existing  community  service  organizations  or  by  establishing  new  counseling 
programs  as  necessary; 

(c)  Making  all  necessary  factual  determinations  in  connection  with  the 
administration  of  the  program; 

(d)  Developing  and  maintaining  a current  list  of  properties  in  each  program 
area  that  would  be  appropriate  for  purchase  under  the  program; 
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(e)  .Assisting  applicants  for  a down  payment  assistance  loan  in  obtaining 
home-purchase  financing  at  the  lowest  possible  interest  rates; 

(f)  Coordinating  volunteers  who  wish  to  assist  in  carrying  out  the  purposes  of 
the  program;  and 

(g)  Maintaining  records  and  establishing  procedures  to  measure  and  promote 
the  effectiveness  of  the  program  in  carrving  out  its  purposes.  (.Added  bv  Ord.  54-76. 
App.  3/5/76) 

SEC.  35.71.  RULES  AND  REGULATIONS.  The  Director  of  Property 
shall  promulgate  such  rules  and  regulations  as  are  necessary  to  carry  out  the 
provisions  of  this  program.  The  rules  and  regulations  developed  pursuant  to  this 
Section  shall  be  developed  after  consultation  with  the  Community  Loan  Board. 
Both  draft  and  final  rules  and  regulations  shall  be  available  for  review  by  the  public 
at  places  and  at  times  to  be  determined  by  the  Director  of  Property.  (Added  bv  Ord. 
54-76.  .App.  3/5/76) 

SEC.  35.72.  PROGRAM  PUBLICITY.  In  order  to  recruit  eligible  appli- 
cants for  down  payment  assistance  loans  and  to  attract  potential  property  sellers, 
the  Director  of  ^operty  shall  publicize  the  home-ownership  assistance  program  in 
program  areas.  Interested  groups  or  organizations  should  be  used  in  disseminating 
information  concerning  the  existence,  purposes,  benefits,  and  availability  of  the 
program.  (Added  by  Ord.  54-76,  .App.  3/5/76) 

SEC.  35.73.  COMMUNITY  VOLUNTEER  STAFF.  The  Director  of 
Property  may  be  assisted  in  carrying  out  his  or  her  administrative  functions  by  a 
volunteer  staff  the  members  of  which  shall  serve  at  the  pleasure  of  and  be 
responsible  to.  the  Director  of  Property.  (Added  by  Ord.  54-76.  .App.  3/5/76) 
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CHAPTER  36 


VICTIM/WITNESS  ASSISTANCE  PROGRAM 
Sec.  36. 1 . Declaration  of  Policy. 

Sec.  36.2.  Establishment,  Composition,  Policy  Committee. 

Sec.  36.3.  Powers  and  Duties. 

Sec.  36.4.  Confidentiality  of  Records. 

Sec.  36.5.  Funding. 

Sec.  36.6.  Reports. 

Sec.  36.7.  Severability. 

SEC.  36.1.  DECLARATION  OF  POLICY.  It  is  hereby  declared  that  the 
policy  of  the  City  and  County  of  San  Francisco  is  to  provide  assistance  toward  the 
rehabilitation  of  persons  who  suffer  as  a direct  result  of  violent  crime  and,  to  the 
extent  practicable,  to  assist,  encourage,  and  facilitate  the  cooperation  of  the  wit- 
nesses of  crime  with  the  criminal  justice  system  except  as  to  payment  of  rewards, 
which  subject  is  covered  by  other  provisions  of  local  law. 

The  City  and  County  of  San  Francisco  hereby  finds  that  more  public  coopera- 
tion with  the  criminal  justice  system  is  essential  for  the  protection  of  the  public 
from  the  ravages  of  crime.  The  City  and  County  further  finds  that  the  reduction  of 
crime  and  the  furtherance  of  justice,  both  to  persons  accused  of  crime  and  to  the 
general  public,  demand  that  the  workings  of  the  criminal  justice  system  be  accessi- 
ble, sensitive,  comprehensible,  and  rapid.  (Added  by  Ord.  131-77,  App.  4/21/77) 


SEC.  36.2.  ESTABLISHMENT,  COMPOSITION,  POLICY  COM- 
MITTEE. (a)  Subject  to  the  budget,  fiscal  and  civil  service  provisions  of  the 
Charter,  there  is  hereby  established  a service  to  be  known  as  the  Victim/Witness 
Assistance  Program  in  the  City  and  County  of  San  Francisco  in  the  Office  of  the 
District  Attorney,  and  a Policy  Committee. 

(b)  The  Policy  Committee  shall  consist  of  the  following  persons  or  their 
designee:  the  District  Attorney,  the  Chief  of  Police,  the  Public  Defender,  the 
Director  of  Health  Care  Services,  the  General  Manager,  Department  of  Social 
Services,  the  Chairperson  of  the  Commission  of  the  Aging,  the  Chairperson  on  the 
Commission  of  the  Status  of  Women,  the  President  of  the  San  Francisco  Barristers’ 
Club,  the  Chair  of  the  Public  Protection  Committee  of  the  Board  of  Supervisors  of 
the  City  and  County  of  San  Francisco,  the  Director  of  the  Center  for  Special 
Problems,  and  the  Director  of  Adult  Probation.  The  Policy  Committee  shall  elect  a 
chairperson  from  among  its  members.  The  term  of  office  as  chairperson  shall  be  for 
the  calendar  year  or  for  that  portion  thereof  remaining  after  each  such  chairperson 
is  elected:  Members  of  the  Policy  Committee  shall  serve  as  such  without  compensa- 
tion. 

(c)  The  Policy  Committee  shall  oversee  general  policy  implementation  and 
shall  determine  the  priority  which  various  program  goals  shall  be  assigned.  The 
Policy  Committee  shall  meet  monthly,  or  as  necessary.  It  shall  review  the  progress 
of  the  program,  its  service  to  both  the  victims  of  violent  crime  and  to  the  witnesses 
thereof,  and  its  ability  to  make  the  criminal  justice  system  more  effectively  serve 
the  community. 
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(d)  The  Policy  Committee  shall  facilitate  liaison  with  all  interested  institu- 
tions and  community  groups;  it  shall  endeavor  to  create  good  working  relationships 
with  all  volunteer  service  organizations.  With  the  assurance  of  equal  treatment  of 
all  victims  and  witnesses,  it  shall  coordinate  with  among  others,  the  Public 
Defender,  the  Juvenile  Probation  Department,  the  Municipal  Court,  the  Superior 
Court,  the  Juvenile  Court,  the  Department  of  Social  Services,  the  Department  of 
Public  Health,  the  Sheriff,  the  State  Board  of  Control,  the  Department  of  Voca- 
tional Rehabilitation,  and  various  social  service  and  community  groups  concerned 
with  individuals  affected  with  the  criminal  justice  system.  Emphasis  shall  be  placed 
on  assuring  proper  treatment  of  the  victims  of  sexual  assault  and  of  domestic 
violence  and  victims  who  are  senior  citizens.  The  Policy  Committee  shall  assure  the 
concerns  of  both  community  and  institutional  interests  with  respect  to  treatment  of 
victims  and  witnesses  are  carefully  articulated  and  incorporated  in  policy  imple- 
mentation by  the  District  Attorney. 

(e)  Subject  to  the  budget,  fiscal  and  Civil  Service  provisions  of  the  Charter,  an 
executive  director  shall  be  appointed  and  shall  be  responsible  for  the  day-to-day 
program  operations,  including  but  not  limited  to  supervision  of  staff  and  volunteer 
personnel,  coordination  with  other  institutional  and  community  agencies,  budget- 
ing and  recruitment  and  training  volunteers. 

(f)  The  Board  of  Supervisors,  subject  to  its  budgetary  discretion  and  the 
successful  application  for  Federal  grants  to  support  the  program  shall  provide  funds 
to  pay  for  such  personnel,  services  and  facilities  as  may  be  reasonably  necessary  to 
enable  the  District  Attorney  to  exercise  his  powers  and  perform  his  duties  under 
this  ordinance.  (Amended  by  Ord.  195-82,  App.  4/16/82) 

SEC.  36.3.  POWERS  AND  DUTIES.  The  program  shall  provide,  to  the 
extent  it  is  feasible,  the  following: 

(а)  Liaison  Services.  Program  staff  shall  provide  liaison  services  for  victims 
and  witnesses  of  crimes  to  better  enable  these  persons  to  participate  in  and  fully 
understand  the  criminal  justice  system.  The  staff  shall,  for  both  victims  and 
witnesses,  including  those  involved  with  the  Juvenile  Court  and  the  Youth  Guid- 
ance Center; 

(1)  Assure  that  victims  and  witnesses  are  made  aware  of  exactly  what  is 
expected  of  them  by  the  judicial  system  and  the  purpose  of  various  steps  in  the 
investigation  and  litigation. 

(2)  Assure  that  all  persons  who  work  with  victims  of  sexual  assault  and  family 
violence  are  made  sensitive  to  the  special  problems  peculiar  to  the  victims  of  such 
crimes. 

(3)  Assure  that  victims  and  witnesses  are  kept  apprised  of  the  progress  of  the 
case  in  which  they  are  involved. 

(4)  Establish  an  on-call  system  (whereby  victims  and  witnesses  may  avoid 
long  waits)  to  notify  persons  scheduled  to  appear  when,  in  reality,  their  appearance 
will  be  required. 

(5)  Assist  and  educate  witnesses  in  participating  in  the  criminal  justice 
process. 

(б)  Encourage  victims  and  witnesses  to  develop  a more  positive  attitude 
toward  the  criminal  justice  system,  and  to  cooperate  more  fully  with  police,  the 
district  attorney,  and  the  public  defender  and  private  defense  counsel. 
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(7)  Encourage  criminal  justice  agencies,  including  the  police,  the  district 
attorney,  the  public  defender  and  private  defense  counsel,  to  give  more  considera- 
tion and  personal  attention  to  victims  and  witnesses. 

(8)  Provide  bilingual  assistance  (in  both  Spanish  and  Chinese)  to  victims  and 
witnesses  with  little  or  no  familiarity  with  English. 

(b)  Services  Assistance.  The  program  staff  will  assist  victims  of  crime  in 
obtaining  a quicker  recovery  from  the  effects  of  violent  crime  by  providing  referral 
and  assistance  to  victims  and  witnesses  to  crimes.  The  services  shall  include, 
among  others: 

(1)  Provision  of  liaison  and  referral  to  special  counseling  facilities  for  the 
victims  of  violent  sexual  assault  and  domestic  violence. 

(2)  Making  proper  referrals  to  community  service  agencies  in  order  to  assure 
that  victims  suffering  from  emotionally  traumatic  assaults  may  recover  as  expedi- 
tiously as  possible. 

(3)  Referral  of  injured  victims,  as  appropriate,  to  rehabilitation  facilities. 

(4)  Establishment  of  a child-care  and  transportation  capability  for  victims 
and  witnesses  who  need  such  services  in  order  to  attend  court  appearances  and 
interviews. 

(c)  Economic  Assistance.  The  project  staff  shall: 

(1)  Increase  the  number  of  qualified  applicants  for  State  Compensation  to 
victims  of  violent  crime. 

(2)  Reduce  the  time  required  for  victims  to  receive  State  Compensation: 
assist  victims  in  preparing  complete  and  detailed  claims;  assist  the  State  by  provid- 
ing local  verification  and  evaluation. 

(3)  Provide  liaison  with  local  welfare  authorities  for  victims  in  need  of 
immediate  financial  assistance. 

(d)  Research  and  Evaluation.  The  research  and  evaluation  component  shall 
gather  and  classify  data  on  victims  of  violent  crimes  by  area,  type  of  offense,  service 
needs,  cost  of  county  benefits,  cost  for  State  Compensation,  response  by 
authorities,  processing  and  turn-around  times,  socio-economic  status,  and 
attitudes  towards  the  criminal  justice  system;  the  research  and  evaluation  compo- 
nent will  gather,  classify  and  keep  data  on  witnesses  in  criminal  proceedings  by 
area,  type  of  proceeding,  service  needs,  costs  for  fees,  time  spent  in  service,  and 
attitudes  towards  the  criminal  justice  system,  and  make  determinations  relative  to 
cost-effectiveness  for  the  provision  of  services  to  witnesses.  The  research  and 
evaluation  component  shall  prepare  a year-end  report  on  the  effectiveness  of  the 
program. 

(e)  Volunteers.  All  program  components  shall  provide  a means  for  volunteers 
approved  by  the  Policy  Committee  to  work  within  the  criminal  justice  system  and 
will  promote  cooperative  educational  programs  for  students  in  criminal  justice  and 
related  fields.  The  services  and  offices  of  the  Volunteer  Service  Bureau  of  the  Bay 
Area  Crusade  shall  be  used  to  the  maximum  extent  possible.  Program  staff  shall 
provide  community  education  and  publicity  in  order  to  make  citizens  aware  of  the 
availability  of  victim/witness  services. 

(f)  The  above  enumerated  powers  and  duties  shall  not  be  deemed  exclusive. 
The  Program’s  Policy  Committee  shall  have  the  power  to  adopt  and  to  direct  its 
staff  to  undertake  other  duties  reasonably  related  to,  or  necessary  for,  the  assistance 
of  the  victims  of  crime.  (Added  by  Ord.  131-77,  App.  4/21/77) 
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SEC.  36.4.  CONFIDENTIALITY  OF  RECORDS.  All  information  and 
data  collected  from  and  regarding  individual  victims  (and/or  relating  to  particular 
witnesses,  defendants  or  prospective  defendants)  shall  remain  confidential.  No 
action  taken  by  the  Policy  Committee  shall  contravene  prohibitions  against  dis- 
closure of  confidential  criminal  records  as  contained  in  the  California  Penal  Code, 
the  California  Government  Code,  regulations  of  the  State  Attorney  General,  or 
laws  or  regulations  promulgated  or  administered  or  enforced  by  the  U.S.  Depart- 
ment of  Justice.  The  District  Attorney  shall  advise  the  Policy  Committee  on  all 
matters  regarding  the  confidentiality  of  criminal  records.  (Added  by  Ord.  131-77, 
App.  4/21/77) 

SEC.  36.5.  FUNDING.  The  program  may  request,  solicit,  receive  and 
disburse  funds  from  governmental  and  nongovernmental  sources  under  the  provi- 
sions of  .Article  XV.  Sections  10.170  and  10.170-1  of  the  San  Francisco  Admin- 
istrative Code.  (Added  by  Ord.  131-77,  App.  4/21/77) 

SEC.  36.6.  REPORTS.  On  the  first  Monday  of  March,  the  District 
Attorney  shall  submit  an  annual  report  to  the  Board  of  Supervisors  and  to  members 
of  the  Policy  Committee.  Such  report  shall  include,  but  not  be  limited  to,  a review  of 
the  status  of  services  to  victims,  recommendations  for  the  development  and 
coordination  of  services  for  victims,  progress  made  by  the  office  in  performing  its 
duties,  and  a statement  of  goals  for  the  following  year.  (Added  by  Ord.  131-77,  App. 
4/21/77) 

SEC.  36.7.  SEVERABILITY.  If  any  part  or  provision  of  this  ordinance,  or 
the  application  thereof  to  any  person  or  circumstance  is  held  invalid,  the  remainder 
of  the  ordinance,  including  the  application  of  such  part  or  provision  to  other 
persons  or  circumstances,  shall  not  be  affected  thereby  and  shall  continue  in  full 
force  and  effect.  To  this  end  the  provisions  of  this  ordinance  are  severable.  (Added 
by  Ord.  131-77.  .App.  4/21/77) 
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CHAPTER  36A 

VICTIMS  OF  VIOLENCE  ADVISORY  COMMITTEE 

Sec.  36A.1.  Establishment;  Advisory  Committee. 

Sec.  36A.2.  Composition. 

Sec.  36A.3.  Purpose  and  Duties,  Report. 

SEC.  36A.1.  ESTABLISHMENT;  ADVISORY  COMMITTEE.  There  is 
hereby  established  a Victims  of  Violence  Advisory  Committee  (hereinafter  referred 
to  as  “Advisory  Committee”)  composed  of  representatives  from  City  departments  and 
community  agencies  for  the  purpose  of  analyzing  data  and  policies  relating  to  the 
services  provided  to  victims  of  violent  crimes  and  advising  the  Board  of  Supervisors 
of  recommendations  to  develop  and  coordinate  services  for  individuals  affected  by 
violent  crime.  The  Advisory  Committee  shall  also  facilitate  coordination  of  services 
and  sharing  of  resources  among  commiuiity  agencies  and  City  departments  that  serve 
victims  of  violence.  (Added  by  Ord.  165-91,  App.  5/1/91) 

SEC.  36A.2.  COMPOSITION.  The  Victims  of  Crime  Advisory  Committee 
shall  be  composed  of  19  members.  Each  member  of  the  Board  of  Supervisors  shall 
appoint  one  member  to  the  Advisory  Committee,  and  appointees  shall  represent 
community  organizations  which  provide  victim  services.  Five  of  the  11  initially 
appointed  members,  as  determined  by  lot,  shall  be  appointed  to  two-year  terms,  and 
the  remaining  six  members,  as  well  as  all  members  subsequently  appointed  to  serve 
full  terms,  shall  be  appointed  to  four-year  terms.  The  remaining  eight  members  of  the 
Committee  shall  be  composed  of:  (a)  one  representative  from  each  of  the  following 
six  City  departments  as  designated  by  the  head  of  his  or  her  department:  Department 
of  Social  Services,  Department  of  Public  Health  — Division  of  Mental  Health,  District 
Attorney,  Adult  Probation  Department,  Police  Department,  and  Juvenile  Probation 
Department;  (b)  the  Presiding  Judge  of  the  Superior  Court  and  the  Presiding  Judge 
of  the  Municipal  Court  shall  each  designate  an  appropriate  representative,  and  such 
representatives  shall  also  serve  as  members  of  the  Advisory  Committee.  These  eight 
designated  members  shall  serve  at  the  pleasure  of  their  appointing  authority.  All 
Advisory  Committee  members  shall  serve  without  compensation  and  may  be  reap- 
pointed. 

In  making  their  appointments,  the  Supervisors  shall  consult  with  persons  and 
organizations  interested  and  providing  services  to  victims  of  violence.  The  appointees 
to  the  Advisory  Committee  shall  be  residents  of  the  City  and  County  of  San  Francisco, 
and  shall  be  broadly  representative  of  the  various  community  interests  in  San  Francis- 
co. (Added  by  Ord.  165-91,  App.  5/1/91) 

SEC.  36A.3.  PURPOSE  AND  DUTIES,  REPORT.  The  Advisory  Committee 
shall  submit  to  the  Board  of  Supervisors  a report  analyzing  data  and  findings  relating 
to  community  and  City  services  provided  to  victims  of  violence,  and  such  report  shall 
include,  but  not  be  limited  to,  recommendations  regarding  the  following: 

(1)  The  organizational  structure  that  imparts  victim  services; 

(2)  Policies  that  affect  the  development  of  programs  to  serve  effectively  victims 
of  violence; 
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(3)  The  interagency  and  interdepartment  organization  that  facilitates  the 
coordination  of  services  and  sharing  of  resources. 

The  Advisory  Committee  shall  provide  a public  forum  for  the  purpose  of 
solicituig  suggestions  and  recommendations  from  the  general  public  as  to  the  most 
appropnate  ways  of  providing  services  to  victims  of  violence  and  forming  recommen- 
dauons  to  maintain  consumer  guided  services.  The  Advisory  Committee  shall  review 
the  public  testimony,  and  shall  include  a summary  and  analysis  of  said  testimony  in 
iLs  report  to  the  Board  of  Supervisors. 

The  Advisory  Committee  shall  annually  submit  a report  to  the  Board  of 
Supervisors,  the  first  one  of  which  shall  be  due  within  one  year  of  the  appointment 
of  all  initial  members  to  the  Committee.  (Added  by  Ord.  165-91,  App.  5/1/91) 
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CHAPTER  37 


RESIDENTIAL  RENT  STABILIZATION  AND 
ARBITIL\TION  ORDINANCE 


Sec.  37.1. 
Sec.  37.2. 
Sec.  37.3. 
Sec.  37.4. 

Sec.  37.5. 
Sec.  37.6. 
Sec.  37.7. 

Sec.  37.8. 
Sec.  37.8A. 
Sec.  37.8B. 


Sec.  37.9. 
Sec.  37.9A. 
Sec.  37.9B. 
Sec.  37.10A. 
Sec.  37.11A. 
Sec.  37.12. 
Sec.  37.13. 


Title  and  Findings. 

Definitions. 

Rent  Limitations. 

Establishment;  Appointment;  Terms;  Executive  Director;  Funding; 
Compensation. 

Meetings  of  the  Board. 

Powers  and  Duties. 

Certification  of  Rental  Increases  for  Capital  Improvements,  Rehabili- 
tation and  Energy  Conservation  Measures. 

Arbitration  of  Rental  Increase  Adjustments. 

Expedited  Hearing  Procedures. 

Expedited  Hearing  and  Appeal  Procedures  for  Capital  Improvements 
Resulting  from  Seismic  Work  on  Unreinforced  Masonry  Buildings 
Pursuant  to  Building  Code  Chapters  14  and  15  Where  Landlords 
Performed  the  Work  with  a UMB  Bond  Loan. 

Evictions. 

Tenant  Rights  in  Certain  Displacements. 

Tenant  Rights  in  Evictions  Under  Section  37.9(a)(8). 
Misdemeanors. 

Civil  Actions. 

Transitional  Provisions. 

Severability. 


SEC.  37.1.  TITLE  AND  FINDINGS,  (a)  The  Chapter  shall  be  known  as  the 
Residential  Rent  Stabilization  and  Arbitration  Ordinance. 

(b)  The  Board  of  Supervisors  hereby  finds: 

(1)  There  is  a shortage  of  decent,  safe  and  sanitary  housing  in  the  City  and 
County  of  San  Francisco  resulting  in  a critically  low  vacancy  factor. 

(2)  Tenants  displaced  as  a result  of  their  inability  to  pay  increased  rents  must 
relocate  but  as  a result,  of  such  housing  shortage  are  unable  to  find  decent,  safe  and 
sanitary  housing  at  affordable  rent  levels.  Aware  of  the  difficulty  in  finding  decent 
housing,  some  tenants  attempt  to  pay  requested  rent  increases,  but  as  a consequence 
must  expend  less  on  other  necessities  of  life. 

This  situation  has  had  a detrimental  effect  on  substantial  numbers  of  renters  in 
the  City  and  County,  especially  creating  hardships  on  senior  citizens,  persons  on  fixed 
incomes  and  low  and  moderate  income  households. 

(3)  The  problem  of  rent  increases  reached  crisis  level  in  the  Spring  of  1979. 
At  that  time  the  Board  of  Supervisors  conducted  hearings  and  caused  studies  to  be 
made  on  the  feasibility  and  desirability  of  various  measures  designed  to  address  the 
problems  created  by  the  housing  shortage. 
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(4)  In  April,  1979,  pending  development  and  adoption  of  measures  designed 
to  alleviate  the  City  and  County’s  housing  crisis,  the  Board  of  Supervisors  adopted 
Ordinance  No.  181-79,  prohibiting  most  rent  increases  on  residential  rental  properties 
for  60  days.  Ordinance  No.  181-79  is  scheduled  to  expire  no  later  than  June  30,  1 979. 

(5)  The  provisions  of  Ordinance  No.  1 8 1 -79  have  successfully  reduced  the  rate 
of  rent  increases  in  the  City  and  County,  along  with  the  concomitant  hardships  and 
displacements.  However,  a housing  shortage  still  exists  within  the  City  and  County 
of  San  Francisco  and  total  deregulation  of  rents  at  this  time  would  immediately  lead 
to  widespread  exorbitant  rent  increases  and  recurrence  of  the  crisis,  problems  and 
hardships  which  existed  prior  to  the  adoption  of  the  moratorium  measures. 

(6)  This  ordinance  shall  be  in  effect  for  1 5 months.  During  this  time,  a Citizens’ 
Housing  Task  Force  shall  be  created  to  conduct  a further  study  of  and  make  recom- 
mendations for,  the  problems  of  housing  in  San  Francisco.  In  the  interim,  some 
immediate  measures  are  needed  to  alleviate  San  Francisco’s  housing  problems.  This 
ordinance,  therefore,  creates  a Residential  Rent  Stabilization  and  Arbitration  Board 
in  order  to  safeguard  tenants  from  excessive  rent  increases  and,  at  the  same  time,  to 
assure  landlords  fair  and  adequate  rents  consistent  with  Federal  Anti-Inriation 
Guidelines. 

(c)  The  people  of  San  Francisco  hereby  find  and  declare: 

(1)  Present  law  provides  that  the  annual  allowable  rent  increase  shall  be  60 
percent  of  the  Consumer  Price  Index  but  in  no  event  less  than  four  percent  of  the 
tenant’s  base  rent. 

(2)  Rent  increases  of  60  percent  of  the  Consumer  Price  Index  are  sufficient  to 
assure  landlords  fair  and  adequate  rents  consistent  with  Federal  Anti-Inflation 
Guidelines. 

(3)  Since  1984,  60  percent  of  the  Consumer  Price  Index  has  been  less  than  four 
percent  per  year,  so  landlords  have  been  able  to  impose  yearly  rent  increases  above 
the  rate  of  inflation  since  1984. 

(4)  Under  the  current  four  percent  floor,  landlords  have  received  more  than  60 
percent  of  the  Consumer  Price  Index  with  resulting  hardship  to  tenants. 

(5)  Therefore,  in  order  to  alleviate  this  hardship  to  tenants  and  to  ensure  that 
landlords  receive  fair  and  adequate  rents  consistent  with  Federal  Anti-Inflation 
Guidelines,  we  hereby  amend  this  ordinance  to  delete  the  current  four  percent  floor 
on  annual  rent  increases.  (Added  by  Ord.  276-79,  App.  6/12/79) 

SEC.  37.2.  DEFINITIONS,  (a)  Base  Rent.  (1)  That  rent  which  is  charged  a 
tenant  upon  initial  occupancy  plus  any  rent  increase  allowable  and  imposed  under  this 
Chapter;  provided,  however,  that  base  rent  shall  not  include  increases  imposed 
pursuant  to  Section  37.7  below  or  utility  passthroughs  or  general  obligation 
passthroughs  pursuant  to  Section  37.2(q)  below.  Base  rent  for  tenants  of  RAP  rental 
units  in  areas  designated  on  or  after  July  1,  1977,  shall  be  that  rent  which  was 
established  pursuant  to  Section  32.73-1  of  the  San  Francisco  Administrative  Code. 
Rent  increases  attributable  to  the  City  Administrator’s  amortization  of  an  RAP  loan 
in  an  area  designated  on  or  after  July  1,  1977,  shall  not  be  included  in  the  base  rent. 

(2)  From  and  after  the  effective  date  of  this  ordinance,  the  base  rent  for  tenants 
occupying  rental  units  which  have  received  certain  tenant-based  or  project-based  rental 
assistance  shall  be  as  follows: 
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(A)  With  respect  to  tenant-based  rental  assistance: 

(i)  For  any  tenant  receiving  tenant-based  assistance  as  of  the  effective  date  of 
this  ordinance  (except  where  the  rent  payable  by  the  tenant  is  a fixed  percentage  of 
the  tenant’s  income,  such  as  in  the  Section  8 certificate  program  and  the  rental  subsidy 
program  for  the  HOPWA  program),  and  continuing  to  receive  tenant-based  rental 
assistance  following  the  effective  date  of  this  ordinance,  the  base  rent  for  each  unit 
occupied  by  such  tenant  shall  be  the  rent  payable  for  that  unit  under  the  Housing 
Assistance  Payments  contract,  as  amended,  between  the  San  Francisco  Housing 
Authority  and  the  landlord  (the  “HAP  contract”)  with  respect  to  that  unit  immediately 
prior  to  the  effective  date  of  this  ordinance  (the  “HAP”  contract  rent”). 

(ii)  For  any  tenant  receiving  tenant-based  rental  assistance  (except  where  the 
rent  payable  by  the  tenant  is  a fixed  percentage  of  the  tenant’s  income,  such  as  in  the 
Section  8 certificate  program  and  the  rental  subsidy  program  for  the  HOPWA 
program),  and  commencing  occupancy  of  a rental  unit  following  the  effective  date 
of  this  ordinance,  the  base  rent  for  each  unit  occupied  by  such  a tenant  shall  be  the 
HAP  contract  rent  in  effect  as  of  the  date  the  tenant  commences  occupancy  of  such 
unit. 

(iii)  For  any  tenant  whose  tenant-based  rental  assistance  terminates  or  expires, 
for  whatever  reason,  following  the  effective  date  of  this  ordinance,  the  base  rent  for 
each  such  unit  following  expiration  or  termination  shall  be  the  HAP  contract  rent  in 
effect  for  that  unit  immediately  prior  to  the  expiration  or  termination  of  the  tenant- 
based  rental  assistance. 

(B)  For  any  tenant  occupying  a unit  upon  the  expiration  or  termination,  for 
whatever  reason,  of  a project-based  HAP  contract  under  Section  8 of  the  United  States 
Housing  Act  of  1937  (42  USC  Section  1437f,  as  amended),  the  base  rent  for  each 
such  unit  following  expiration  or  termination  shall  be  the  “contract  rent”  in  effect  for 
that  unit  immediately  prior  to  the  expiration  or  termination  of  the  project-based  HAP 
contract. 

(C)  For  any  tenant  occupying  a unit  upon  the  prepayment  or  expiration  of  any 
mortgage  insured  by  the  United  States  Department  of  Housing  and  Urban  Develop- 
ment (“HUD”),  including  but  not  limited  to  mortgages  provided  under  Sections 
221(d)(3),  221(d)(4)  and  236  of  the  National  Housing  Act  (12  USC  Section  1715z-l), 
the  base  rent  for  each  such  unit  shall  be  the  “basic  rental  charge”  (described  in  12 
USC  1715z-l(f),  or  successor  legislation)  in  effect  for  that  unit  immediately  prior  to 
the  prepayment  of  the  mortgage,  which  charge  excludes  the  “interest  reduction 
payment”  attributable  to  that  unit  prior  to  the  mortgage  prepayment  or  expiration. 

(b)  Board.  The  Residential  Rent  Stabilization  and  Arbitration  Board. 

(c)  Capital  Improvements.  Those  improvements  which  materially  add  to  the 
value  of  the  property,  appreciably  prolong  its  useful  life,  or  adapt  it  to  new  uses,  and 
which  may  be  amortized  over  the  useful  life  of  the  improvement  of  the  building. 

(d)  CPI.  Consumer  Price  Index  for  all  Urban  Consumers  for  the  San  Francisco- 
Oakland  Metropolitan  Area,  U.S.  Department  of  Labor. 

(e)  Energy  Conservation  Measures.  Work  performed  pursuant  to  the  require- 
ments of  Article  12  of  the  San  Francisco  Housing  Code. 

(f)  Hearing  Officer.  A person,  designated  by  the  Board,  who  arbitrates  rental 
increase  disputes. 

(g)  Housing  Services.  Services  provided  by  the  landlord  connected  with  the 
use  or  occupancy  of  a rental  unit  including,  but  not  limited  to,  repairs,  replacement. 
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maintenance,  painting,  light,  heat,  water,  elevator  service,  laundry  facilities  and 
privileges,  janitor  service,  refuse  removal,  furnishings,  telephone,  parking  and  any 
other  benefits,  privileges  or  facilities. 

(h)  Landlord.  An  owner,  lessor,  sublessor,  who  receives  or  is  entitled  to  receive 
rent  for  the  use  and  occupancy  of  any  residential  rental  unit  or  portion  thereof  in  the 
City  and  County  of  San  Francisco,  and  the  agent,  representative  or  successor  of  any 
of  the  foregoing. 

(i)  Member.  A member  of  the  Residential  Rent  Stabilization  and  Arbitration 
Board. 

(j)  Over  FMR  Tenancy  Program.  A regular  certificate  tenancy  program 
whereby  the  base  rent,  together  with  a utility  allowance  in  an  amount  determined  by 
HUD,  exceeds  the  fair  market  rent  limitation  for  a particular  unit  size  as  determined 
by  HUD. 

(k)  Payment  Standard.  An  amount  determined  by  the  San  Francisco  Housing 
Authority  that  is  used  to  determine  the  amount  of  assistance  paid  by  the  San  Francisco 
Housing  Authority  on  behalf  of  a tenant  under  the  Section  8 Voucher  Program  (24 
CFR  Part  887). 

(l)  RAP.  Residential  Rehabilitation  Loan  Program  (Chapter  32,  San  Francisco 
Administrative  Code). 

(m)  RAP  Rental  Units.  Residential  dwelling  units  subject  to  RAP  loans 
pursuant  to  Chapter  32,  San  Francisco  Administrative  Code. 

(n)  Real  Estate  Department.  A city  department  in  the  City  and  County  of  San 
Francisco. 

(o)  Rehabilitation  Work.  Any  rehabilitation  or  repair  work  done  by  the  landlord 
with  regard  to  a rental  unit,  or  to  the  common  areas  of  the  structure  containing  the 
rental  unit,  which  work  was  done  in  order  to  be  in  compliance  with  State  or  local  law, 
or  was  done  to  repair  damage  resulting  from  fire,  earthquake  or  other  casualty  or 
natural  disaster. 

(p)  Rent.  The  consideration,  including  any  bonus,  benefits  or  gratuity,  demand- 
ed or  received  by  a landlord  for  or  in  connection  with  the  use  or  occupancy  of  a rental 
unit,  or  the  assignment  of  a lease  for  such  a unit,  including  but  not  limited  to  monies 
demanded  or  paid  for  parking,  furnishing,  food  service,  housing  services  of  any  kind, 
or  subletting. 

(q)  Rent  Increases.  Any  additional  monies  demanded  or  paid  for  rent  as  defined 
in  item  (p)  above,  or  any  reduction  in  housing  services  without  a corresponding 
reduction  in  the  monies  demanded  or  paid  for  rent;  provided,  however,  that  (1)  where 
the  landlord  has  been  paying  the  tenant’s  utilities  and  cost  of  those  utilities  increase, 
the  landlord’s  passing  through  to  the  tenant  of  such  increased  costs  does  not  constitute 
a rent  increase;  and  (2)  where  there  has  been  a change  in  the  landlord’s  property  tax 
attributable  to  a ballot  measure  approved  by  the  voters  between  November  1 , 1 996, 
and  November  30,  1998,  the  landlord’s  passing  through  of  such  increased  costs  in 
accordance  with  this  Chapter  does  not  constitute  a rent  increase. 

(r)  Rental  Units.  All  residential  dwelling  units  in  the  City  and  County  of  San 
Francisco  together  with  the  land  and  appurtenant  buildings  thereto,  and  all  housing 
services,  privileges,  furnishings  and  facilities  supplied  in  connection  with  the  use  or 
occupancy  thereof,  including  garage  and  parking  facilities.  The  term  shall  not  include: 

(1)  Housing  accommodations  in  hotels,  motels,  inns,  tourist  houses,  rooming 
and  boarding  houses,  provided  that  at  such  time  as  an  accommodation  has  been 
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occupied  by  a tenant  for  32  continuous  days  or  more,  such  accommodation  shall 
become  a rental  unit  subject  to  the  provisions  of  this  Chapter;  provided  further,  no 
landlord  shall  bring  an  action  to  recover  possession  of  such  unit  in  order  to  avoid 
having  the  unit  come  within  the  provisions  of  this  Chapter.  An  eviction  for  a purpose 
not  permitted  under  Section  37.9(a)  shall  be  deemed  to  be  an  action  to  recover 
possession  in  order  to  avoid  having  a unit  come  within  the  provisions  of  this  Chapter; 

(2)  Dwelling  units  in  nonprofit  cooperatives  owned,  occupied  and  controlled 
by  a majority  of  the  residents  or  dwelling  units  solely  owned  by  a nonprofit  public 
benefit  corporation  governed  by  a board  of  directors  the  majority  of  which  are 
residents  of  the  dwelling  units  and  where  it  is  required  in  the  corporate  by-laws  that 
rent  increases  be  approved  by  a majority  of  the  residents; 

(3)  Housing  accommodation  in  any  hospital,  convent,  monastery,  extended  care 
facility,  asylum,  residential  care  or  adult  day  health  care  facility  for  the  elderly  which 
must  be  operated  pursuant  to  a license  issued  by  the  California  Department  of  Social 
Services,  as  required  by  California  Health  and  Safety  Chapters  3.2  and  3.3;  or  in 
dormitories  owned  and  operated  by  an  institution  of  higher  education,  a high  school, 
or  an  elementary  school; 

(4)  Except  as  provided  in  Subsections  (A)  and  (B),  dwelling  units  whose  rents 
are  controlled  or  regulated  by  any  government  unit,  agency  or  authority,  excepting 
those  unsubsidized  and/or  unassisted  units  which  are  insured  by  the  United  States 
Department  of  Housing  and  Urban  Development;  provided,  however,  that  units  in 
unreinforced  masonry  buildings  which  have  undergone  seismic  strengthening  in 
accordance  with  Building  Code  Chapters  14  and  15  shall  remain  subject  to  the  Rent 
Ordinances  to  the  extent  that  the  ordinance  is  not  in  conflict  with  the  seismic  strength- 
ening bond  program  or  with  the  program’s  loan  agreements  or  with  any  regulations 
promulgated  thereunder; 

(A)  For  purposes  of  Sections  37.2,  37.3(a)(10)(A),  37.4,  37.5,  37.6,  37.9, 37.9A, 
37.10A,  37.11A  and  37.13,  and  the  arbitration  provisions  of  Sections  37.8  and  37. 8A 
applicable  only  to  the  provisions  of  Sections  37.3(a)(10)(A),  the  term  “rental  units” 
shall  include  units  occupied  by  recipients  of  tenant-based  rental  assistance  where  the 
tenant-based  rental  assistance  program  does  not  establish  the  tenant’s  share  of  base 
rent  as  a fixed  percentage  of  a tenant’s  income,  such  as  in  the  Section  8 voucher 
program  and  the  “Over-FMR  Tenancy”  program  defined  in  24  CFR  Section  982.4; 

(B)  For  purposes  of  Sections  37.2,  37.3(a)(10)(B),  37.4,  37.5,  37.6,  37.9,  37.9A, 
37.10A,  37.1  lA  and  37.13,  the  term  “rental  units”  shall  include  units  occupied  by 
recipients  of  tenant-based  rental  assistance  where  the  rent  payable  by  the  tenant  under 
the  tenant-based  rental  assistance  program  is  a fixed  percentage  of  the  tenant’s 
income;  such  as  in  the  Section  8 certificate  program  and  the  rental  subsidy  program 
for  the  Housing  Opportunities  for  Persons  with  Aids  (“HOPWA”)  program  (42  U.S.C. 
Section  12901  et  seq.,  as  amended). 

(5)  Rental  units  located  in  a structure  for  which  a certificate  of  occupancy  was 
first  issued  after  the  effective  date  of  this  ordinance,  except  as  provided  in  Section 
37.9A(b)  of  this  Chapter; 

(6)  Dwelling  units  in  a building  which  has  undergone  substantial  rehabilitation 
after  the  effective  date  of  this  ordinance;  provided,  however,  that  RAP  rental  units 
are  not  subject  to  this  exemption. 
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(s)  Substantial  Rehabilitation.  The  renovation,  alteration  or  remodeling  of 
residential  units  of  50  or  more  years  of  age  which  have  been  condemned  or  which 
do  not  qualify  for  cenificates  of  occupancy  or  which  require  substantial  renovation 
in  order  to  conform  the  building  to  contemporary  standards  for  decent,  safe  and 
sanitary  housing.  Substantial  rehabilitation  may  vary  in  degree  from  gutting  and 
extensive  reconstruction  to  extensive  improvements  that  cure  substantial  deferred 
maintenance.  Cosmetic  improvements  alone  such  as  painting,  decorating  and  minor 
repairs,  or  other  work  which  can  be  performed  safely  without  having  the  unit  vacated 
do  not  qualify  as  substantial  rehabilitation. 

(t)  Tenant.  A person  entitled  by  written  or  oral  agreement,  sub-tenancy 
approved  by  the  landlord,  or  by  sufferance,  to  occupy  a residential  dwelling  unit  to 
the  exclusion  of  others. 

(u)  Tenant-Based  Rental  Assistance.  Rental  assistance  provided  directly  to 
a tenant  or  directly  to  a landlord  on  behalf  of  a particular  tenant,  which  includes  but 
shall  not  be  limited  to  certificates  and  vouchers  issued  pursuant  to  Section  8 of  the 
United  States  Housing  Act  of  1937,  as  amended  (42  U.S.C.  Section  1437f)  and  the 
HOPWA  program. 

(v)  Utilities.  The  term  “utilities”  shall  refer  to  gas  and  electricity  exclusively. 
(Amended  by  Ord.  193-86,  App.  5/30/86;  Ord.  221-92,  App.  7/14/92;  Ord.  233-93, 
App.  7/22/93;  amended  by  Proposition  I,  11/8/94;  Ord.  446-94,  App.  12/30/94;  Ord. 
179-98,  App.  5/29/98;  Ord.  250-98,  App.  7/31/98) 

SEC.  37.3.  RENT  LIMITATIONS,  (a)  Rent  Increase  Limitations  for 
Tenants  in  Occupancy.  Landlords  may  impose  rent  increases  upon  tenants  in 
occupancy  only  as  provided  below: 

(1)  Annual  Rent  Increase.  On  March  1st  of  each  year,  the  Board  shall  publish 
the  increase  in  the  CPI  for  the  preceding  12  months,  as  made  available  by  the  U.S. 
Department  of  Labor.  A landlord  may  impose  annually  a rent  increase  which  does 
not  exceed  a tenant’s  base  rent  by  more  than  60  percent  of  said  published  increase. 
In  no  event,  however,  shall  the  allowable  annual  increase  be  greater  than  seven 
percent. 

(2)  Banking.  A landlord  who  refrains  from  imposing  an  annual  rent  increase 
or  any  portion  thereof  may  accumulate  said  increase  and  impose  that  amount  on  the 
tenant’s  subsequent  rent  increase  anniversary  dates.  A landlord  who,  between  April 
1,  1982,  and  February  29,  1984,  has  banked  an  annual  seven  percent  rent  increase  (or 
rent  increases)  or  any  portion  thereof  may  impose  the  accumulated  increase  on  the 
tenant’s  subsequent  rent  increase  anniversary  dates. 

(3)  Capital  Improvements,  Rehabilitation,  and  Energy  Conservation 
Measures.  A landlord  may  impose  rent  increases  based  upon  the  cost  of  capital 
improvements,  rehabilitation  or  energy  conservation  measures  provided  that  such  costs 
are  certified  pursuant  to  Sections  37.7  and  37. 8B  below;  provided  further  that  where 
a landlord  has  performed  seismic  strengthening  in  accordance  with  Building  Code 
Chapters  14  and  15,  no  increase  for  capital  improvements  (including  but  not  limited 
to  seismic  strengthening)  shall  exceed,  in  any  12  month  period,  10  percent  of  the 
tenant’s  base  rent,  subject  to  rules  adopted  by  the  Board  to  prevent  landlord  hardship 
and  to  permit  landlords  to  continue  to  maintain  their  buildings  in  a decent,  safe  and 
sanitary  condition.  A landlord  may  accumulate  any  certified  increase  which  exceeds 
this  amount  and  impose  the  increase  in  subsequent  years,  subject  to  the  10  percent 
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limitation.  Nothing  in  this  subsection  shall  be  construed  to  supersede  any  Board  rules 
or  regulations  with  respect  to  limitations  on  increases  based  upon  capital  improve- 
ments whether  performed  separately  or  in  conjunction  with  seismic  strengthening 
improvements  pursuant  to  Building  Code  Chapters  14  and  15. 

(4)  Utilities.  A landlord  may  impose  increases  based  upon  the  cost  of  utilities 
as  provided  in  Section  37.2(q)  above. 

(5)  Charges  Related  to  Excess  Water  Use.  A landlord  may  impose  increases 
not  to  exceed  50  percent  of  the  excess  use  charges  (penalties)  levied  by  the  San 
Francisco  Water  Department  on  a building  for  use  of  water  in  excess  of  Water 
Department  allocations  under  the  following  conditions: 

(A)  The  landlord  provides  tenants  with  written  certification  that  the  following 
have  been  installed  in  all  units:  (1)  permanently  installed  retrofit  devices  designed  to 
reduce  the  amount  of  water  used  per  flush  or  low-flow  toilets  (1.6  gallons  per  flush); 
(2)  low-flow  showerheads  which  allow  a flow  of  no  more  than  2.5  gallons  per  minute; 
and  (3)  faucet  aerators  (where  installation  on  current  faucets  is  physically  feasible); 
and 

(B)  The  landlord  provides  the  tenants  with  written  certification  that  no  known 
plumbing  leaks  currently  exist  in  the  building  and  that  any  leaks  reported  by  tenants 
in  the  future  will  be  promptly  repaired;  and 

(C)  The  landlord  provides  the  tenants  with  a copy  of  the  water  bill  for  the  period 
in  which  the  penalty  was  charged.  Only  penalties  billed  for  a service  period  which 
begins  after  the  effective  date  of  the  ordinance  [April  20,  1991]  may  be  passed 
through  to  tenants.  Where  penalties  result  from  an  allocation  which  does  not  reflect 
documented  changes  in  occupancy  which  occurred  after  March  1,  1991,  a landlord 
must,  if  requested  in  writing  by  a tenant,  make  a good-faith  effort  to  appeal  the 
allotment.  Increases  based  upon  penalties  shall  be  prorated  on  a per-room  basis 
provided  that  the  tenancy  existed  during  the  time  the  penalty  charges  accrued.  Such 
charges  shall  not  become  part  of  a tenant’s  base  rent.  Where  a penalty  in  any  given 
billing  period  reflects  a 25  percent  or  more  increase  in  consumption  over  the  prior 
billing  period,  and  where  that  increase  does  not  appear  to  result  from  increased 
occupancy  or  any  other  known  use,  a landlord  may  not  impose  any  increase  based 
upon  such  penalty  unless  inspection  by  a licensed  plumber  or  Water  Department 
inspector  fails  to  reveal  a plumbing  or  other  leak.  If  the  inspection  does  reveal  a leak, 
no  increase  based  upon  penalties  may  be  imposed  at  any  time  for  the  period  of  the 
unrepaired  leak. 

(6)  Property  Tax.  A landlord  may  impose  increases  based  upon  a change  in 
the  landlord’s  property  tax  resulting  from  the  repayment  of  general  obligation  bonds 
of  the  City  and  County  of  San  Francisco  approved  by  the  voters  between  November 
1,  1996,  and  November  30,  1998  as  provided  in  Section  37.2(q)  above.  The  amount 
of  such  increase  shall  be  determined  for  each  tax  year  as  follows: 

(A)  The  Controller  and  the  Board  of  Supervisors  will  determine  the  percentage 
of  the  property  tax  rate,  if  any,  in  each  tax  year  attributable  to  general  obligation 
bonds  approved  by  the  voters  between  November  1,  1996,  and  November  30,  1998, 
and  repayable  within  such  tax  year. 

(B)  This  percentage  shall  be  multiplied  by  the  total  amount  of  the  net  taxable 
value  for  the  applicable  tax  year.  The  result  is  the  dollar  amount  of  property  taxes  for 
that  tax  year  for  a particular  property  attributable  to  the  repayment  of  general  obliga- 
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tion  bonds  approved  by  the  voters  between  November  1,  1996,  and  November  30, 
1998. 

(C)  The  dollar  amount  calculated  under  Subsection  (B)  shall  be  divided  by  the 
total  number  of  all  units  in  each  property,  including  commercial  units.  That  figure 
shall  be  divided  by  12  months,  to  determine  the  monthly  per  unit  costs  for  that  tax 
year  of  the  repayment  of  general  obligation  bonds  approved  by  the  voters  between 
November  1,  1996,  and  November  30,  1998. 

(D)  Landlords  may  pass  through  to  each  unit  in  a particular  property  the  dollar 
amount  calculated  under  this  Subsection  (6).  This  passthrough  may  be  imposed  only 
on  the  anniversary  date  of  each  tenant’s  occupancy  of  the  property.  This  passthrough 
shall  not  become  a part  of  a tenant’s  base  rent.  The  amount  of  each  annual  pass- 
through imposed  pursuant  to  this  Subsection  (6)  may  vary  from  year-to-year,  depend- 
ing on  the  amount  calculated  under  Subsections  (A)  through  (C).  Each  annual  pass- 
through shall  apply  only  for  the  12  month  period  after  it  is  imposed.  A landlord  may 
impose  the  passthrough  described  in  this  Subsection  (6)  for  a particular  tax  year  only 
with  respect  to  those  tenants  who  were  residents  of  a particular  property  on  November 
1 St  of  the  applicable  tax  year.  A landlord  shall  not  impose  a passthrough  pursuant  to 
this  Subsection  (6)  if  the  landlord  has  filed  for  or  received  Board  approval  for  a rent 
increase  under  Section  37.8(e)(4)  for  increased  operating  and  maintenance  expenses 
in  which  the  same  increase  in  property  taxes  due  to  the  repayment  of  general  obliga- 
tion bonds  was  included  in  the  comparison  year  cost  totals. 

(E)  The  Board  will  have  available  a form  which  explains  how  to  calculate  the 
passthrough. 

(F)  Landlords  must  provide  to  tenants,  at  least  30  days  prior  to  the  imposition 
of  the  passthrough  permitted  under  this  Subsection  (6),  a copy  of  the  completed  form 
described  in  Subsection  (E).  This  completed  form  shall  be  provided  in  addition  to  the 
Notice  of  Rent  Increase  required  under  Section  37.3(b)(5).  A tenants  may  petition  for 
a hearing  under  the  procedure  described  in  Section  37.8  where  the  tenant  alleges  that 
a landlord  has  imposed  a charge  which  exceeds  the  limitations  set  forth  in  this 
Subsection  (6).  In  such  a hearing,  the  burden  of  proof  shall  be  on  the  landlord.  Tenant 
petitions  regarding  this  passthrough  must  be  filed  within  one  year  of  the  effective  date 
of  the  passthrough. 

(G)  The  Board  may  amend  its  rules  and  regulations  as  necessary  to  implement 
this  Subsection  (6). 

(7)  RAP  Loans.  A landlord  may  impose  rent  increases  attributable  to  the  City 
Administrator’s  amortization  of  the  RAP  loan  in  an  area  designated  on  or  after  July 
1,  1977,  pursuant  to  Chapter  32  of  the  San  Francisco  Administrative  Code. 

(8)  Additional  Increases.  A landlord  who  seeks  to  impose  any  rent  increase 
which  exceeds  those  permitted  above  shall  petition  for  a rental  arbitration  hearing 
pursuant  to  Section  37.8  of  this  Chapter. 

(9)  A landlord  may  impose  a rent  increase  to  recover  costs  incurred  for  the 
remediation  of  lead  hazards,  as  defined  in  San  Francisco  Health  Code  Article  26.  Such 
increases  may  be  based  on  changes  in  operating  and  maintenance  expenses  or  for 
capital  improvement  expenditures  as  long  as  the  costs  which  are  the  basis  of  the  rent 
increase  are  a substantial  portion  of  the  work  which  abates  or  remediates  a lead 
hazard,  as  defined  in  San  Francisco  Health  Code  Article  26,  and  provided  further  that 
such  costs  are  approved  for  operating  and  maintenance  expense  increases  pursuant 
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to  Section  37.8(e)(4)(A)  and  certified  as  capital  improvements  pursuant  to  Section  37.7 
below. 

When  rent  increases  are  authorized  by  this  Subsection  (a)(9),  the  total  rent 
increase  for  both  operating  and  maintenance  expenses  and  capital  improvements  shall 
not  exceed  10  percent  in  any  12  month  period.  If  allowable  rent  increases  due  to  the 
costs  of  lead  remediation  and  abatement  work  exceed  10  percent  in  any  12  month 
period,  a hearing  officer  shall  apply  a portion  of  such  excess  to  approved  operating 
and  maintenance  expenses  for  lead  remediation  work,  and  the  balance,  if  any,  to 
certified  capital  improvements,  provided,  however,  that  such  increase  shall  not  exceed 
10  percent.  A landlord  may  accumulate  any  approved  or  certified  increase  which 
exceeds  this  amount,  subject  to  the  10  percent  limit. 

(10)  With  respect  to  units  occupied  by  recipients  of  tenant-based  rental  assis- 
tance: 

(A)  If  the  tenant’s  share  of  the  base  rent  is  not  calculated  as  a fixed  percentage 
of  the  tenant’s  income,  such  as  in  the  Section  8 voucher  program  and  the  Over-FMR 
Tenancy  Program,  then: 

(i)  If  the  base  rent  is  equal  to  or  greater  than  the  payment  standard,  the  rent 
increase  limitations  in  Sections  37.3(a)(1)  and  (2)  shall  apply  to  the  entire  base  rent, 
and  the  arbitration  procedures  for  those  increases  set  forth  in  Section  37.8  and  37. 8A 
shall  apply. 

(11)  If  the  base  rent  is  less  than  the  payment  standard,  the  rent  increase  limita- 
tions of  this  Chapter  shall  not  apply;  provided,  however,  that  any  rent  increase  which 
would  result  in  the  base  rent  being  equal  to  or  greater  than  the  payment  standard  shall 
not  result  in  a new  base  rent  that  exceeds  the  payment  standard  plus  the  increase 
allowable  under  Section  37.3(a)(1). 

(B)  If  the  tenant’s  share  of  the  base  rent  is  calculated  as  a fixed  percentage  of 
the  tenant’s  income,  such  as  in  the  Section  8 certificate  program  and  the  rental  subsidy 
program  for  the  HOPWA  program,  the  rent  increase  limitations  in  Section  37.3(a)(1) 
and  (2)  shall  not  apply.  In  such  circumstances,  adjustments  in  rent  shall  be  made 
solely  according  to  the  requirements  of  the  tenant-based  rental  assistance  program. 

(b)  Notice  of  Rent  Increase  for  Tenants  in  Occupancy.  On  or  before  the  date 
upon  which  a landlord  gives  a tenant  legal  notice  of  a rent  increase,  the  landlord  shall 
inform  the  tenant,  in  writing,  of  the  following: 

(1)  Which  portion  of  the  rent  increase  reflects  the  annual  increase,  and/or  a 
banked  amount,  if  any; 

(2)  Which  portion  of  the  rent  increase  reflects  costs  for  increased  operating  and 
maintenance  expenses,  rents  for  comparable  units,  and/or  capital  improvements, 
rehabilitation,  or  energy  conservation  measures  certified  pursuant  to  Section  37.7; 

(3)  Which  portion  of  the  rent  increase  reflects  the  passthrough  of  charges  for 
gas  and  electricity,  or  bond  measure  costs  described  in  Section  37.3(a)(6)  above, 
which  charges  shall  be  explained  in  writing  on  a form  provided  by  the  Board  as 
described  in  Section  37.3(a)(6)(E); 

(4)  Which  portion  of  the  rent  increase  reflects  the  amortization  of  the  RAP  loan, 
as  described  in  Section  37.3(a)(7)  above. 

(5)  Nonconforming  Rent  Increases.  Any  rent  increase  which  does  not  conform 
with  the  provisions  of  this  Section  shall  be  null  and  void. 
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(6)  With  respect  to  rental  units  occupied  by  recipients  of  tenant-based  rental 
assistance,  the  notice  requirements  of  this  Subsection  (b)  shall  be  required  in  addition 
to  any  notice  required  as  part  of  the  tenant-based  rental  assistance  program. 

(c)  Initial  Rent  Limitation  for  Subtenants.  A tenant  who  subleases  his  or  her 
rental  unit  may  charge  no  more  rent  upon  initial  occupancy  of  the  subtenant  or 
subtenants  than  that  rent  which  the  tenant  is  currently  paying  to  the  landlord. 

(d)  Effect  of  Deferred  Maintenance  on  Passthroughs  for  Lead  Remediation 
Techniques. 

(1)  When  lead  hazards,  which  have  been  remediated  or  abated  pursuant  to  San 
Francisco  Health  Code  Article  26,  are  also  violations  of  State  or  local  housing  health 
and  safety  laws,  the  costs  of  such  work  shall  not  be  passed  through  to  tenants  as  either 
a capital  improvement  or  an  operating  and  maintenance  expense  if  the  hearing  officer 
finds  that  the  deferred  maintenance,  as  defined  herein,  of  the  current  or  previous 
landlord  caused  or  contributed  to  the  existence  of  the  violation  of  law. 

(2)  In  any  unit  occupied  by  a lead-poisoned  child  and  in  which  there  exists  a 
lead  hazard,  as  defined  in  San  Francisco  Health  Code  Article  26,  there  shall  be  a 
rebuttable  presumption  that  violations  of  State  or  local  housing  health  and  safety  laws 
caused  or  created  by  deferred  maintenance,  caused  or  contributed  to  the  presence  of 
the  lead  hazards.  If  the  landlord  fails  to  rebut  the  presumption,  that  portion  of  the 
petition  seeking  a rent  increase  for  the  costs  of  lead  hazard  remediation  or  abatement 
shall  be  denied.  If  the  presumption  is  rebutted,  the  landlord  shall  be  entitled  to  a rent 
increase  if  otherwise  justified  by  the  standards  set  forth  in  this  Chapter. 

(3)  For  purposes  of  the  evaluation  of  petitions  for  rent  increases  for  lead 
remediation  work,  maintenance  is  deferred  if  a reasonable  landlord  under  the 
circumstances  would  have  performed,  on  a regular  basis,  the  maintenance  work 
required  to  keep  the  premises  from  being  in  violation  of  housing  safety  and  habitabili- 
ty standards  set  forth  in  California  Civil  Code  Section  1941  and  the  San  Francisco 
Municipal  Code.  In  order  to  prevail  on  a deferred  maintenance  defense,  a tenant  must 
show  that  the  level  of  repair  or  remediation  currently  required  would  have  been 
lessened  had  maintenance  been  performed  in  a more  timely  manner.  (Added  by  Ord. 
20-84,  App.  1/19/84;  amended  by  Ord.  338-87,  App.  8/14/87;  Ord.  102-91,  App. 
3/21/91;  Ord.  127-91,  App.  4/2/91;  Ord.  221-92,  App.  7/14/92;  Proposition  H,  11/3/92; 
Ord.  405-96,  App.  10/21/96;  Ord.  179-98,  App.  5/29/98;  Ord.  250-98,  App.  7/31/98) 

SEC.  37.4.  ESTABLISHMENT;  APPOINTMENT;  TERMS;  EXECUTIVE 
DIRECTOR;  FUNDING;  COMPENSATION,  (a)  There  is  hereby  established  a 
board  to  be  known  as  the  San  Francisco  Residential  Rent  Stabilization  and  Arbitration 
Board  (hereinafter  called  “Board”),  consisting  of  five  members.  Members,  each  of 
whom  shall  have  a specific  alternate  having  the  same  qualifications  as  the  member, 
shall  serve  at  the  pleasure  of  the  Mayor.  All  members  and  alternates  shall  be  appoint- 
ed by  the  Mayor. 

(b)  The  Board  shall  consist  of  two  landlords,  two  tenants,  and  one  person  who 
is  neither  a landlord  nor  a tenant  and  who  owns  no  residential  rental  property;  and 
an  alternate  for  each  specific  member.  All  members  shall  be  residents  of  the  City  and 
County  of  San  Francisco. 
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(c)  In  accordance  with  applicable  State  law,  all  members  shall  disclose  all 
present  holdings  and  interests  in  real  property,  including  interests  in  corporations, 
trusts  or  other  entities  with  real  property  holdings. 

(d)  All  members  shall  be  appointed  by  the  Mayor  to  serve  48-month  terms.  All 
vacancies  occurring  during  a term  shall  be  filled  for  the  unexpired  term. 

(e)  Commencing  with  the  date  upon  which  the  first  members  take  office,  the 
Board  shall  elect  a Chairman  and  Vice-Chairman  from  among  its  members. 

(f)  The  position  of  Executive  Director  shall  be  established  pursuant  to  and 
subject  to  Charter  Sections  3.500  and  8.200.  The  person  occupying  the  position  of 
Executive  Director  shall  be  appointed  by  the  Chairman  of  the  Board  with  the  approval 
of  a majority  of  the  members.  All  staff  personnel  shall  be  under  the  immediate 
direction  and  supervision  of  the  Executive  Director. 

(g)  Pursuant  to  the  budgetary  and  fiscal  provisions  of  the  Charter,  the  Board 
of  Supervisors  shall  provide  funds  to  pay  for  staff  personnel,  services  and  facilities 
as  may  be  reasonably  necessary  to  enable  the  Board  to  exercise  its  powers  and 
perform  its  duties  under  this  Chapter.  A special  fund  to  be  known  as  the  Residential 
Rent  Stabilization  and  Arbitration  Fund  shall  be  established  under  the  supervision  and 
direction  of  the  Board  for  the  receipt  of  fees  under  this  Chapter,  such  fees  to  be 
appropriated  by  the  Board  of  Supervisors  for  the  operation  of  the  Board. 

(h)  Subject  to  the  budgetary  and  fiscal  limitations  of  the  Charter,  each  member 
shall  be  paid  $75  per  Commission  meeting  attended  if  the  meeting  lasts  for  six  hours 
or  more  in  a single  24-hour  period.  The  Commission  shall  adopt  rules  to  allow  for 
payment  of  an  equitable  portion  of  this  per  diem  if  a meeting  lasts  less  than  six  hours. 
The  total  per  diem  shall  not  exceed  $750  per  month.  In  addition,  each  member  may 
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receive  reimbursement  for  actual  expenses  incurred  in  the  cotu^e  and  scope  of  the 
member’s  duties.  (Amended  by  Ord.  435-86,  App.  11/10/86;  Ord.  162-93,  App. 
5/28/93) 

SEC.  37.5.  MEETINGS  OF  THE  BOARD,  (a)  Time  and  place  of  meetings. 
The  Board  shall  meet  as  often  as  necessary  to  stay  current  with  the  workload  but  in 
no  event  less  than  once  a month.  The  time  and  place  of  meetings  shall  be  determined 
by  rules  adopted  by  the  Board.  The  first  meeting  shall  be  held  within  15  days  of  the 
appointment  of  the  first  Board.  The  matter  of  establishing  standards  for  the  selection 
of  hearing  officers  shall  be  considered  at  the  first  meeting. 

(b)  Quorum.  A quorum  for  the  transaction  of  official  business  shall  consist  of 
a majority  of  the  total  Board  members.  No  action  may  be  taken  by  the  Board  at  any 
meeting  attended  by  less  than  the  quorum.  A decision  by  the  Board  shall  require  a 
majority  of  all  of  the  members  of  the  Board. 

(c)  Special  meetings.  The  Board  may  hold  special  meetings  in  accordance  with 
Charter  Section  3.500. 

(d)  Meetings  open  and  public.  All  meetings  of  the  Board  shall  be  open  and 
public  in  accordance  with  the  Charter  and  applicable  State  law.  (Added  by  Ord.  276- 
79,  App.  6/12/79) 

SEC.  37.6.  POWERS  AND  DUTIES.  In  addition  to  other  powers  and  duties 
set  forth  in  this  Chapter,  and  in  addition  to  powers  under  the  Charter,  the  Board  shall 
have  the  power  to: 

(a)  Promulgate  policies,  mles  and  regulations  to  effectuate  the  purposes  of  this 
Chapter; 

(b)  Hire  such  staff,  including  hearing  officers,  as  may  be  reasonably  necessary 
to  perform  its  functions,  and  promulgate  standards  for  all  such  staff,  subject  to  the 
Civil  Service  provisions  of  the  Charter; 

(c)  Conduct  rental  arbitration  hearings  and  administer  oaths  and  affirmations 
in  connection  with  such  hearings; 

(d)  Publish,  on  March  1st  of  each  year,  the  increase  in  the  CPI  for  the  preceding 
12  months,  as  made  available  by  the  U.S.  Department  of  Labor; 

(e)  Make  studies  and  surveys  and  conduct  such  hearings  as  necessary  to  perform 
its  functions; 

(f)  Report  biannually  to  the  Mayor  and  the  Board  of  Supervisors  on  its 
activities  and  on  progress  made  towards  the  achievement  of  the  purposes  of  the 
Chapter; 

(g)  Make  available  to  the  public,  on  request,  policies,  rules  and  regulations, 
reports  and  surveys  in  accordance  with  applicable  State  law; 

(h)  Issue  rules  and  regulations  for  the  conduct  of  its  own  affairs; 

(i)  Be  empowered  to  request  and,  if  granted,  to  receive  funds  appropriated  by 
the  Board  of  Supervisors  through  the  mayor; 

(j)  Maintain,  on  at  least  a monthly  basis,  statistics  on  the  number  of  notices 
to  vacate  filed  with  the  Board  pursuant  to  Section  37.9(c)  and  statistics  on  the  causes 
given  in  such  notices  or  in  any  additional  written  documents  as  provided  in  Section 
37.9(c).  Said  statistics  shall  be  published  in  a report  on  March  1st  every  year,  and 
copies  of  the  report  shall  be  submitted  to  the  Mayor  and  Board  of  Supervisors; 
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(k)  Compile  a list  at  random,  on  a monthly  basis,  of  10  percent  of  the  notices 
to  vacate  filed  pursuant  to  Section  37.9(c)  which  state  on  the  notice  or  in  any 
additional  written  document  any  causes  under  Section  37.9(a)(8)  as  the  reason  for 
eviction.  Said  list  shall  be  transmitted  to  the  District  Attorney  on  a monthly  basis  for 
investigation  pursuant  to  Section  37.9(c).  (Amended  by  Ord.  7-87,  App.  1/15/87) 

SEC.  37.7.  CERTIFICATION  OF  RENTAL  INCREASES  FOR  CAPITAL 
IMPROVEMENTS,  REHABILITATION  WORK  AND  ENERGY  CONSERVA- 
TION MEASURES,  (a)  Authority.  In  accordance  with  such  guidelines  as  the  Board 
shall  establish,  the  Board  and  designated  hearing  officers  shall  have  the  authority  to 
conduct  hearings  in  order  to  certify  rental  increases  to  the  extent  necessary  to  amortize 
the  cost  of  capital  improvements,  rehabilitations,  and  energy  conservation  measures. 
Costs  determined  to  be  attributable  to  such  work  shall  be  amortized  over  a period 
which  is  fair  and  reasonable  for  the  type  and  the  extent  of  the  work  and  which  will 
provide  an  incentive  to  landlords  to  maintain,  improve  and  renovate  their  properties 
while  at  the  same  time  protecting  tenants  from  excessive  rent  increases.  Costs 
attributable  to  routine  repair  and  maintenance  shall  not  be  certified. 

(b)  Requirements  for  Certification.  The  Board  and  designated  hearing  officers 
may  only  certify  the  costs  of  capital  improvements,  rehabilitation,  and  energy 
conservation  measures  where  the  following  criteria  are  met: 

(l)  The  landlord  completed  capital  improvements  or  rehabilitation  on  or  after 
April  15, 1979,  or  the  landlord  completed  installation  of  energy  conservation  measures 
on  or  after  July  24,  1982,  and  has  filed  a proof  of  compliance  with  the  Bureau  of 
Building  Inspection  in  accordance  with  the  requirements  of  Section  1207(d)  of  the 
Housing  Code; 

(2)  The  landlord  has  not  yet  increased  the  rent  or  rents  to  reflect  the  cost  of  said 

work; 

(3)  The  landlord  has  not  been  compensated  for  the  work  by  insurance  proceeds; 

(4)  The  building  is  not  subject  to  a RAP  loan  in  a RAP  area  designated  prior 
to  July  1,  1977; 

(5)  The  landlord  files  the  certification  petition  no  later  than  five  years  after  the 
work  has  been  completed. 

(c)  Amortization  and  Cost  Allocation.  The  Board  shall  establish  amortization 
periods  and  cost  allocation  formulas.  Costs  shall  be  allocated  to  each  unit  according 
to  the  benefit  of  the  work  attributable  to  such  unit. 

(d)  Estimator.  The  Board  or  its  Executive  Director  may  hire  an  estimator  where 
an  expert  appraisal  is  required. 

(e)  Filing  Fee.  The  Board  shall  establish  a filing  fee  based  upon  the  cost  of 
the  capital  improvement,  rehabilitation,  or  energy  conservation  measures  being 
reviewed.  Such  fees  will  pay  for  the  costs  of  an  estimator.  These  fees  shall  be 
deposited  in  the  Residential  Rent  Stabilization  and  Arbitration  Fund  pursuant  to 
Section  10.117-88  of  this  Code. 

(0  Application  Procedures. 

(1)  Filing.  Landlords  who  seek  to  pass  through  the  costs  of  capital  improve- 
ments, rehabilitation,  or  energy  conservation  measures  must  file  an  application  on  a 
form  prescribed  by  the  Board.  The  application  shall  be  accompanied  by  such  support- 
ing material  as  the  Board  shall  prescribe.  All  applications  must  be  submitted  with  the 
filing  fee  established  by  the  Board. 


(9-93) 


AD-716 


San  Francisco  Administrative  Code 


Section  37.7 


(2)  Filing  Date.  Applications  must  be  filed  prior  to  the  mailing  or  delivery  of 
legal  notice  of  a rent  increase  to  the  tenants  of  units  for  v^^hich  the  landlord  seeks 
certification  and  in  no  event  more  than  five  years  after  the  work  has  been  completed. 

(3)  Effect  of  Filing  Application.  Upon  the  filing  of  the  application,  the  requested 
increases  will  be  inoperative  until  such  time  as  the  hearing  officer  makes  findings  of 
fact  at  the  conclusion  of  the  certification  hearing. 

(4)  Notice  to  Parties.  The  Board  shall  calendar  the  application  for  hearing  before 
a designated  hearing  officer  and  shall  give  written  notice  of  the  date  to  the  parties  at 
least  10  days  prior  to  the  hearing. 

(g)  Certification  Hearings. 

(1)  Time  of  Hearing.  The  hearing  shall  be  held  within  45  days  of  the  filing 
of  the  application. 

(2)  Consolidation.  To  the  greatest  extent  possible,  certification  hearings  with 
respect  to  a given  building  shall  be  consolidated.  Where  a landlord  and/or  tenant  has 
filed  a petition  for  hearing  based  upon  the  grounds  and  under  the  procedure  set  forth 
in  Section  37.8,  the  Board  may,  in  its  discretion,  consolidate  certification  hearings 
with  hearings  on  Section  37.8  petitions. 

(3)  Conduct  of  Hearing.  The  hearing  shall  be  conducted  by  a hearing  officer 
designated  by  the  Board.  Both  parties  may  offer  such  documents,  testimony,  written 
declarations  or  other  evidence  as  may  be  pertinent  to  the  proceedings.  Burden  of  proof 
is  on  the  landlord.  A record  of  the  proceedings  must  be  maintained  for  purposes  of 
appeal. 

(4)  Determination  of  the  Hearing  Officer.  In  accordance  with  the  Board’s 
amortization  schedules  and  cost  allocation  formulas,  the  hearing  officer  shall  make 
findings  as  to  whether  or  not  the  proposed  rent  increases  are  justified  based  upon  the 
following  considerations; 

(A)  The  application  and  its  supporting  documentation. 

(B)  Evidence  presented  at  the  hearing  establishing  both  the  extent  and  the  cost 
of  the  work  performed. 

(C)  Estimator’s  report,  where  such  report  has  been  prepared. 

(D)  Any  other  such  relevant  factors  as  the  Board  shall  specify  in  rules  and 
regulations. 

(5)  Findings  of  Fact.  The  hearing  officer  shall  make  written  findings  of  fact, 
copies  of  which  shall  be  mailed  within  30  days  of  the  hearing. 

(6)  Payment  or  Refund  of  Rents  to  Implement  Certification  Decision.  If  the 
hearing  officer  finds  that  all  or  any  portion  of  the  heretofore  inoperative  rent  increase 
is  justified,  the  tenant  shall  be  ordered  to  pay  the  landlord  that  amount.  If  the  tenant 
has  paid  an  amount  to  the  landlord  which  Ae  hearing  officer  finds  unjustified,  the 
hearing  officer  shall  order  the  landlord  to  reimburse  the  tenant  said  amount. 

(7)  Finality  of  Hearing  Officer’s  Decision.  The  decision  of  the  hearing  officer 
shall  be  final  unless  the  Board  vacates  his  or  her  decision  on  appeal. 

(8)  Appeals.  Either  party  may  file  an  appeal  of  the  hearing  officer’s  decision 
with  the  Board.  Such  appeals  are  governed  by  Section  37.8(f)  below.  (Amended  by 
Ord.  438-83,  App.  9/2/83;  Ord.  278-89,  App.  8/2/89;  Ord.  162-93,  App.  5/28/93) 

SEC.  37.8.  ARBITRATION  OF  RENTAL  INCREASE  ADJUSTMENTS, 
(a)  Authority  of  Board  and  Hearing  Officers.  In  accordance  with  such  guidelines 
as  the  Board  shall  establish,  the  Board  and  designated  hearing  officers  shall  have  the 
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authority  to  arbitrate  rental  increase  adjustments,  and  to  administer  the  rent  increase 
protest  procedures  with  respect  to  RAP  rental  units  as  set  forth  in  Chapter  32  of  the 
San  Francisco  Administrative  Code. 

(b)  Request  for  Arbitration. 

( 1 ) Landlords.  Landlords  who  seek  to  impose  rent  increases  which  exceed  the 
limitations  set  forth  in  Section  37.3(a)  above  must  request  an  arbitration  hearing  as 
set  forth  in  this  Section.  The  burden  of  proof  is  on  the  landlord. 

(2)  Tenants. 

(A)  Notwithstanding  Section  37.3,  tenants  of  non-RAP  rental  units  and  tenants 
of  RAP  rental  units  in  areas  designated  on  or  after  July  1,  1977,  may  request  arbitra- 
tion hearings  where  a landlord  has  substantially  decreased  services  without  a corre- 
sponding reduction  in  rent  and/or  has  failed  to  perform  ordinary  repair  and  mainte- 
nance under  State  or  local  law  and/or  has  failed  to  provide  the  tenant  with  a clear 
explanation  of  the  current  charges  for  gas  and  electricity  or  bond  measure  costs  passed 
through  to  the  tenant  and/or  imposed  a nonconforming  rent  increase  which  is  null  and 
void.  The  burden  of  proof  is  on  the  tenant. 

(B)  Tenants  of  RAP  rental  units  in  areas  designated  prior  to  July  1,  1977,  may 
petition  for  a hearing  where  the  landlord  has  noticed  an  increase  which  exceeds  the 
limitations  set  forth  in  Section  32.73  of  the  San  Francisco  Administrative  Code.  After 
a vacancy  has  occurred  in  a RAP  rental  unit  in  said  areas,  a new  tenant  of  said  unit 
may  petition  for  a hearing  where  the  landlord  has  demanded  and/or  received  a rent 
for  that  unit  which  exceeds  the  rent  increase  limitations  set  forth  in  Section  32.73  of 
the  San  Francisco  Administrative  Code.  The  burden  of  proof  is  on  the  landlord. 

(c)  Procedure  for  Landlord  Petitioners. 

(1)  Filing.  The  request  for  arbitration  must  be  filed  on  a petition  form  pre- 
scribed by  the  Board  and  shall  be  accompanied  by  such  supporting  material  as  the 
Board  shall  prescribe,  including  but  not  limited  to.  Justification  for  the  proposed  rental 
increase. 

(2)  Filing  Date.  The  petition  must  be  filed  prior  to  the  mailing  or  delivering 
to  the  tenant  or  tenants  legal  notice  of  the  rental  increase  exceeding  the  limitations 
as  defined  in  Section  37.3. 

(3)  Effect  of  Timely  Filing  of  Petition.  Provided  a completed  petition  is  timely 
filed,  that  portion  of  the  requested  rental  increase  which  exceeds  the  limitations  set 
forth  in  Section  37.3  and  has  not  been  certified  as  a justifiable  increase  in  accordance 
with  Section  37.7  is  inoperative  until  such  time  as  the  hearing  officer  makes  findings 
of  fact  at  the  conclusion  of  the  arbitration  hearing. 

(4)  Notice  to  Parties.  The  Board  shall  calendar  the  petition  for  hearing  before 
a designated  hearing  officer  and  shall  give  written  notice  of  the  date  to  the  parties  at 
least  10  days  prior  to  the  hearing. 

(d)  Procedure  for  Tenant  Petitioners. 

(1)  Filing;  Limitation.  The  request  for  arbitration  must  be  filed  on  a petition 
form  prescribed  by  the  Board  and  must  be  accompanied  by  such  supporting  material 
as  the  Board  shall  prescribe,  including  but  not  limited  to,  a copy  of  the  landlord’s 
notice  of  rent  increase.  If  the  tenant  petitioner  has  received  certification  findings 
regarding  his  rental  unit  in  accordance  with  Section  37.7,  such  findings  must  accompa- 
ny the  petition.  If  the  tenant  petitioner  has  received  a notification  from  the  Chief 
Administrative  Officer  with  respect  to  base  rent  and  amortization  of  a RAP  loan,  such 
notification  must  accompany  the  petition.  Tenant  petitions  regarding  the  gas  and 
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electricity  passthrough  must  be  filed  within  one  year  of  the  effective  date  of  the  pass- 
through or  within  one  year  of  the  date  the  passthrough  was  required  to  be  recalculated 
pursuant  to  rules  and  regulations  promulgated  by  the  Board.  Tenant  petitions  regarding 
the  bond  passthrough  described  in  Section  37.3(a)(6)  must  be  filed  within  one  year 
of  the  effective  date  of  the  passthrough. 

(2)  Notice  to  Parties.  The  Board  shall  calendar  the  petition  for  hearing  before 
a designated  hearing  officer  and  shall  give  written  notice  of  the  date  to  the  parties  at 
least  10  days  prior  to  the  hearing.  Responses  to  a petition  for  hearing  may  be 
submitted  in  writing. 

(e)  Hearings. 

(1)  Time  of  Hearing.  The  hearing  shall  be  held  within  45  days  of  the  filing 
of  the  petition.  The  level  of  housing  services  provided  to  tenants’  rental  units  shall 
not  be  decreased  during  the  period  between  the  filing  of  the  petition  and  the  conclu- 
sion of  the  hearing. 

(2)  Consolidation.  To  the  greatest  extent  possible,  hearings  with  respect  to  a 
given  building  shall  be  consolidated. 

(3)  Conduct  of  Hearing.  The  hearing  shall  be  conducted  by  a hearing  officer 
designated  by  the  Board.  Both  parties  may  offer  such  documents,  testimony,  written 
declarations  or  other  evidence  as  may  be  pertinent  to  the  proceedings.  A record  of 
the  proceedings  must  be  maintained  for  purposes  of  appeal. 

(4)  Determination  of  the  Hearing  Officer:  Rental  Units.  Based  upon  the 
evidence  presented  at  the  hearing  and  upon  such  relevant  factors  as  the  Board  shall 
determine,  the  hearing  officer  shall  make  findings  as  to  whether  or  not  the  landlord’s 
proposed  rental  increase  exceeding  the  limitations  set  forth  in  Section  37.3  is  justified 
or  whether  or  not  the  landlord  has  effected  a rent  increase  through  a reduction  in 
services  or  has  failed  to  perform  ordinary  repair  and  maintenance  as  required  by  State 
or  local  law;  and  provided  further  that,  where  a landlord  has  imposed  a passthrough 
for  property  taxes  pursuant  to  Section  37.3(6)(D),  the  same  increase  in  property  taxes 
shall  not  be  included  in  the  calculation  of  increased  operating  and  maintenance 
expenses  pursuant  to  this  Subsection  (4).  In  making  such  findings,  the  hearing  officer 
shall  take  into  consideration  the  following  factors: 

(A)  Increases  or  decreases  in  operating  and  maintenance  expenses,  including, 
but  not  limited  to,  real  estate  taxes,  sewer  service  charges,  janitorial  service,  refuse 
removal,  elevator  service,  security  system,  and  debt  service;  provided,  however,  when 
a unit  is  purchased  after  the  effective  date  of  this  ordinance,  and  this  purchase  occurs 
within  two  years  of  the  date  of  the  previous  purchase,  consideration  shall  not  be  given 
to  that  portion  of  increased  debt  service  which  has  resulted  from  a selling  price  which 
exceeds  the  seller’s  purchase  price  by  more  than  the  percentage  increase  in  the 
“Consumer  Price  Index  for  All  Urban  Consumers  for  Ae  San  Francisco-Oakland 
Metropolitan  Area,  U.S.  Department  of  Labor’’  between  the  date  of  previous  purchase 
and  the  date  of  the  current  sde,  plus  the  cost  of  capital  improvements  or  rehabilitation 
work  made  or  performed  by  the  seller. 

(B)  The  past  history  of  increases  in  the  rent  for  the  unit  and  the  comparison  of 
the  rent  for  the  unit  with  rents  for  comparable  units  in  the  same  general  area. 

(C)  Any  findings  which  have  been  made  pursuant  to  Section  37.7  with  respect 
to  the  unit. 

(D)  Failure  to  perform  ordinary  repair,  replacement  and  maintenance  in  compli- 
ance with  applicable  State  and  local  law. 


AD-719 


(9-98) 


Section  37.8 


San  Francisco  Administrative  Code 


(E)  Any  other  such  relevant  factors  as  the  Board  shall  specify  in  rules  and 
regulations. 

(5)  Determination  of  the  Hearing  OflTicer:  RAP  Rental  Units. 

(A)  RAP  Rental  Units  in  RAP  Areas  Designated  Prior  to  July  1, 1977.  The 
hearing  officer  shall  make  findings  as  to  whether  or  not  the  noticed  or  proposed  rental 
increase  exceeds  the  rent  increase  limitations  set  forth  in  Section  32.73  of  the  San 
Francisco  Administrative  Code.  In  making  such  findings,  the  hearing  officer  shall 
apply  the  rent  increase  limitations  set  forth  in  Chapter  32  of  the  San  Francisco  Admin- 
istrative Code  and  all  rules  and  regulations  promulgated  pursuant  thereto.  The  hearing 
officer  shall  consider  the  evidence  presented  at  the  hearing.  The  burden  of  proof  shall 
be  on  the  landlord. 

(B)  RAP  Rental  Units  in  RAP  Areas  Designated  On  or  After  July  1, 1977. 

The  hearing  officer  shall  make  findings  with  respect  to  rent  increases  exceeding  the 
limitations  as  set  forth  in  Section  37.3  of  this  Chapter.  In  making  such  findings,  the 
hearing  officer  shall  take  into  consideration  the  factors  set  forth  in  Subsection  (4) 
above  and  shall  consider  evidence  presented  at  the  hearing.  The  burden  of  proof  is 
on  the  landlord. 

(6)  Findings  of  Fact.  The  hearing  officer  shall  make  written  findings  of  fact, 
copies  of  which  shall  be  mailed  to  the  parties  within  30  days  of  the  hearing. 

(7)  Payment  or  Refund  of  Rents  to  Implement  Arbitration  Decision.  Upon 
finding  that  all  or  any  portion  of  the  rent  increase  is  or  is  not  justified,  or  that  any 
nonconforming  rent  increase  is  null  and  void,  the  hearing  officer  may  order  payment 
or  refund  of  all  or  a portion  of  that  cumulative  amount  within  15  days  of  the  mailing 
of  the  findings  of  fact  or  may  order  the  amount  added  to  or  offset  against  future  rents; 
provided,  however,  that  any  such  order  shall  be  stayed  if  an  appeal  is  timely  filed  by 
the  aggrieved  party.  The  hearing  officer  may  order  refunds  of  rent  overpayments 
resulting  from  rent  increases  which  are  null  and  void  for  no  more  than  the  three-year 
period  preceding  the  month  of  the  filing  of  a landlord  or  tenant  petition,  plus  the 
period  between  the  month  of  filing  and  the  date  of  the  hearing  officer’s  decision.  In 
any  case,  calculation  of  rent  overpayments  and  re-setting  of  the  lawful  base  rent  shall 
be  based  on  a determination  of  the  validity  of  all  rent  increases  imposed  since  April 
1,  1982,  in  accordance  with  Sections  37.3(b)(5)  and  37.3(a)(2)  above. 

(8)  Finality  of  Hearing  Officer’s  Decision.  The  decision  of  the  hearing  officer 
shall  be  final  unless  the  Board  vacates  his  decision  on  appeal. 

(f)  Appeals. 

(1)  Time  and  Manner.  Any  appeal  to  the  Board  from  the  determination  of  the 
hearing  officer  must  be  made  within  15  calendar  days  of  the  mailing  of  the  findings 
of  fact  unless  such  time  limit  is  extended  by  the  Board  upon  a showing  of  good  cause. 
If  the  fifteenth  day  falls  on  a Saturday,  Sunday  or  legal  holiday,  the  appeal  may  be 
filed  with  the  Board  on  the  next  business  day.  The  appeal  shall  be  in  writing  and  must 
state  why  appellant  believes  there  was  either  error  or  abuse  of  discretion  on  the  part 
of  the  hearing  officer.  The  filing  of  an  appeal  will  stay  only  that  portion  of  any 
hearing  officer’s  decision  which  permits  payment,  refund,  offsetting  or  adding  rent. 

(2)  Record  on  Appeal.  Upon  receipt  of  an  appeal,  the  entire  administrative 
record  of  the  matter,  including  the  appeal,  shall  be  filed  with  the  Board. 

(3)  Appeals.  The  Board  shall,  in  its  discretion,  hear  appeals.  In  deciding 
whether  or  not  to  hear  a given  appeal,  the  Board  shall  consider,  among  other  factors, 
fairness  to  the  parties,  hardship  to  either  party,  and  promoting  the  policies  and 
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purposes  of  this  Chapter,  in  addition  to  any  written  comments  submitted  by  the 
hearing  officer  whose  decision  is  being  challenged.  The  Board  may  also  review  other 
material  from  the  administrative  record  of  the  matter  as  it  deems  necessary.  A vote 
of  three  members  shall  be  required  in  order  for  an  appeal  to  be  heard. 

(4)  Remand  to  Hearing  Officer  without  Appeal  Hearing.  In  those  cases 
where  the  Board  is  able  to  determine  on  the  basis  of  the  documents  before  it  that  the 
hearing  officer  has  erred,  the  Board  may  remand  the  case  for  further  hearing  in 
accordance  with  its  instructions  without  conducting  an  appeal  hearing.  Both  parties 
shall  be  notified  as  to  the  time  of  the  re-hearing,  which  sh^l  be  conducted  within  30 
days  of  remanding  by  the  Board.  In  those  cases  where  the  Board  is  able  to  determine 
on  the  basis  of  the  documents  before  it  that  the  hearing  officer’s  findings  contain 
numerical  or  clerical  inaccuracies,  or  require  clarification,  the  Board  may  continue 
the  hearing  for  purposes  of  re-referring  the  case  to  said  hearing  officer  in  order  to 
correct  the  findings. 

(5)  Time  of  Appeal  Hearing;  Notice  to  Parties.  Appeals  accepted  by  the 
Board  shall  be  heard  within  45  days  of  the  filing  of  an  appeal.  Within  30  days  of  the 
filing  of  an  appeal,  both  parties  shall  be  notified  in  writing  as  to  whether  or  not  the 
appeal  has  been  accepted.  If  the  appeal  has  been  accepted,  the  notice  shall  state  the 
time  of  the  hearing  and  the  nature  of  the  hearing.  Such  notice  must  be  mailed  at  least 
10  days  prior  to  the  hearing. 

(6)  Appeal  Hearing;  Decision  of  the  Board.  At  the  appeal  hearing,  both 
appellant  and  respondent  shall  have  an  opportunity  to  present  oral  testimony  and 
written  documents  in  support  of  their  positions.  After  such  hearing  and  after  any 
further  investigation  which  the  Board  may  deem  necessary  the  Board  may,  upon 
hearing  the  appeal,  affirm,  reverse  or  modify  the  hearing  officer’s  decision  or  may 
remand  the  case  for  further  hearing  in  accordance  with  its  findings.  The  Board’s 
decision  must  be  rendered  within  45  days  of  the  hearing  and  the  parties  must  be 
notified  of  such  decision. 

(7)  Notification  of  the  Parties.  In  accordance  with  item  (6)  above,  parties  shall 
receive  written  notice  of  the  decision.  The  notice  shall  state  that  this  decision  is  final. 

(8)  Effective  Date  of  Appeal  Decisions.  Appeal  decisions  are  effective  on  the 
date  mailed  to  the  parties;  provided,  however,  that  that  portion  of  any  decision  which 
orders  payment,  refund,  offsetting  or  adding  rent  shall  become  effective  30  calendar 
days  after  it  is  mailed  to  the  parties  unless  a stay  of  execution  is  granted  by  a court 
of  competent  jurisdiction. 

(9)  Limitation  of  Actions.  A landlord  or  tenant  aggrieved  by  any  decision  of 
the  Board  must  seek  judicial  review  within  90  calendar  days  of  the  date  of  mailing 
of  the  decision.  (Amended  by  Ord.  435-86,  App.  11/10/86;  Ord.  278-89,  App.  8/2/89; 
Ord.  127-91,  App.  4/2/91;  Ord.  132-92,  App.  5/21/92;  Ord.  179-92,  App.  6/22/92; 
Ord.  162-93,  App.  5/28/93;  Ord.  363-93,  App.  11/18/93;  Ord.  179-98,  App.  5/29/98) 

SEC.  37.8A.  EXPEDITED  HEARING  PROCEDURES.  As  an  alternative  to 
the  hearing  procedures  set  forth  in  Sections  37.7(g)  and  37.8(e)  above,  a landlord  or 
tenant  may,  in  certain  cases,  obtain  an  expedited  hearing  and  final  order  with  the 
written  consent  of  all  parties.  This  Section  contains  the  exclusive  grounds  and 
procedures  for  such  hearings. 
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(a)  Applicability.  A tenant  or  landlord  may  seek  an  expedited  hearing  for  the 
following  petitions  only: 

(1)  Any  landlord  capital  improvement  petition  where  the  proposed  increase  for 
certified  capital  improvement  costs  does  not  exceed  the  greater  of  10  percent  or  S30 
of  a tenant’s  base  rent  and  the  parties  stipulate  to  the  cost  of  the  capital  improvements: 

(2)  Any  tenant  petition  alleging  decreased  housing  services  with  a past  value 
not  exceeding  SI, 000  as  of  the  date  the  petition  is  filed; 

(3)  Any  tenant  petition  alleging  the  landlord’s  failure  to  repair  and  maintain 
the  premises  as  required  by  state  or  local  law; 

(4)  Any  tenant  petition  alleging  unlawful  rent  increases  where  the  parties 
stipulate  to  the  tenant’s  rent  history  and  the  rent  overpayments  do  not  exceed  a total 
of  $1,000  as  of  the  date  the  petition  is  filed; 

(5)  Any  petition  concerning  jurisdictional  questions  where  the  parties  stipulate 
to  the  relevant  facts. 

(b)  Hearing  Procedures.  The  petition  application  procedures  of  Section  37.7(f) 
and  Section  37.8(c)  and  (d)  apply  to  petitions  for  expedited  hearings.  The  hearings 
shall  be  conducted  according  to  the  following  procedures; 

(1)  Time  of  Hearing.  The  hearing  must  be  held  within  21  days  of  the  filing 
of  the  written  consent  of  all  the  parties.  The  level  of  housing  services  provided  to 
tenants’  rental  units  shall  not  be  decreased  during  the  period  between  the  filing  of  the 
petition  and  the  conclusion  of  the  hearing. 

(2)  Consolidation.  To  the  greatest  extent  possible,  and  only  with  the  consent 
of  the  parties,  hearings  with  respect  to  a given  building  shall  be  consolidated. 

(3)  Conduct  of  Hearing.  The  hearing  shall  be  conducted  by  a hearing  officer 
designated  by  the  Board.  Both  parties  may  offer  such  documents,  testimony,  written 
declarations  or  other  evidence  as  may  be  pertinent  to  the  proceedings.  Stipulations 
of  the  parties  as  required  under  Section  37.8A(b)(l),  (b)(4)  and  (b)(5)  shall  be  required 
as  evidence.  Burden  of  proof  requirements  set  forth  in  Sections  37.7  and  37.8  are 
applicable  to  the  hearing  categories  in  Section  37.8A(b)  above.  No  record  of  the 
hearing  shall  be  maintained  for  any  purpose. 

(4)  Order  of  the  Hearing  Officer.  Based  upon  all  criteria  set  forth  in  Sections 
37.7(4)  and  37.8(e)(4)  governing  the  petition,  the  hearing  officer  shall  make  a written 
order  no  later  than  10  days  after  the  hearing.  The  hearing  officer  shall  make  no 
findings  of  fact.  The  hearing  officer  shall  order  payment  or  refund  of  amounts  owing 
to  a party  or  parties,  if  amounts  are  owed,  within  a period  of  time  not  to  exceed  45 
days. 

(5)  Stay  of  Order.  The  hearing  officer’s  order  shall  be  stayed  for  15  days  from 
the  date  of  issuance.  During  this  period,  either  party  may  lodge  a written  objection 
to  the  order  with  the  Board.  If  the  Board  receives  such  objection  within  this  period, 
the  order  is  automatically  dissolved  and  the  petitioning  party  may  refile  the  petition 
for  hearing  under  any  other  appropriate  hearing  procedure  set  forth  in  this  chapter. 

(6)  Finality  of  Hearing  Officer’s  Order.  If  no  objection  to  the  hearing 
officer’s  order  is  made  pursuant  to  Subsection  (c)(5)  above,  the  order  becomes  final. 
The  order  is  not  subject  to  appeal  to  the  Board  under  Section  37.8(f)  nor  is  it  subject 
to  judicial  review  pursuant  to  Section  37.8(f)(9).  (Added  by  Ord.  133-92.  App. 
5/21/92) 
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SEC.  37.8B.  EXPEDITED  HEARING  AND  APPEAL  PROCEDURES  FOR 
CAPITAL  IMPROVEMENTS  RESULTING  FROM  SEISMIC  WORK  ON 
UNREINFORCED  MASONRY  BUILDINGS  PURSUANT  TO  BUILDING  CODE 
CHAPTERS  14  AND  15  WHERE  LANDLORDS  PERFORMED  THE  WORK 
WITH  A UMB  BOND  LOAN.  This  section  contains  the  exclusive  procedures  for 
all  hearings  concerning  certification  of  the  above-described  capital  improvements. 
Landlords  who  perform  such  work  without  a UMB  bond  loan  are  subject  to  the  capital 
improvement  certification  procedures  set  forth  in  Section  37.7  above, 

(a)  Requirements  for  Certification.  The  landlord  must  have  completed  the 
capital  improvements  in  compliance  with  the  requirements  of  Building  Code  Chapters 
14  and  15.  The  certification  requirements  of  Section  37.7(b)(2)  and  (b)(3)  are  also 
applicable. 

(b)  Amortization  and  Cost  Allocation;  Interest.  Costs  shall  be  equally 
allocated  to  each  unit  and  amortized  over  a 10-year  period  or  the  life  of  any  loan 
acquired  for  the  capital  improvements,  whichever  is  longer.  Interest  shall  be  limited 
to  the  actual  interest  rate  charged  on  the  loan  and  in  no  event  shall  exceed  10  percent 
per  year. 

(c)  Eligible  Items;  Costs.  Only  those  items  required  in  order  to  comply  with 
Building  Code  Chapters  14  and  15  may  be  certified.  The  allowable  cost  of  such  items 
may  not  exceed  the  costs  set  forth  in  the  Mayor’s  Office  of  Economic  Planning  and 
Development’s  publication  of  estimated  cost  ranges  for  bolts  plus  retrofitting  by 
building  prototype  and/or  categories  of  eligible  construction  activities, 

(d)  Hearing  Procedures.  The  application  procedmes  of  Section  37.7(f)  apply 
to  petitions  for  these  expedited  capital  improvement  hearings;  provided,  however,  that 
the  landlord  shall  pay  no  filing  fee  since  the  Board  will  not  hire  an  estimator.  The 
hearings  shall  be  conducted  according  to  the  following  conducted  according  to  the 
following  procedures: 

(1)  Time  of  Hearing;  Consolidation;  Conduct  of  Hearing.  The  hearing  must 
be  held  within  21  days  of  the  filing  of  the  application.  The  consolidation  and  hearing 
conduct  procedures  of  Section  37.7(g)(2)  and  (g)(3)  apply. 

(2)  Determination  of  Hearing  Officer.  In  accordance  with  the  requirements 
of  this  section,  the  hearing  officer  shall  make  findings  aTTo  whether  or  not  the 
proposed  rent  increases  are  Justified  based  upon  the  following  considerations: 

(A)  The  application  and  its  supporting  documentation; 

(B)  Evidence  presented  at  the  hearing  establishing  both  the  extent  and  the  cost 
of  the  work  performed:  and 

(C)  The  Mayor’s  Office  of  Planning  and  Economic  Development’s  bolts  plus 
cost  range  publication:  and 

(D)  Tenant  objections  that  the  work  has  not  been  completed:  and 

(E)  Any  other  such  relevant  factors  as  the  Board  shall  specify  in  rules  and 
regulations. 

(3)  Findings  of  Fact;  Effect  of  Decision.  The  hearing  officer  shall  make  written 
findings  of  fact,  copies  of  which  shall  be  mailed  within  21  days  of  the  hearing.  The 
decision  of  the  hearing  officer  is  final  unless  the  Board  vacates  it  on  appeal. 

(e)  Appeals.  Either  party  may  appeal  the  hearing  officer’s  decisions  in  accor- 
dance with  the  requirements  of  Section  37.8(f)(1),  (f)(2)  and  (f)(3).  The  Board  shall 
decide  whether  or  not  to  accept  an  appeal  within  21  days. 
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(1)  Time  of  Appeal  Hearing;  Notice  to  Parties;  Record;  Conduct  of  Hearing. 

The  appeal  procedures  of  Section  37.8(f)(5),  (f)(6),  (f)(7),  (0(8)  and  (f)(9)  apply; 
provided,  however,  that  the  Board’s  decision  shall  be  rendered  within  20  days  of  the 
hearing. 

(2)  Rent  Increases.  A landlord  may  not  impose  any  rent  increase  approved  by 
the  Board  on  appeal  without  at  least  60  days’  notice  to  the  tenants.  (Added  by  Ord. 
221-92,  App.  7/14/92) 

SEC.  37.9.  EVICTIONS.  Notwithstanding  Section  37.3,  this  Section  shall 
apply  as  of  August  24,  1980,  to  all  landlords  and  tenants  of  rental  units  as  defined 
in  Section  37.2(r). 

(а)  A landlord  shall  not  endeavor  to  recover  possession  of  a rental  unit  unless: 

(1)  The  tenant  has  failed  to  pay  the  rent  to  which  the  landlord  is  lawfully 
entitled  under  the  oral  or  written  agreement  between  the  tenant  and  landlord  or 
habitually  pays  the  rent  late  or  gives  checks  which  are  frequently  returned  because 
there  are  insufficient  funds  in  the  checking  account;  or 

(2)  The  tenant  has  violated  a lawful  obligation  or  covenant  of  tenancy  other  than 
the  obligation  to  surrender  possession  upon  proper  notice  and  failure  to  cure  such 
violation  after  having  received  written  notice  thereof  from  the  landlord;  or 

(3)  The  tenant  is  committing  or  permitting  to  exist  a nuisance  in,  or  is  causing 
substantial  damage  to,  the  rental  unit,  or  is  creating  a substantial  interference  with  the 
comfort,  safety  or  enjoyment  of  the  landlord  or  tenants  in  the  building,  and  the  nature 
of  such  nuisance,  damage  or  interference  is  specifically  stated  by  the  landlord  in 
writing  as  required  by  Section  37.9(c);  or 

(4)  The  tenant  is  using  or  permitting  a rental  unit  to  be  used  for  any  illegal 
purpose;  or 

(5)  The  tenant,  who  had  an  oral  or  written  agreement  with  the  landlord  which 
has  terminated,  has  refused  after  written  request  or  demand  by  the  landlord  to  execute 
a written  extension  or  renewal  thereof  for  a further  term  of  like  duration  and  under 
such  terms  which  are  materially  the  same  as  in  the  previous  agreement;  provided,  that 
such  terms  do  not  conflict  with  any  of  the  provisions  of  this  Chapter;  or 

(б)  The  tenant  has,  after  written  notice  to  cease,  refused  the  landlord  access  to 
the  rental  unit  as  required  by  State  or  local  law;  or 

(7)  The  tenant  holding  at  the  end  of  the  term  of  the  oral  or  written  agreement 
is  a subtenant  not  approved  by  the  landlord;  or 

(8)  The  landlord  seeks  to  recover  possession  in  good  faith,  without  ulterior 
reasons  and  with  honest  intent: 

(i)  For  the  landlord’s  use  or  occupancy  as  his  or  her  principal  residence  for  a 
period  of  at  least  36  continuous  months; 

(ii)  For  the  use  or  occupancy  of  the  landlord’s  grandparents,  grandchildren, 
parents,  children,  brother  or  sister,  or  the  landlord’s  spouse,  or  the  spouses  of  such 
relations,  as  their  principal  place  of  residency  for  a period  of  at  least  36  months,  in 
the  same  building  in  which  the  landlord  resides  as  his  or  her  principal  place  of 
residency,  or  in  a building  in  which  the  landlord  is  simultaneously  seeking  possession 
of  a rental  unit  under  Section  37.9(a)(8)(i).  For  purposes  of  this  Section  37.9(a)(8)(ii), 
the  term  spouse  shall  include  domestic  partners  as  defined  in  San  Francisco  Adminis- 
trative Code  Sections  62.1  through  62.8. 
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(iii)  For  purposes  of  this  Section  37.9(a)(8)  only,  as  to  landlords  who  become 
owners  of  record  of  the  rental  unit  on  or  before  February  21,  1991,  the  term  “land- 
lord” shall  be  defined  as  an  owner  of  record  of  at  least  10  percent  interest  in  the 
property  or,  for  Section  37.9(a)(8)(i)  only,  two  individuals  registered  as  domestic 
partners  as  defined  in  San  Francisco  Administrative  Code  Sections  62.1  through  62.8 
whose  combined  ownership  of  record  is  at  least  10  percent.  For  purposes  of  this 
Section  37.9(a)(8)  only,  as  to  landlords  who  become  owners  of  record  of  the  rental 
unit  after  February  21,  1991,  the  term  “landlord”  shall  be  defined  as  an  owner  of 
record  of  at  least  25  percent  interest  in  the  property  or,  for  Section  37.9(a)(8)(i)  only, 
two  individuals  registered  as  domestic  partners  as  defined  in  San  Francisco  Adminis- 
trative Code  Sections  62.1  through  62.8  whose  combined  ownership  of  record  is  at 
least  25  percent. 

(iv)  A landlord  may  not  recover  possession  under  this  Section  37.9(a)(8)  if  a 
comparable  unit  owned  by  the  landlord  is  already  vacant  and  is  available,  or  if  such 
a unit  becomes  vacant  and  available  before  the  recovery  of  possession  of  the  unit.  If 
a comparable  unit  does  become  vacant  and  available  before  the  recovery  of  posses- 
sion, the  landlord  shall  rescind  the  notice  to  vacate  and  dismiss  any  action  filed  to 
recover  possession  of  the  premises.  Provided  further,  if  a noncomparable  unit  becomes 
available  before  the  recovery  of  possession,  the  landlord  shall  offer  that  unit  to  the 
tenant  at  a rent  based  on  the  rent  that  the  tenant  is  paying,  with  upward  or  downward 
adjustments  allowed  based  upon  the  condition,  size,  and  other  amenities  of  the 
replacement  unit.  Disputes  concerning  the  initial  rent  for  the  replacement  unit  shall 
be  determined  by  the  Rent  Board.  It  shall  be  evidence  of  a lack  of  good  faith  if  a 
landlord  times  the  service  of  the  notice,  or  the  filing  of  an  action  to  recover  posses- 
sion, so  as  to  avoid  moving  into  a comparable  unit,  or  to  avoid  offering  a tenant  a 
replacement  unit. 

(v)  It  shall  be  rebuttably  presumed  that  the  landlord  has  not  acted  in  good  faith 
if  the  landlord  or  relative  for  whom  the  tenant  was  evicted  does  not  move  into  the 
rental  unit  within  three  months  and  occupy  said  unit  as  that  person’s  principal 
residence  for  a minimum  of  36  continuous  months. 

(vi)  Once  a landlord  has  successfully  recovered  possession  of  a rental  unit 
pursuant  to  Section  37.9(a)(8)(i),  then  no  other  current  or  future  landlords  may  recover 
possession  of  any  other  rental  unit  in  the  building  under  Section  37.9(a)(8)(i).  It  is 
the  intention  of  this  Section  that  only  one  specific  unit  per  building  may  be  used  for 
such  occupancy  under  Section  37.9(a)(8)(i)  and  that  once  a unit  is  used  for  such 
occupancy,  all  future  occupancies  under  Section  37.9(a)(8)(i)  must  be  of  that  same 
unit,  provided  that  a landlord  may  file  a petition  with  the  Rent  Board,  or  at  the 
landlord’s  option,  commence  eviction  proceedings,  claiming  that  disability  or  other 
similar  hardship  prevents  him  or  her  from  occupying  a unit  which  was  previously 
occupied  by  the  landlord. 

(vii)  If  any  provision  or  clause  of  this  amendment  to  Section  37.9(a)(8)  or  the 
application  thereof  to  any  person  or  circumstance  is  held  to  be  unconstitutional  or  to 
be  otherwise  invalid  by  any  court  of  competent  jurisdiction,  such  invalidity  shall  not 
affect  other  chapter  provisions,  and  clauses  of  this  Chapter  are  held  to  be  severable; 
or 
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(9)  The  landlord  seeks  to  recover  possession  in  good  faith  in  order  to  sell  the 
unit  in  accordance  with  a condominium  conversion  approved  under  the  San  Francisco 
subdivision  ordinance  and  does  so  without  ulterior  reasons  and  with  honest  intent; 
or 

(10)  The  landlord  seeks  to  recover  possession  in  good  faith  in  order  to  demolish 
or  to  otherwise  permanently  remove  the  rental  unit  from  housing  use  and  has  obtained 
all  the  necessary  permits  on  or  before  the  date  upon  which  notice  to  vacate  is  given, 
and  does  so  without  ulterior  reasons  and  with  honest  intent;  provided  that  a landlord 
who  seeks  to  demolish  an  unreinforced  masonry  building  pursuant  to  Building  Code 
Chapters  14  and  15  must  provide  the  tenant  with  the  relocation  assistance  specified 
in  Section  37.9A(f)  below  prior  to  the  tenant's  vacating  the  premises;  or 

(11)  The  landlord  seeks  in  good  faith  to  remove  temporarily  the  unit  from 
housing  use  in  order  to  be  able  to  carry  out  capital  improvements  or  rehabilitation 
work  and  has  obtained  all  the  necessary  permits  on  or  before  the  date  upon  which 
notice  to  vacate  is  given,  and  does  so  without  ulterior  reasons  and  with  honest  intent. 
Any  tenant  who  vacates  the  unit  under  such  circumstances  shall  have  the  right  to 
reoccupy  the  unit  at  the  prior  rent  adjusted  in  accordance  with  the  provisions  of  this 
Chapter.  The  tenant  will  vacate  the  unit  only  for  the  minimum  time  required  to  do 
the  work.  On  or  before  the  date  upon  which  notice  to  vacate  is  given,  the  landlord 
shall  advise  the  tenant  in  writing  that  the  rehabilitation  or  capital  improvement  plans 
are  on  file  with  the  Central  Permit  Bureau  of  the  Department  of  Public  Works  and 
that  arrangements  for  reviewing  such  plans  can  be  made  with  the  Central  Permit 
Bureau.  In  addition  to  the  above,  no  landlord  shall  endeavor  to  recover  possession 
of  any  unit  subject  to  a RAP  loan  as  set  forth  in  Section  37.2(m)  of  this  Chapter 
except  as  provided  in  Section  32.69  of  the  San  Francisco  Administrative  Code.  The 
tenant  shall  not  be  required  to  vacate  pursuant  to  this  Section  37.9(a)(l  1),  for  a period 
in  excess  of  three  months;  provided,  however,  that  such  time  period  may  be  extended 
by  the  Board  or  its  hearing  officers  upon  application  by  the  landlord.  The  Board  shall 
adopt  rules  and  regulations  to  implement  the  application  procedure.  Any  landlord  who 
seeks  to  recover  possession  under  this  Section  37.9(a)(ll)  shall  pay  the  tenant  actual 
costs  up  to  $1,000  for  moving  and  relocation  expenses  not  less  than  10  days  prior  to 
recovery  of  possession;  or 

(12)  The  landlord  seeks  to  recover  possession  in  good  faith  in  order  to  carry  out 
substantial  rehabilitation,  as  defined  in  Section  37.2(s),  and  has  obtained  all  the 
necessary  permits  on  or  before  the  date  upon  which  notice  to  vacate  is  given,  and  does 
so  without  ulterior  reasons  and  with  honest  intent.  Notwithstanding  the  above,  no 
landlord  shall  endeavor  to  recover  possession  of  any  unit  subject  to  a RAP  loan  as 
set  forth  in  Section  37.2(m)  of  this  Chapter  except  as  provided  in  Section  32.69  of 
the  San  Francisco  Administrative  Code;  or 

(13)  The  landlord,  who  does  not  have  cause  to  evict  under  any  other  provision 
of  this  Section  37.9(a),  wishes  to  withdraw  from  rent  or  lease  all  rental  units  within 
any  detached  physical  structure  and,  in  addition,  in  the  case  of  any  detached  physical 
structure  containing  three  or  fewer  rental  units,  any  other  rental  units  on  the  same  lot, 
and  complies  in  full  w'ith  Section  37. 9A  with  respect  to  each  such  unit;  provided, 
however,  that  a unit  classified  as  a residential  unit  under  Chapter  41  of  this  Code 
which  is  vacated  under  this  Section  37.9(a)(13)  may  not  be  put  to  any  use  other  than 
that  of  a residential  hotel  unit  without  compliance  with  the  provisions  of  Section  41.9 
of  this  Code;  or 
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(14)  The  landlord  seeks  in  good  faith  to  temporarily  recover  possession  of  the 
unit  for  less  than  30  days  solely  for  the  purpose  of  effecting  lead  remediation  or 
abatement  work,  as  required  by  San  Francisco  Health  Code  Article  26.  The  relocation 
rights  and  remedies,  established  by  San  Francisco  Administrative  Code  Chapter  72, 
including  but  not  limited  to,  the  payment  of  financial  relocation  assistance,  shall  apply 
to  evictions  under  this  Section  37.9(a)(14). 

(b)  A landlord  who  resides  in  the  same  rental  unit  with  his  or  her  tenant  may 
evict  said  tenant  without  just  cause  as  required  under  Section  37.9(a)  above. 

(c)  A landlord  shall  not  endeavor  to  recover  possession  of  a rental  unit  unless 
at  least  one  of  the  grounds  enumerated  in  Section  37.9(a)  or  (b)  above  is  the 
landlord’s  dominant  motive  for  recovering  possession  and  unless  the  landlord  informs 
the  tenant  in  writing  on  or  before  the  date  upon  which  notice  to  vacate  is  given  of 
the  grounds  under  which  possession  is  sought  and  that  advice  regarding  the  notice 
to  vacate  is  available  from  the  Residential  Rent  Stabilization  and  Arbitration  Board, 
before  endeavoring  to  recover  possession.  A copy  of  all  notices  to  vacate  except  three- 
day  notices  to  vacate  or  pay  rent  and  a copy  of  any  additional  written  documents 
informing  the  tenant  of  the  grounds  under  which  possession  is  sought  shall  be  filed 
with  the  Board  within  10  days  following  service  of  the  notice  to  vacate.  The  District 
Attorney  shall  determine  whether  the  units  set  forth  on  the  list  compiled  in  accordance 
with  Section  37.6(k)  are  still  being  occupied  by  the  tenant  who  succeeded  the  tenant 
upon  whom  the  notice  was  served.  In  cases  where  the  District  Attorney  determines 
that  Section  37.9(a)(8)  has  been  violated,  the  District  Attorney  shall  take  whatever 
action  he  deems  appropriate  under  this  Chapter  or  under  State  law. 

(d)  No  landlord  may  cause  a tenant  to  quit  involuntarily  or  threaten  to  bring 
any  action  to  recover  possession,  or  decrease  any  services,  or  increase  the  rent,  or  take 
any  other  action  where  the  landlord’s  dominant  motive  is  retaliation  for  the  tenant’s 
exercise  of  any  rights  under  the  law.  Such  retaliation  shall  be  a defense  to  any  action 
to  recover  possession.  In  an  action  to  recover  possession  of  a rental  unit,  proof  of  the 
exercise  by  the  tenant  of  rights  under  the  law  within  six  months  prior  to  the  alleged 
act  of  retaliation  shall  create  a rebuttable  presumption  that  the  landlord’s  act  was 
retaliatory. 

(e)  It  shall  be  unlawful  for  a landlord  or  any  other  person  who  wilfully  assists 
the  landlord  to  endeavor  to  recover  possession  or  to  evict  a tenant  except  as  provided 
in  Section  37.9(a)  and  (b).  Any  person  endeavoring  to  recover  possession  of  a rental 
unit  from  a tenant  or  evicting  a tenant  in  a manner  not  provided  for  in  Section  37.9(a) 
or  (b)  without  having  a substantial  basis  in  fact  for  the  eviction  as  provided  for  in 
Section  37.9(a)  shall  be  guilty  of  a misdemeanor  and  shall  be  subject,  upon  convic- 
tion, to  the  fines  and  penalties  set  forth  in  Section  37.10.  Any  waiver  by  a tenant  of 
rights  under  this  Chapter  shall  be  void  as  contrary  to  public  policy. 

(f)  Whenever  a landlord  wrongfully  endeavors  to  recover  possession  or  recovers 
possession  of  a rental  unit  in  violation  of  Sections  37.9  and/or  37.10  as  enacted  herein, 
the  tenant  or  Board  may  institute  a civil  proceeding  for  injunctive  relief,  money 
damages  of  not  less  than  three  times  actual  damages,  (including  damages  for  mental 
or  emotional  distress),  and  whatever  other  relief  the  court  deems  appropriate.  In  the 
case  of  an  award  of  damages  for  mental  or  emotional  distress,  said  award  shall  only 
be  trebled  if  the  trier  of  fact  finds  that  the  landlord  acted  in  knowing  violation  of  or 
in  reckless  disregard  of  Section  37.9  or  37.10A  herein.  The  prevailing  party  shall  be 
entitled  to  reasonable  attorney’s  fees  and  costs  pursuant  to  order  of  the  court.  The 
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remedy  available  under  this  Section  37.9(f)  shall  be  in  addition  to  any  other  existing 
remedies  which  may  be  available  to  the  tenant  or  the  Board. 

(g)  The  provisions  of  this  Section  37.9  shall  apply  to  any  rental  unit  as  defined 
in  Sections  37.2(r)(4)(A)  and  37.2(r)(4)(B),  including  where  a notice  to  vacate/quit 
any  such  rental  unit  has  been  served  as  of  the  effective  date  of  this  Ordinance  No. 
250-98  but  where  any  such  rental  unit  has  not  yet  been  vacated  or  an  unlawful 
detainer  judgment  has  not  been  issued  as  of  the  effective  date  of  this  Ordinance  No. 

■ 250-98. 

(h)  With  respect  to  rental  units  occupied  by  recipients  of  tenant-based  rental 
assistance,  the  notice  requirements  of  this  Section  37.9  shall  be  required  in  addition 
to  any  notice  required  as  part  of  the  tenant-based  rental  assistance  program,  including 
but  not  limited  to  the  notice  required  under  24  CFR  Section  982.31  l(e)(2)(ii). 

(i)  The  following  additional  provisions  shall  apply  to  a landlord  who  seeks  to 
recover  a rental  unit  by  utilizing  the  grounds  enumerated  in  Section  37.9(a)(8): 

( 1 ) A landlord  may  not  recover  possession  of  a unit  from  a tenant  under  Section 
37.9(a)(8)  if  the  landlord  has  or  receives  notice,  any  time  before  recovery  of  posses- 
sion, that  any  tenant  in  the  rental  unit: 

(A)  Is  60  years  of  age  or  older  and  has  been  residing  in  the  unit  for  10  years 
or  more;  or 

(B)  Is  disabled  within  the  meaning  of  Section  37.9(i)(l)(B)(i)  and  has  been 
residing  in  the  unit  for  10  years  or  more,  or  is  catastrophically  ill  within  the  meaning 
of  Section  37.9(i)(l)(B)(ii)  and  has  been  residing  in  the  unit  for  five  years  or  more: 

(1)  A “disabled”  tenant  is  defined  for  purposes  of  this  Section  37.9(i)(l)(B)  as 
a person  who  is  disabled  or  blind  within  the  meaning  of  the  federal  Supplemental 
Security  Income/Califomia  State  Supplemental  Program  (SSI/SSP),  and  who  is 
determined  by  SSI/SSP  to  qualify  for  that  program  or  who  satisfies  such  requirements 
through  any  other  method  of  determination  as  approved  by  the  Rent  Board; 

(ii)  A “catastrophically  ill”  tenant  is  defined  for  purposes  of  this  Section 
37.9(iXl)(B)  as  a person  who  is  disabled  as  defined  by  Section  37.9(i)(l)(B)(i),  and 
who  is  suffering  from  a life  threatening  illness  as  certified  by  his  or  her  primary  care 
physician. 

(2)  The  foregoing  provisions  of  Sections  37.9(i)(l)(A)  and  (B)  shall  not  apply 
where  there  is  only  one  rental  unit  owned  by  the  landlord  in  the  building,  or  where 
each  of  the  rental  units  owned  by  the  landlord  in  the  same  building  where  the  landlord 
resides  (except  the  unit  actually  occupied  by  the  landlord)  is  occupied  by  a tenant 
otherwise  protected  from  eviction  by  Sections  37.9(i)(l)(A)  or  (B)  and  where  the 
landlord’s  qualified  relative  who  will  move  into  the  unit  pursuant  to  Section  37.9(a)(8) 
is  60  years  of  age  or  older. 

(3)  The  provisions  established  by  this  Section  37.9(i)  include,  but  are  not 
limited  to,  any  rental  unit  where  a notice  to  vacate/quit  has  been  served  as  of  the  date 
this  amendment  takes  effect  but  where  the  rental  unit  has  not  yet  been  vacated  or  an 
unlawful  detainer  judgment  has  not  been  issued. 

(4)  Within  30  days  of  personal  service  by  the  landlord  of  a written  request,  or, 
at  the  landlord’s  option,  a notice  of  termination  of  tenancy  under  Section  37.9(a)(8), 
the  tenant  must  submit  a statement,  with  supporting  evidence,  to  the  landlord  if  the 
tenant  claims  to  be  a member  of  one  of  the  classes  protected  by  Section  37.9(i).  The 
written  request  or  notice  shall  contain  a warning  that  a tenant’s  failure  to  submit  a 
statement  within  the  30  day  period  shall  be  deemed  an  admission  that  the  tenant  is 
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not  protected  by  Section  37.9(i).  The  landlord  shall  file  a copy  of  the  request  or  notice 
with  the  Rent  Board  within  10  days  of  service  on  the  tenant.  A tenant’s  failure  to 
submit  a statement  within  the  30  day  period  shall  be  deemed  an  admission  that  the 
tenant  is  not  protected  by  Section  37.9(i).  A landlord  may  challenge  a tenant’s  claim 
of  protected  status  either  by  requesting  a hearing  with  the  Rent  Board  or,  at  the 
landlord’s  option,  through  commencement  of  eviction  proceedings,  including  service 
of  a notice  of  termination  of  tenancy.  In  the  Rent  Board  hearing  or  the  eviction  action, 
the  tenant  shall  have  the  burden  of  proof  to  show  protected  status.  No  civil  or  criminal 
liability  under  Section  37.9(e)  or  (f)  shall  be  imposed  upon  a landlord  for  either 
requesting  or  challenging  a tenant’s  claim  of  protected  status. 

(5)  This  Section  37.9(i)  is  severable  from  all  other  sections  and  shall  be  of  no 
force  or  effect  if  any  temporary  moratorium  on  owner/relative  evictions  adopted  by 
the  Board  of  Supervisors  after  June  1,  1998  and  before  October  31,  1998  has  been 
invalidated  by  the  courts  in  a final  decision.  (Amended  by  Ord.  7-87,  App.  1/15/87; 
Ord.  30-91,  App.  1/22/91;  Ord.  192-91,  App.  5/31/91;  Ord.  221-92,  App.  7/14/92; 
Ord.  405-96,  App.  10/21/96;  Ord.  482-97,  App.  12/30/97;  Ord.  239-98,  App.  7/17/98; 
Ord.  250-98,  App.  7/31/98;  Ord.  293-98,  App.  10/2/98;  amended  by  Proposition  G, 
11/3/98) 

SEC.  37.9A.  TENANT  RIGHTS  IN  CERTAIN  DISPLACEMENTS,  (a)  Rent 
Allowed.  Any  rental  unit  which  a tenant  vacates  after  receiving  a notice  to  quit  relying 
on  Section  37.9(a)(13),  if  again  offered  for  rent  or  lease  at  any  time,  must  be  offered 
at  a rent  not  greater  than  that  which  would  have  been  allowed  had  the  prior  tenant 
or  tenants  remained  in  continuous  occupancy  during  the  entire  period  of  the  vacancy. 
If  it  is  asserted  that  a rent  increase  or  increases  could  have  taken  place  during  the 
vacancy  in  question,  the  owner  shall  bear  the  burden  of  showing  by  a preponderance 
of  the  evidence  that  the  rent  could  have  been  legally  increased  during  the  period.  If 
it  is  asserted  that  the  increase  is  based  in  whole  or  part  on  capital  improvements, 
rehabilitation  or  substantial  rehabilitation,  the  owner  must  petition  the  Rent  Board 
pursuant  to  the  procedures  of  Section  37.7  of  this  Chapter.  No  increase  shall  be 
allowed  on  account  of  any  expense  incurred  in  connection  with  withdrawing  any  unit 
from  rent  or  lease. 

(b)  Treatment  of  Replacement  Units.  If  one  or  more  units  covered  by  Subsec- 
tion (a)  is  demolished,  and  one  or  more  new  units  qualifying  as  rental  units  under  this 
Chapter  but  for  the  date  on  which  they  first  receive  a certificate  of  final  completion 
and  occupancy  are  constructed  on  the  same  property,  and  offered  for  rent  or  lease 
within  five  years  of  the  date  the  last  of  the  original  units  became  vacant,  the  newly 
constructed  units  shall  be  offered  at  rents  not  greater  than  those  reasonably  calculated 
to  produce  a fair  and  reasonable  return  on  the  newly  constructed  units,  notwithstand- 
ing Section  37.2(r)(6)  or  any  other  provision  of  this  Chapter.  The  provisions  of  this 
Chapter  shall  thereafter  apply.  The  Board  shall  adopt  rules  for  determining  the  rents 
necessary  to  provide  a fair  and  reasonable  return. 

(c)  Rights  to  Re-Rent.  Any  owner  who  again  offers  for  rent  or  lease  any  unit 
covered  by  Subsection  (a)  shall  first  offer  the  unit  for  rent  or  lease  to  the  tenants  or 
lessees  displaced  from  the  unit  on  the  following  conditions: 

(1)  If  any  tenant  or  lessee  has  advised  the  owner  in  writing  within  30  days  of 
displacement  of  his  or  her  desire  to  consider  an  offer  to  renew  the  tenancy  and  has 
furnished  the  owner  with  an  address  to  which  that  offer  is  to  be  directed,  the  owner 
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must  make  such  an  offer  whenever  the  unit  is  again  offered  for  rent  or  lease.  That 
tenant,  lessee,  or  former  tenant  or  lessee  may  advise  the  owner  at  any  time  of  a 
change  of  address  to  which  an  offer  is  to  be  directed. 

(2)  If  the  offer  is  made  within  10  years  after  the  date  on  which  the  unit  became 
vacant,  the  owner  must  make  such  an  offer  whenever  the  tenant  or  lessee  requests  the 
offer  in  writing  within  30  days  after  the  owner  has  notified  the  City  of  an  intention 
to  offer  the  unit  again  for  residential  rent  or  lease  pursuant  to  Subsection  (g).  The 
owner  shall  be  liable  to  any  tenant  or  lessee  who  was  displaced  for  failure  to  comply 
with  this  Subsection  (2),  for  punitive  damages  in  an  amount  which  does  not  exceed 
the  contract  rent  for  six  months. 

(d) (1)  Acceptance  of  Re-Rental  Offer.  If  the  owner  again  offers  a rental  unit 
for  rent  or  lease,  and  any  former  tenant  or  lessee  has  advised  the  owner  pursuant  to 
Subsection  (c)  of  a desire  to  consider,  or  requested,  an  offer  to  renew  the  tenancy, 
then  the  owner  shall  offer  to  reinstitute  a rental  agreement  or  lease  at  rents  permitted 
under  Subsection  (a)  and  on  terms  equivalent  to  those  available  to  that  displaced 
tenant  or  lessee  prior  to  displacement.  This  offer  shall  be  deposited  in  the  United 
States  mail,  by  registered  or  certified  mail  with  postage  prepaid,  addressed  to  the 
displaced  tenant  or  lessee  at  the  address  furnished  to  the  owner  as  provided  in 
Subsection  (c)  and  shall  describe  the  terms  of  the  offer.  The  displaced  tenant  or  lessee 
shall  have  30  days  from  the  deposit  of  the  offer  in  the  mail  to  accept  the  offer  by 
personal  delivery  of  that  acceptance  or  by  deposit  of  the  acceptance  in  the  United 
States  mail  by  registered  or  certified  mail  with  postage  prepaid. 

(2)  If  more  than  one  tenant  or  lessee  attempts  to  accept  the  offer  for  a given 
unit,  the  landlord  shall  notify  each  tenant  or  lessee  so  accepting  that  other  acceptances 
have  been  received,  and  shall  further  advise  each  such  tenant  or  lessee  of  the  names 
and  addresses  of  the  others.  If  all  such  tenants  or  lessees  do  not  within  30  days 
thereafter  agree  and  notify  the  landlord  of  which  tenant(s)  or  lessee(s)  will  reoccupy 
the  unit,  the  tenant(s)  or  lessee(s)  who  first  occupied  the  unit  previously  shall  be 
entitled  to  accept  the  landlord’s  offer.  If  more  than  one  eligible  tenant  or  lessee 
initially  occupied  the  unit  on  the  same  date,  then  the  first  such  tenant  or  lessee  to  have 
origin^ly  sent  notice  accepting  the  landlord’s  offer  shall  be  entitled  to  occupy  the 
unit. 

(e)  Re-Rental  Within  One  Year.  If  a unit  covered  by  Subsection  (a)  is  offered 
for  rent  or  lease  within  one  year  after  it  became  vacant: 

(1)  The  owner  shall  be  liable  to  any  tenant  or  lessee  who  was  displaced  from 
the  property  for  actual  damages  which  were  the  proximate  result  of  that  displacement, 
as  defined  and  limited  by  the  standards  for  compensation  or  payments  applied  to 
public  entities  with  respect  to  rental  dwellings  by  Sections  7262  and  72W  of  the 
California  Government  Code,  and  for  punitive  damages  in  an  amount  which  does  not 
exceed  the  contract  rent  for  six  months.  Any  action  by  a tenant  or  lessee  pursuant  to 
this  paragraph  shall  be  brought  within  two  years  of  displacement.  However,  nothing 
in  this  paragraph  precludes  a tenant  from  pursuing  any  alternative  remedy  available 
under  the  law. 

(2)  The  City  may  institute  a civil  proceeding  against  the  owner  who  has  again 
offered  the  unit  for  rent  or  lease  for  exemplary  damages  for  displacement  of  tenants 
or  lessees.  The  exemplary  damages  shall  not  exceed  the  contract  rent  for  six  months 
for  any  unit  or  units  from  which  a tenant  or  lessee  was  displaced  by  withdrawal  of 
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the  unit  from  rent  or  lease.  Any  action  by  the  City  pursuant  to  this  paragraph  shall 
be  brought  within  three  years  of  the  withdrawal  of  the  unit  from  rent  or  lease. 

(f)  Payments  to  Low-Income,  Elderly  and  Disabled  Tenants.  Where  a 
landlord  seeks  eviction  based  upon  Section  37.9(a)(13),  the  relocation  payments 
described  in  this  Subsection  shall  be  limited  to  tenants  who  are  members  of  lower 
income  households,  who  are  elderly,  or  who  are  disabled,  as  defined  below. 

(1)  Tenants  who  are  members  of  lower  income  households,  as  defined  by 
Section  50079.5  of  the  California  Health  and  Safety  Code,  and  who  receive  a notice 
to  quit  based  upon  Section  37.9(a)(13),  in  addition  to  all  rights  under  any  other 
provisions  of  law,  shall  be  entitled  to  receive  before  vacating  the  premises  the 
following  sums: 

(A)  If  the  unit  is  a studio  (one  or  two  rooms),  $1,500;  or 

(B)  If  the  unit  is  a one-bedroom  (three  rooms),  $1,750;  or 

(C)  If  the  unit  contains  two  or  more  separate  bedrooms,  $2,500, 

(2)  With  respect  to  Subparagraphs  (1)(A) — (C)  above,  the  Mayor’s  Office  of 
Housing  or  its  successor  agency  shall  annually  determine  the  income  limits  for  lower 
income  households,  adjusted  for  household  size. 

(3)  Notwithstanding  Subsection  (1),  and  irrespective  of  the  size  of  the  unit,  any 
tenant  who  receives  a notice  to  quit  under  Section  37.9(a)(13)  and  who,  at  the  time 
such  notice  is  served,  is  62  years  of  age  or  older,  or  who  is  disabled  within  the 
meaning  of  Section  50072  of  tfie  California  Health  and  Safety  Code,  shall  be  entitled 
to  receive  $3,000. 

(4)  The  payments  due  pursuant  to  this  Subsection  (f)  for  any  unit  which  is 
occupied  by  more  than  one  tenant  shall  be  divided  equally  among  all  the  occupying 
tenants,  excluding  those  tenants  who  are  separately  entitled  to  payments  under 
Subsection  (f)(3)  above. 

(5)  Any  notice  to  quit  pursuant  to  Section  37.9(a)(13)  shall  notify  the  tenant 
or  tenants  concerned  of  the  right  to  receive  payment  under  this  Subsection  and  the 
amount  of  payment  which  the  landlord  believes  to  be  due. 

(g) (1)  Notice  to  Rent  Board.  Any  owner  who  intends  to  withdraw  from  rent 
or  lease  any  rental  unit  shall  notify  the  Board  in  writing  of  said  intention.  Said  notice 
shall  contain  statements,  under  penalty  of  perjury,  providing  information  on  the 
number  of  residential  units,  the  address  or  location  of  Aose  units,  the  name  or  names 
of  the  tenants  or  lessees  of  the  units,  and  the  rent  applicable  to  each  residential  rental 
unit.  Said  notice  shall  include  a certification  under  penalty  of  perjury  that  actions  have 
been  filed  as  required  by  law  to  terminate  all  existing  tenancies  in  the  structure  in 
question.  Information  respecting  the  name  or  names  of  the  tenants,  the  rent  applicable 
to  any  unit,  or  the  total  number  of  units,  is  confidential  and  shall  be  treated  as 
confidential  information  by  the  City  for  purposes  of  the  Information  Practices  Act  of 
1977,  as  contained  in  Chapter  1 (commencing  with  Section  1798)  of  Title  1.8  of  Part 
4 of  Division  3 of  the  Civil  Code.  The  City  shall,  to  the  extent  required  by  the 
preceding  sentence,  be  considered  an  “agency,”  as  defined  by  Subdivision  (d)  of 
Section  1798.3  of  the  Civil  Code. 

(2)  The  owner  shall  cause  to  be  recorded  with  the  County  Recorder  a memoran- 
dum of  the  notice  required  by  Subsection  (1)  summarizing  its  provisions,  other  than 
the  confidential  provisions,  in  substantially  the  following  form: 
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Memorandum  of  Notice 

Regarding  Withdrawal  of  Rental  Unit  From  Rent  or  Lease 

This  memorandum  evidences  that  the  undersigned,  as  the  owner  or  one  behalf 
of  the  owner,  of  the  property  described  in  Exhibit  A attached,  has  filed  a notice, 
whose  contents  are  certified  under  penalty  of  perjury,  stating  the  intent  to 
withdraw  from  rent  or  lease  all  units  subject  to  existing  tenancies  at  said 
property,  pursuant  to  San  Francisco  Administrative  Code  Section  37.9A(f). 


(Signature) 

(3)  Where  an  owner  satisfies  the  requirements  of  Subsections  (g)(1)  and  (g)(2), 
the  date  on  which  the  units  are  withdrawn  from  rent  or  lease  for  purposes  of  this 
Chapter  is  60  days  from  the  delivery  in  person  or  by  first-class  mail  of  the  notice  to 
the  public  entity. 

(4)  The  owner  shall  notify  any  tenant  or  lessee  to  be  displaced  that  the  City  has 
been  notified  pursuant  to  Subsection  (f)(1),  that  the  notice  specified  the  name  and  the 
amount  of  rent  paid  by  the  tenant  or  lessee  as  an  occupant  of  the  rental  unit,  and  of 
the  amount  of  rent  the  owner  specified  in  the  notice,  together  with  a notice  to  the 
tenant  or  lessee  of  his  or  her  rights  under  Subsection  (f)(1)  of  this  Section. 

(5)  The  owner  shall  notify  the  Board  in  writing  of  any  intention  to  again  offer 
for  rent  or  lease  any  rental  unit  as  to  which  notice  was  given  under  Subsection  (g)(1), 
or  which  is  covered  by  Subsection  (a). 

(h)  Successor  Owners.  The  provisions  of  this  Section  37. 9A  shall  apply  to  the 
owner  of  a rental  unit  at  the  time  displacement  of  a tenant  or  tenants  is  initiated  and 
to  any  successor  in  interest  of  the  owner,  subject  to  the  provisions  of  Chapter  12.75 
of  Division  7 of  Title  1 of  the  California  Government  Code. 

(i) (l)  Reports  Required.  Not  later  than  the  last  day  of  the  third  and  sixth 
calendar  months  following  the  month  in  which  notice  is  given  to  the  Board  under 
Subsection  (g)(1),  and  thereafter  not  later  than  December  31st  of  each  calendar  year 
for  a period  of  five  years,  beginning  with  the  year  in  which  the  six-month  notice  is 
given,  the  owner  of  any  property  which  contains  or  formerly  contained  one  or  more 
rental  units  which  a tenant  or  tenants  vacated  pursuant  to  Section  37.9(a)(13)  shall 
notify  the  Board,  in  writing,  under  penalty  of  perjury,  for  each  such  unit: 

(A)  Whether  the  unit  has  been  demolished; 

(B)  If  the  unit  has  not  been  demolished,  whether  it  is  in  use; 

(C)  If  it  is  in  use,  whether  it  is  in  residential  use; 

(D)  If  it  is  in  residential  use,  the  date  the  tenancy  began,  the  name  of  the 
tenant(s),  and  the  amount  of  rent  charged. 

If  the  unit  has  been  demolished,  and  one  or  more  new  units  constructed  on  the 
lot,  the  owner  shall  furnish  the  information  required  by  items  (B),  (C)  and  (D)  for 
each  new  unit.  The  Board  shall  maintain  a record  of  the  notice  received  under 
Subsection  (g)  and  all  notices  received  under  this  Section  for  each  unit  subject  to  this 
reporting  requirement. 

(2)  The  Board  shall  notify  each  person  who  is  reported  as  having  become  a 
tenant  in  a vacated  or  new  unit  subject  to  the  reporting  requirements  of  Subsection 
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(1)  that  it  maintains  the  records  described  in  Subsection  (1),  and  that  the  rent  of  the 
unit  may  be  restricted  pursuant  to  Subsection  (a)  of  this  Section. 

(j)  This  Section  37. 9A  is  enacted  principally  to  exercise  specific  authority 
provided  for  by  Chapter  12.75  of  Division  7 of  Title  1 of  the  California  Government 
Code  as  enacted  by  Stats.  1985,  Ch.  1509,  Section  1.  In  the  case  of  any  amendment 
to  Chapter  12.75  or  any  other  provision  of  State  law  which  amendment  is  inconsistent 
with  this  Section,  this  Section  shall  be  deemed  to  be  amended  to  be  consistent  with 
State  law,  and  to  the  extent  it  cannot  be  so  amended  shall  be  interpreted  to  be 
effective  as  previously  adopted  to  the  maximum  extent  possible.  (Added  by  Ord.  193- 
86,  App.  5/30/86;  amended  by  Ord.  320-94,  App.  9/15/94) 

SEC.  37.9B.  TENANT  RIGHTS  IN  EVICTIONS  UNDER  SECTION 
37.9(a)(8).  (a)  Any  rental  unit  which  a tenant  vacates  after  receiving  a notice  to  quit 
based  on  Section  37.9(a)(8),  and  which  is  subsequently  no  longer  occupied  as  a 
principal  residence  by  the  landlord  or  the  landlord’s  grandparent,  parent,  child, 
grandchild,  brother,  sister,  or  the  landlord’s  spouse,  or  the  spouses  of  such  relations 
must,  if  offered  for  rent  during  the  three-year  period  following  service  of  the  notice 
to  quit  under  Section  37.9(a)(8),  be  rented  in  good  faith  at  a rent  not  greater  than  at 
which  would  have  been  the  rent  had  the  tenant  who  had  been  required  to  vacate 
remained  in  continuous  occupancy  and  the  rental  unit  remained  subject  to  this 
Chapter.  If  it  is  asserted  that  a rent  increase  could  have  taken  place  during  the 
occupancy  of  the  rental  unit  by  the  landlord  if  the  rental  unit  had  been  subjected  to 
this  Chapter,  the  landlord  shall  bear  the  burden  of  proving  that  the  rent  could  have 
been  legally  increased  during  the  period.  If  it  is  asserted  that  the  increase  is  based  in 
whole  or  in  part  upon  any  grounds  other  than  that  set  forth  in  Section  37.3(a)(1),  the 
landlord  must  petition  the  Rent  Board  pursuant  to  the  procedures  of  this  Chapter. 
Displaced  tenants  shall  be  entitled  to  participate  in  and  present  evidence  at  any  hearing 
held  on  such  a petition.  Tenants  displaced  pursuant  to  Section  37.9(a)(8)  shall  make 
all  reasonable  efforts  to  keep  the  Rent  Board  apprised  of  their  current  address.  The 
Rent  Board  shall  provide  notice  of  any  proceedings  before  the  Rent  Board  to  the 
displaced  tenant  at  the  last  address  provided  by  the  tenant.  No  increase  shall  be 
allowed  on  account  of  any  expense  incurred  in  connection  with  the  displacement  of 
the  tenant. 

(b)  Any  landlord  who,  within  three  years  of  the  date  of  service  of  the  notice 
to  quit,  offers  for  rent  or  lease  any  unit  in  which  the  possession  was  recovered 
pursuant  to  Section  37.9(a)(8)  shall  first  offer  the  unit  for  rent  or  lease  to  the  tenants 
displaced  in  the  same  manner  as  provided  for  in  Sections  37.9A(c)  and  (d). 

(c)  An  owner  who  endeavors  to  recover  possession  under  Section  37.9(a)(8) 
shall,  in  addition  to  complying  with  the  requirements  of  Section  37.9(c),  inform  the 
tenant  in  writing  of  the  following  and  file  any  written  documents  informing  the  tenant 
of  the  following  with  the  Rent  Board  within  10  days  after  service  of  the  notice  to 
vacate; 

(1)  The  identity  and  percentage  of  ownership  of  all  persons  holding  a full  or 
partial  percentage  ownership  in  the  property; 

(2)  The  dates  the  percentages  of  ownership  were  recorded; 

(3)  The  name(s)  of  the  landlord  endeavoring  to  recover  possession  and,  if 
applicable,  the  name(s)  and  relationship  of  the  relative(s)  for  whom  possession  is 
being  sought  and  a description  of  the  current  residence  of  the  landlord  or  relative(s); 
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(4)  A description  of  all  residential  properties  owned,  in  whole  or  in  part,  by 
the  landlord  and,  if  applicable,  a description  of  all  residential  properties  owned,  in 
whole  or  in  part,  by  the  landlord’s  grandparent,  parent,  child,  grandchild,  brother,  or 
sister  for  whom  possession  is  being  sought; 

(5)  The  current  rent  for  the  unit  and  a statement  that  the  tenant  has  the  right 
to  re-rent  the  unit  at  the  same  rent,  as  adjusted  by  Section  37.9B(a)  above; 

(6)  The  contents  of  Section  37. 9B,  by  providing  a copy  of  same;  and 

(7)  The  right  the  tenant(s)  may  have  to  relocation  costs  and  the  amount  of  those 
relocation  costs. 

(d)  Each  individual  tenant  of  any  rental  unit  in  a building  containing  two  or 
more  units  who  receives  a notice  to  quit  based  upon  Section  37.9(a)(8),  and  who  has 
resided  in  the  unit  for  12  or  more  months,  in  addition  to  all  rights  under  any  other 
provision  of  law,  shall  be  entitled  to  receive  relocation  expenses  of  $1,000  from  the 
owner,  $500  of  which  shall  be  paid  at  the  time  of  the  service  of  the  notice  to  vacate, 
and  $500  of  which  shall  be  paid  when  the  tenant  vacates.  An  owner  who  pays 
relocation  costs  as  required  by  this  subsection  in  conjunction  with  a notice  to  quit 
need  not  pay  relocation  costs  with  any  further  notices  to  quit  for  the  same  unit  that 
are  served  within  1 80  days  of  the  notice  that  included  the  required  relocation  payment. 
The  relocation  costs  contained  herein  are  separate  from  any  security  or  other  refund- 
able deposits  as  defined  in  California  Code  Section  1950.5.  Further,  payment  or 
acceptance  of  relocation  costs  shall  not  waive  any  other  rights  a tenant  may  have 
under  law.  (Added  by  Ord.  293-98,  App.  10/2/98) 

SEC.  37.10A.  MISDEMEANORS,  (a)  It  shall  be  unlawful  for  a landlord  to 
increase  rent  or  rents  in  violation  of  the  decision  of  a hearing  officer  or  the  decision 
of  the  Board  on  appeal  pursuant  to  the  hearing  and  appeal  procedures  set  forth  in 
Section  37.8  of  this  Chapter.  It  shall  further  be  unlawful  for  a landlord  to  charge  any 
rent  which  exceeds  the  limitations  of  this  Chapter.  Any  person  who  increases  rents 
in  violation  of  such  decisions  or  who  charges  excessive  rents  shall  be  guilty  of  a 
misdemeanor. 

(b)  It  shall  be  unlawful  for  an  landlord  to  refuse  to  rent  or  lease  or  otherwise 
deny  to  or  withhold  from  any  person  any  rental  unit  because  the  age  of  a prospective 
tenant  would  result  in  the  tenant  acquiring  rights  under  this  Chapter.  Any  person  who 
refuses  to  rent  in  violation  of  this  subsection  shall,  in  addition  to  any  other  penalties 
provide  by  State  or  federal  law,  be  guilty  of  a misdemeanor. 

(c)  Any  person  convicted  of  a misdemeanor  hereunder  shall  be  punishable  by 
a fine  of  not  more  than  $2,000  or  by  imprisonment  in  the  County  Jail  for  a period 
of  not  more  than  six  months,  or  by  both.  Each  violation  of  the  decision  of  a hearing 
officer  or  the  decision  of  the  Board  on  appeal  and  each  refusal  to  rent  or  denial  of 
a rental  unit  as  set  forth  above  shall  constitute  a separate  offense.  (Added  by  Ord.  20- 
84,  App.  1/19/84;  amended  by  Ord.  20-84,  App.  10/2/98) 

SEC.  37.11A.  CIVIL  ACTIONS.  Whenever  a landlord  charges  a tenant  a rent 
which  exceeds  the  limitations  set  forth  in  this  Chapter,  retaliates  against  a tenant  for 
the  exercise  of  any  rights  under  this  Chapter,  or  attempts  to  prevent  a tenant  from 
acquiring  any  rights  under  this  Chapter,  the  tenant  may  institute  a civil  proceeding 
for  money  damages;  provided,  however,  that  any  monetary  award  for  rent 
overpayments  resulting  from  a rent  increase  which  is  null  and  void  pursuant  to  Section 
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37.3(b)(5)  shall  be  limited  to  a refund  of  rent  overpayments  made  during  the  three- 
year  period  preceding  the  month  of  filing  of  the  action,  plus  the  period  between  the 
month  of  filing  and  the  date  of  the  court’s  order.  In  any  case,  calculation  of  rent 
overpayments  and  re-setting  of  the  lawful  base  rent  shall  be  based  on  a determination 
of  the  validity  of  all  rent  increases  imposed  since  April  1,  1982,  in  accordance  with 
Sections  37.3(b)(5)  and  37.3(a)(2)  above.  The  prevailing  party  in  any  civil  action 
brought  under  this  Section  37.11  A shall  be  entitled  to  recover  reasonable  attorneys’ 
fees  and  costs.  The  remedy  available  under  this  Section  shall  be  in  addition  to  any 
other  existing  remedies  which  may  be  available  to  the  tenant.  (Added  by  Ord.  20-84, 
App.  1/19/84;  amended  by  Ord.  162-93,  App.  5/28/93;  Ord.  363-93,  App.  11/18/93; 
Ord.  293-98,  App.  10/2/98) 

SEC.  37.12.  TRANSITIONAL  PROVISIONS.  This  Section  is  enacted  in  order 
to  assure  the  smooth  transition  to  coverage  under  this  Chapter  of  owner-occupied 
buildings  containing  four  units  or  less,  as  a result  of  the  repeal  of  the  exemption  for 
owner-occupied  units.  The  provisions  of  this  Section  apply  only  to  such  units.  The 
units  are  referred  to  as  “newly  covered  units”  in  this  Section.  The  term  “effective  date 
of  coverage”  as  used  herein  means  the  effective  date  of  the  repeal  of  the  owner 
occupancy  exemption. 

(a)  The  initial  base  rent  for  all  newly  covered  units  shall  be  the  rent  that  was 
in  effect  for  the  rental  unit  on  May  1,  1994.  If  no  rent  was  in  effect  for  the  newly 
covered  unit  on  May  1,  1994,  the  initial  base  rent  shall  be  the  first  rent  in  effect  after 
that  date. 

(b)  All  rents  paid  after  May  1,  1994,  in  excess  of  the  initial  base  rent  under 
Section  37.12(a),  shall  be  refunded  to  the  tenant  no  later  than  December  15,  1994. 
If  the  landlord  fails  to  refund  the  excess  rent  by  December  15,  1994,  the  tenant  may 
deduct  the  amount  of  the  refund  from  future  rent  payments,  or  bring  a civil  action 
under  Section  37.11  A,  or  exercise  any  other  existing  remedies.  All  tenants  residing 
in  newly  covered  units  are  entitled  to  this  refund,  even  if  the  tenant  vacated  before 
the  effective  date  of  coverage  of  the  newly  covered  units. 

(c)  As  soon  as  practical  after  the  effective  date  of  coverage,  the  Board  shall 
mail  to  the  landlords  of  record  of  newly  covered  units  a notice  advising  of  the  repeal 
of  the  exemption  for  owner-occupied  buildings  containing  four  units  or  less.  The 
notice  shall  include  information  deemed  appropriate  by  the  Board  to  explain  the 
requirements  and  effects  of  the  change  in  the  law.  It  shall  be  the  responsibility  of 
landlords  to  distribute  a copy  of  said  notice  to  all  newly  covered  units  within  15  days 
of  the  date  the  Board  mails  such  notice  to  landlords.  Distribution  shall  be  by  mail 
properly  addressed  to  a tenant  of  the  newly  covered  unit,  or  by  personal  delivery  to 
a tenant  of  the  newly  covered  unit,  or  by  placing  said  notice  under  the  door  of  the 
primary  entrance  to  the  newly  covered  unit.  (Added  by  Proposition  I,  11/8/94; 
amended  by  Ord.  88-95,  App.  4/7/95) 

SEC.  37.13.  SEVERABILITY.  If  any  provision  or  clause  of  this  Chapter  or 
the  application  thereof  to  any  person  or  circumstance  is  held  to  be  unconstitutional 
or  to  be  otherwise  invalid  by  any  court  of  competent  jurisdiction,  such  invalidity  shall 
not  affect  other  Chapter  provisions,  and  clauses  of  this  Chapter  are  declared  to  be 
severable.  (Amended  by  Ord.  20-84,  App.  1/19/84;  amended  by  Proposition  1, 1 1/8/94) 
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SEC.  37A.1.  SCOPE.  This  Chapter  is  applicable  to  all  residential  units  in  the 
City  and  County  of  San  Francisco.  For  purposes  of  this  Chapter,  “residential  units” 
are  dwelling  units  and  guest  rooms  as  those  terms  are  defined  in  Sections  203.4  and 
203.7  of  the  San  Francisco  Housing  Code.  The  term  shall  not  include: 

(a)  Guest  rooms  exempted  or  excluded  from  regulation  under  Chapter  41  of 
this  Code; 

(b)  Dwelling  units  in  nonprofit  cooperatives  owned,  occupied  and  controlled 
by  a majority  of  the  residents  or  dwelling  units  solely  owned  by  a nonprofit  public 
benefit  corporation  governed  by  a board  of  directors  the  majority  of  which  are 
residents  of  the  dwelling  units  and  where  it  is  required  in  the  corporate  by-laws  that 
rent  increases  be  approved  by  a majority  of  the  residents; 

(c)  Housing  accommodations  in  any  hospital,  convent,  monastery,  extended  care 
facility,  asylum,  residential  care  or  adult  day  health  care  facility  for  the  elderly  which 
must  be  operated  pursuant  to  a license  issued  by  the  California  Department  of  Social 
Services,  as  required  by  California  Health  and  Safety  Chapters  3.2  and  3.3,  or  in 
dormitories  owned  and  operated  by  an  institution  of  higher  education,  a high  school, 
or  an  elementary  school; 

(d)  Dwelling  units  whose  rents  are  controlled  or  regulated  by  any  government 
unit,  agency  or  authority,  excepting  those  units  which  are  subject  to  the  jurisdiction 
of  the  Residential  Rent  Stabilization  and  Arbitration  Board; 

(e)  Any  dwelling  unit  for  which  the  owner  has  on  file  with  the  Assessor  a 
current  homeowner’s  exemption; 

(f)  Any  dwelling  unit  which  is  occupied  by  an  owner  of  record  on  either  a full- 
time or  part-time  basis  and  which  is  not  rented  at  any  time,  provided  that  the  owner 
file  with  the  Tax  Collector  an  affidavit  so  stating; 

(g)  Dwelling  units  located  in  a structure  for  which  a certificate  of  final  comple- 
tion and  occupancy  was  first  issued  by  the  Bureau  of  Building  Inspection  after  June 
13,  1979; 

(h)  Dwelling  units  in  a building  which,  after  June  13,  1979,  has  undergone 
substantial  rehabilitation  as  that  term  is  defined  in  Chapter  37  of  this  Code.  (Added 
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by  Ord.  278-89,  App.  8/2/89;  amended  by  Ord.  291-90,  App.  8/1/90;  Ord.  211-95, 
App.  6/30/95) 

SEC.  37A.2.  FINDINGS.  The  Board  of  Supervisors  hereby  finds: 

(a)  In  Section  37. 1 of  this  Code,  the  Board  of  Supervisors  found  that  there  was 
a shortage  of  decent,  safe  and  sanitary  housing  in  the  City  and  County  of  San 
Francisco  resulting  in  a critically  low  vacancy  factor.  The  Board  further  found  that 
rent  regulation  was  necessary  in  order  to  alleviate  the  ill  effects  of  the  City’s  housing 
shortage  to  meet  the  need  for  affordable  housing,  and  to  advance  the  City’s  housing 
policies.  The  Board  now  hereby  finds  that  this  housing  shortage  still  persists  and  that 
rent  regulation  continues  to  be  a necessary  and  effective  means  of  mitigating  this 
condition. 

(b)  By  Ordinance  No.  276-79,  adopted  June  12, 1979,  the  Board  of  Supervisors 
enacted  the  Residential  Rent  and  Arbitration  Ordinance  (“Rent  Ordinance,”  Chapter 
37,  San  Francisco  Administrative  Code)  to  regulate  residential  rents  in  San  Francisco. 
The  Ordinance  created  the  Residential  Rent  Stabilization  and  Arbitration  Board  (“Rent 
Board,”  Sections  37.1(a),  (b)  and  37.4)  to  administer  and  enforce  the  Rent  Ordinance 
and  thereby  safeguard  tenants  from  excessive  increases  while  at  the  same  time  assure 
landlords  fair  and  adequate  rents.  The  Rent  Board  benefits  both  landlords  and  tenants 
by  providing  for  the  orderly  and  efficient  administration  of  the  Rent  Ordinance  and 
by  protecting  tenants  from  unreasonable  rent  increases  and  displacement  while 
assuring  that  landlords  receive  fair  rents  consistent  with  the  Ordinance. 

(c)  It  is  fair  and  reasonable  that  the  costs  of  administering  and  enforcing  the 
Rent  Ordinance  through  the  Rent  Board  should  be  equitably  distributed  among  the 
City’s  residential  units. 

Therefore,  the  Board  finds  that  the  owner  of  each  residential  unit  as  defined  in 
Section  37A.1  above  shall  be  required  to  pay  an  annual  Rent  Stabilization  and 
Arbitration  fee  for  each  unit. 

(d)  The  fee  for  each  residential  unit  shall  equal  the  projected  annual  cost  of 
funding  the  Rent  Board  plus  related  administrative  costs  pursuant  to  Section  10.194 
of  this  Code  including,  but  not  limited  to,  the  Tax  Collector  and  Controller  divided 
by  the  total  number  of  residential  units  estimated  to  pay  the  fee  minus  any  balance 
remaining  in  the  fund  set  forth  in  Section  10.117-88  of  this  Code;  provided,  however, 
that  in  calculating  the  fee,  the  Controller  shall  round  up  any  fraction  of  a dollar  to 
the  next  whole  dollar;  provided  further,  however,  that  the  fee  shall  in  no  event  exceed 
$10  per  residential  unit.  For  the  purposes  of  this  calculation,  a guest  room  shall  be 
counted  as  one-half  of  a residential  unit  and  shall  be  charged  half  the  fee.  The 
Assessor  and  the  Superintendent  of  the  Bureau  of  Building  Inspection  shall  release 
to  the  Information  Services  Division  (IDS)  of  the  Controller’s  Office  by  June  1st 
information  necessary  for  compilation  of  the  billing  list.  The  Controller  sh^l  compile 
the  list,  determine  the  total  number  of  residential  units  and  calculate  the  fee  by  July 
31st.  The  fee  shall  be  recalculated  on  July  31st  each  year. 

(e)  The  fee  herein  is  for  regulatory  purposes  only.  It  is  not  designed  or  intended 
for  revenue  purposes.  Any  surplus  collected  in  a given  year  will  reduce  the  fee  in  the 
next  fiscal  year.  (Added  by  Ord.  278-89,  App.  8/2/89;  amended  by  Ord.  291-90,  App. 
8/1/90;  Ord.  354-90,  App.  10/17/90;  Ord.  186-93,  App.  6/11/93) 
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SEC.  37A  PURPOSE.  The  purpose  of  this  ordinance  is  to  require  those  who 
rely  upon  and/or  benefit  from  the  Rent  Board’s  administration  and  enforcement  of 
the  Rent  Ordinance  to  pay  a fee  which  is  directly  related  to  the  financial  burden 
placed  upon  the  City  in  carrying  out  the  Rent  Board’s  functions  and  duties.  (Added 
by  Ord.  278-89,  App.  8/2/89) 

SEC.  37A.4.  IMPOSITION  OF  THE  FEE.  The  owner  of  each  residential  unit 
in  San  Francisco  shall  pay  annually  to  the  City  and  County  of  San  Francisco  a 
Residential  Rent  Stabilization  and  Arbitration  fee  to  be  calculated  by  the  Controller 
as  provided  in  Section  37.A.2(d)  above.  The  Tax  Collector  shall  bill  the  fee  to  the 
owners  of  all  residential  units  as  a special  assessment  on  the  property  tax  bill.  All 
laws  applicable  to  the  collection  and  enforcement  of  ad  valorem  property  taxes  shall 
be  applicable  to  the  collection  and  enforcement  of  the  Residential  Rent  Stabilization 
and  Arbitration  fee  special  assessment.  (Added  by  Ord.  278-89,  App.  8/2/89;  amended 
by  Ord.  287-95,  App.  9/1/95) 

SEC.  37A.5.  RESIDENTIAL  RENT  STABILIZATION  AND  ARBITRA- 
TION FUND.  All  fees  collected  under  this  Chapter  shall  be  deposited  in  the  Residen- 
tial Rent  Stabilization  and  Arbitration  Fund  as  provided  in  Chapter  10,  Section 
10.117-88  of  the  San  Francisco  Administrative  Code.  All  funds  so  collected  shall  be 
used  solely  for  the  purpose  of  funding  the  Rent  Board  plus  related  administrative  costs 
pursuant  to  Section  10.194  of  this  Code  including,  but  not  limited  to,  the  Tax 
Collector  and  Controller.  (Added  by  Ord.  278-89,  App.  8/2/89) 

SEC.  37A.6.  RECOVERY  OF  THE  FEE.  The  owner  may  seek  recovery  of 
the  fee  from  the  tenant  of  each  residential  unit  who  is  in  occupancy  on  November  1st 
using  one  of  the  following  methods: 

(a)  The  owner  may  deduct  the  fee  from  the  next  interest  payment  owed  on  the 
tenant’s  security  deposit  pursuant  to  Chapter  49  of  this  Code.  The  owner  shall  give 
written  notice  of  the  deduction  and  its  purpose  at  the  time  the  interest  payment  is  due; 
or 

(b)  The  owner  may  bill  the  tenant  directly  for  the  fee.  The  bill  shall  state  the 
amount  for  that  unit,  that  the  purpose  of  the  fee  is  to  fund  the  Rent  Board  and  related 
administrative  costs  under  Chapter  37A  of  the  San  Francisco  Administrative  Code, 
and  that  the  fee  is  due  and  payable  within  30  days  of  the  date  of  the  bill. 

The  owner  remains  liable  for  payment  of  the  fee  to  the  Tax  Collector  whether 
or  not  the  owner  seeks  recovery  under  one  of  the  above  methods  or  in  fact  does 
recover  from  the  tenant.  (Added  by  Ord.  278-89,  App.  8/2/89;  amended  by  Ord.  291- 
90,  App.  8/1/90) 

SEC.  37A.7.  RULES  AND  REGULATIONS.  The  Tax  Collector  may  adopt 
such  rules,  regulations  and  administrative  procedures  as  he  or  she  deems  necessary 
to  implement  this  Chapter.  (Added  by  Ord.  278-89,  App.  8/2/89) 

SEC.  37A.8.  NONPAYMENT;  ADDITIONAL  REQUEST,  (a)  If  the  full 
payment  required  in  Sec.  37A.4  above  is  not  received  within  60  days  of  the  date  of 
the  bill,  the  bill  shall  be  considered  delinquent  and  an  additional  request  for  payment 
shall  be  sent  to  the  owner. 


AD-728.3 


(12-95) 


Section  37A.8 


San  Francisco  Administrative  Code 


(b)  Said  written  request  shall  advise  the  recipient  that  if  the  payment  is  not 
received  within  30  days  of  the  mailing  of  this  notice,  a 25  percent  penalty  will  be 
added,  plus  an  interest  charge  of  1.5  percent  monthly  after  the  account  has  been 
considered  delinquent  and  that  the  Board  of  Supervisors,  in  a noticed  public  hearing, 
will  add  a charge  for  the  Tax  Collector  of  $49  and  record  a lien  for  the  entire  unpaid 
balance,  including  penalty  on  the  payment  with  interest  accruing  on  the  entire  unpaid 
balance,  against  the  owner’s  real  property.  The  charge  for  the  Tax  Collector  consists 
of  $40  for  processing  a delinquent  fee  plus  $9.00  for  releasing  the  tax  lien  in  accor- 
dance with  Section  10.237  of  this  Code.  (Added  by  Ord.  278-89,  App.  8/2/89; 
amended  by  Ord.  291-90,  App.  8/1/90) 

SEC.  37A.9.  LIEN  PROCEEDINGiS;  NOTICE.  If  payment  is  not  received 
within  30  days  following  mailing  of  the  additional  request,  the  Tax  Collector  shall 
initiate  proceedings  pursuant  to  the  provisions  of  Article  XX,  Chapter  10,  San 
Francisco  Administrative  Code  by  reporting  the  delinquency  to  the  Board  of  Supervi- 
sors and  requesting  the  Board  to  ma^e  the  entire  unpaid  balance,  including  penalty 
and  interest,  a special  assessment  lien  against  the  real  property.  Such  charges  against 
delinquent  accounts  shall  be  reported  to  the  Board  at  least  once  each  year.  The  Tax 
Collector  shall  also  indicate  which  of  such  delinquent  accounts  should  be  exempted 
from  the  lien  procedure  because  of  the  small  amounts  involved,  or  because  another 
procedure  is  more  appropriate.  (Added  by  Ord.  278-89,  App.  8/2/89) 

SEC.  37A.10.  MANNER  OF  GIVING  NOTICE.  Any  notice  required  to  be 
given  herein  by  the  Tax  Collector  to  an  owner  shall  be  sufficiently  given  or  served 
upon  the  owner  for  all  purposes  if  personally  served  upon  the  owner  or  if  deposited, 
postage  prepaid,  in  a post  office  letter  box  addressed  in  the  name  of  the  owner  at  the 
official  address  of  the  owner  maintained  by  the  Tax  Collector  for  the  mailing  of 
property  tax  bills.  (Added  by  Ord.  278-89,  App.  8/2/89) 

SEC.  37A.11.  SEVERABILITY.  The  provisions  of  this  Chapter  shall  not  apply 
to  any  person,  association,  corporation  or  to  any  property  as  to  whom  or  which  it  is 
beyond  the  power  of  the  City  and  County  of  San  Francisco  to  impose  the  fee  herein 
provided.  If  any  sentence,  clause,  section  or  part  of  this  ordinance,  or  any  fee  imposed 
upon  any  person  or  entity  is  found  to  be  unconstitutional,  illegal  or  invalid,  such 
unconstitutionality,  illegality,  or  invalidity  shall  affect  only  such  clause,  sentence, 
section  or  part  of  this  ordinance,  or  person  or  entity,  and  shall  not  affect  or  impair 
any  of  the  remaining  provisions,  sentences,  clauses,  sections  or  other  parts  of  this 
ordinance,  or  its  effect  on  other  persons  or  entities.  It  is  hereby  declared  to  be  the 
intention  of  the  Board  of  Supervisors  that  this  ordinance  would  have  been  adopted 
had  such  unconstitutional,  illegal  or  invalid  sentence,  clause,  section  or  part  of  this 
ordinance  not  been  included  herein,  or  had  such  person  or  entity  been  expressly 
exempted  from  the  application  of  this  ordinance.  To  this  end  the  provisions  of  this 
Chapter  are  severable.  (Added  by  Ord.  278-89,  App.  8/2/89) 

SEC.  37A.12.  RESERVED. 
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SEC.  38.1.  DEFINITIONS.  For  the  purposes  ofthis  Chapter,  the  following 
definitions  shall  apply: 

(a)  Board.  The  Board  of  Supervisors  of  the  City  and  County  of  San  Francisco. 

(b)  “Certificate  of  Final  Completion  and  Occupancy”  shall  mean  a certificate 
of  final  completion  and  occupancy  issued  by  any  authorized  entity  or  official  of  the 
City  and  County  of  San  Francisco  including  the  Superintendent,  Bureau  of  Build- 
ing Inspection,  pursuant  to  the  Building  Code. 

(c)  City.  The  City  and  County  of  San  Francisco. 

(d)  Downtown  Area.  That  portion  of  the  City  and  County  bounded  by  Van 
Ness  Avenue  as  for  north  as  Broadway,  from  Van  Ness  Avenue  and  Broadway 
easterly  on  Broadway  to  Sansome  Street,  then  northerly  on  Sansome  Street  to  the 
Embarcadero;  then  southeasterly  on  the  Embarcadero  to  Berry  Street;  then  south- 
westerly on  Berry  Street  to  De  Haro  Street;  then  southerly  on  De  Haro  Street  to 
Alameda  Street;  then  westerly  on  Alameda  Street  to  Bryant  Street;  then  northerly 
on  Bryant  Street  to  Thirteenth  Street;  then  westerly  on  Thirteenth  Street  to  South 
Van  Ness  Avenue;  then  northerly  to  Van  Ness  Avenue.  The  downtown  area  includes 
all  property  which  abuts  upon  any  of  or  is  within  the  area  surrounded  by  the  above 
enumerated  boundary  streets.  This  definition  shall  apply  to  all  developments 
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which  have  not  received  a certificate  of  final  completion  and  occupancy  or  for 
which  the  transit  impact  development  fee  has  not  been  billed  on  the  effective  date 
of  this  amendment. 

(e)  Gross  Square  Foot  of  Office  Use.  A square  foot  of  floor  space  within  a 
structure,  whether  or  not  within  a room,  to  be  occupied  by.  or  primarily  serving, 
office  use. 

(0  New  Development.  .Any  new  constsruction,  addition,  extension,  conver- 
sion. or  enlargement  of  an  existing  structure  which  includes  any  gross  square  feet  of 
office  use. 

(g)  Office  Use.  .Any  structure  or  portion  thereof  intended  for  occupancy  by 
business  entities  which  will  primarily  provide  clerical,  professional  or  business 
services  of  the  business  entity,  or  which  will  primarily  provide  clerical,  professional 
or  business  services  to  other  business  entities  or  to  the  public,  at  that  location. 
Where  the  words  “office  space”  are  used  in  this  ordinance  they  shall  mean  the  same 
as  “office  use.” 

(h)  Peak  Period.  The  total  number  of  minutes  in  an  average  working  day, 
determined  in  accordance  with  Section  38.5(a),  during  which  the  Municipal  Rail- 
way deploys  all  its  operable  equipment  so  that  the  system  experiences  no  excess 
vehicular  capacity. 

(i)  Public  Transit  Service.  Services  of  the  Municipal  Railway  of  the  City  and 
County  of  San  Francisco. 

(j)  Temporary  Permit  of  Occupancy.  Permission  which  is  granted  by  any 
authorized  entity  or  official  of  the  City  and  County  of  San  Francisco,  including  the 
Superintendent.  Bureau  of  Building  Inspection,  to  occupy  any  building,  structure 
or  portion  thereof  for  office  use  prior  to  the  completion  of  the  entire  building  or 
structure.  (Amended  by  Ord.  205-86,  App.  6/6/86) 

SEC.  38.2.  FINDINGS.  All  office  uses  in  the  downtown  area  are  benefited 
by  virtue  of  the  availability  of  the  Municipal  Railway  as  a means  of  transit  for 
employees  and  customers. 

The  demand  for  public  transit  service  from  downtown  area  office  uses 
imposes  a unique  burden  on  the  Municipal  Railway,  qualitatively  different  than 
the  burden  imposed  by  other  uses  of  property  in  San  Francisco.  The  need  for  that 
level  of  service  provided  by  the  Municipal  Railway  during  peak-periods  can  be 
attributed  in  substantial  part  to  office  uses  of  property  in  the  downtown  area. 

New  developments  will  bring  increased  need  for  public  transit  service  in  the 
downtown  area  during  peak-periods.  The  Municipal  Railway  will  be  burdened  with 
the  demands  of  transporting  a large  number  of  passengers.  Future  increases  in 
demand  for  public  transit  service  are  therefore  attributable  directly  to  new  develop- 
ment in  the  downtown  area  increasing  the  number  of  persons  using  the  Municipal 
Railway  during  peak-periods. 

This  increased  demand  must  be  met  not  only  by  the  acquisition  of  new  rolling 
stock  and  the  addition  of  new  services,  but  also  by  the  employment  of  additional 
personnel  and  fuel  to  operate  the  added  facilities,  and  the  maintenance,  repair  and 
replacement  of  the  addition  facilities  as  they  wear  out  or  become  obsolete. 

That  level  of  additional  cost  incurred  by  the  City  in  expanding  and  operating, 
maintaining,  repairing  and  replacing  its  public  transit  facilities  to  accommodate  the 
additional  peak-period  person-trips  generated  by  office  use  in  new  developments 
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can  be  translated  into  a cost  per  gross  square  foot  of  office  use  in  the  new  develop- 
ments. The  cost  of  expanding  current  services  and  adding  new  services  is  directly 
proportional  to  the  amount  of  peak-period  Municipal  Railway  travel  generated  by 
new  development.  Development  of  office  uses  causes  more  additional  Municipal 
Railway  peak-period  person-trips,  per  square  foot,  than  the  development  of  any 
other  use  of  property  in  the  downtown  area.  It  is  desirable  to  impose  the  increased 
burden  of  serving  such  use,  through  a fee  approximating  the  cost  per  square  foot, 
directly  upon  the  developer  of  new  development  generating  the  need. 

Even  though  other  uses  such  as  retail  use  also  generate  Municipal  Railway 
peak-period  person-trips  (and  even  if  a particular  alternate  use  were  to  generate 
more  such  trips  than  do  office  uses),  the  Board  refrains  from  imposing  the  Transit 
Impact  Development  Fee  on  such  uses  at  this  time,  and  in  that  regard  finds:  (I)  The 
vast  majority  of  new  commercial  space  in  the  downtown  area  will  be  devoted  to 
office  uses,  and  the  primary  cause  for  new  peak-period  Municipal  Railway  pas- 
sengers will  be  the  development  of  new  office  uses;  and  (2)  a significant  proportion 
of  the  new  retail  and  service  uses  which  will  hereafter  be  developed  in  the  down- 
town area  will  be  constructed  in  connection  with  new  office  developments  and,  for 
that  reason,  limitation  of  the  fee  to  office  uses  both  ameliorates  the  economic 
impact  of  the  fee  on  developers  of  office  space  and  encourages  the  development  of 
projects  with  mixed  uses  consisting  of  office,  retail  and  service  uses.  (Amended  by 
Ord.  224-84,  App.  5/15/84) 

SEC.  38.3.  PURPOSES.  In  order  to  be  able  to  provide  public  transit 
services  for  new  development  in  the  Downtown  Area,  the  City  and  County  must 
impose  a fee.  This  fee  shall  be  known  as  the  Transit  Impact  Development  Fee. 

It  is  the  purpose  of  this  ordinance  to  require  developers  of  new  development 
in  the  Downtown  Area  to  pay  a fee  which  is  related  directly  to  the  incremental 
financial  burden  imposed  upon  the  Municipal  Railway  both  for  initial  capital 
outlay  for  the  acquisition  of  rolling  stock  and  the  construction  of  facilities;  and  for 
the  long  term  operation,  maintenance  and  replacement  of  those  facilities  once  they 
are  in  place. 

The  Transit  Impact  Development  Fee  is  the  most  practical  and  equitable 
method  of  financing  the  construction  and  operation  of  required  public  transit 
service  additions  and  improvements  for  the  Downtown  Area.  This  fee  is  intended 
to  recover  all  costs  incurred  by  the  Municipal  Railway  in  meeting  peak-period 
public  transit  service  demands  created  by  office  uses  in  each  new  development 
subject  to  the  fee,  including  the  expansion  of  service  capacity  through  the  purchase 
of  rolling  stock,  the  installation  of  new  lines,  the  addition  to  existing  lines  and  the 
long  term  operation,  maintenance,  repair  and  replacement  of  those  expanded 
facilities. 

The  rate-making  process  established  by  this  ordinance  is  intended  to  identify 
and  measure  the  total  incremental  burdens  imposed  on  the  City  and  County's 
Municipal  Railway  by  virtue  of  the  demands  created  by  office  uses  in  new  develop- 
ment in  the  Downtown  Area.  Such  burdens  are  to  be  allocated  equitably  among 
new  developments  in  the  Downtown  Area  subject  to  the  Transit  Impact  Develop- 
ment Fee.  This  fee  is  designed  to  reflect  the  benefits  conferred  on  new  development 
because  of  the  added  peak-period  capacity  to  carry  the  passengers  generated  by 
office  uses  in  the  new  developments.  Such  benefits  shall  be  measured  in  terms  of  the 
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costs  incurred  by  the  City  and  County  in  expanding  and  operating  the  additional 
capacity  in  the  Downtown  Area  required  to  meet  the  estimated  long-term  peak- 
period  public  transit  service  needs  of  such  office  use  in  new  development. 

The  Transit  Impact  Development  Fee  shall  be  collected  as  a condition  for  the 
issuance  of  a certificate  of  final  completion  and  occupancy  for  new  development  in 
the  Downtown  .Area. 

This  fee  will  enable  the  City  and  County  to  pay  the  capital  and  operating  costs 
of  all  additional  peak-period  public  transit  services  in  the  Downtown  Area  necessi- 
tated by  office  use  in  new  development.  The  fee  schedule  shall  be  reviewed  annually 
and  adjusted  over  time  to  insure  that  it  continues  to  reflect  the  projected  cost  of 
providing  the  additional  public  transit  service  required  by  new  developments. 

Notwithstanding  the  basic  purposes  of  this  ordinance,  the  Transit  Impact 
Development  Fee  shall  not  exceed  $5  per  square  foot.  (Added  by  Ord.  224-81,  App. 
5/5/81) 

SEC.  38.4.  IMPOSITION  OF  TRANSIT  IMPACT  DEVELOPMENT 
FEE.  A.  Each  developer  of  a new  development  in  the  Downtown  Area  shall  pay  to 
the  City  and  County  of  San  Francisco  upon  the  issuance  of  any  temporary  permit  of 
occupancy  and  as  a condition  precedent  to  issuance  of  any  certificate  of  final 
completion  and  occupancy  whichever  occurs  first,  for  such  new  development  in  the 
Downtown  Area,  a Transit  Impact  Development  Fee.  That  fee  shall  be  calculated 
on  the  basis  of  the  number  of  gross  square  feet  of  office  use  added  by  the  new 
development,  multiplied  by  the  per  square  foot  rate  in  effect  (a)  on  the  effective  date 
of  this  ordinance  for  new  developments  for  which  building  permits  were  issued 
prior  to  the  effective  date  hereof,  and  (b)  on  the  date  of  the  filing  of  the  building 
permit  application  as  to  all  other  new  development.  The  rate  shall  be  established  as 
a current  estimate  of  the  total  cost  incurred  by  the  City  and  County  providing  the 
additional  peak-period  Municipal  Railway  transit  capacity  necessitated  by  the 
public  transit  service  needs  generated  by  office  uses  in  the  new  development  over 
its  estimate  useful  life. 

B.  No  city  official  or  agency  including  the  Bureau  of  Building  Inspection  may 
issue  a certificate  of  final  completion  and  occupancy  for  any  new  development  in 
the  Downtown  Area  subject  to  the  fee  until  it  has  received  evidence  of  payment  of 
the  Transite  Impact  Development  Fee  (or  of  the  initial  installment  if  installment 
payment  is  permitted  pursuant  to  Section  38.4)  as  set  in  accordance  with  Section 
38.8  of  this  Chapter. 

C.  Except  as  provided  in  Section  38.4(D)  herein,  the  fee  imposed  by  this 
ordinance  shall  be  payable  with  respect  to  (1)  all  new  developments  in  the  Down- 
town Area  for  which  building  permits  are  issued  on  or  after  the  effective  date  of  this 
ordinance,  (2)  such  new  developments  in  the  Downtown  Area  for  which  building 
permits  were  issued  prior  to  the  effective  date  of  this  ordinance  where  the  devel- 
opers had,  in  receiving  approval  by  the  City  Planning  Commission,  committed 
themselves  to  pay  a reasonable  fee  or  participate  in  an  assessment  district  or  other 
financing  mechanism  designed  to  enable  the  City  and  County  to  provide  and 
operate  additional  peak-period  public  transit  service  necessary  to  accommodate 
the  additional  number  of  peak-period  public  transit  service  person-trips  generated 
by  office  use  in  the  new  development,  and  (3)  all  other  new  developments  in  the 
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Downtown  Area  for  which  building  permits  were  issued  prior  to  the  effective  date 
of  this  ordinance  but  which  had  not  received  a certificate  of  final  completion  and 
occupancy  prior  to  the  effective  date  of  this  ordinance. 

D.  The  fee  imposed  by  this  ordinance  shall  not  be  payable  with  respect  to  new 
construction  or  the  addition,  alteration,  conversion,  enlargement,  extension,  or 
rehabilitation  of  an  existing  structure  for  which  a valid  building  permit  was  issued 
prior  to  the  effective  date  of  this  ordinance  (June  5,  1981),  if: 

(1)  No  commitment  was  made  to  pay  a reasonable  fee  or  participate  in  an 
assessment  district  or  other  financing  mechanism  designed  to  enable  the  City  and 
County  to  provide  and  operate  additional  peak-period  public  transit  service  as 
specified  above;  and 

(2)  One  or  more  of  the  following  occurred  prior  to  June  5,  1981: 

(a)  In  the  case  of  new  construction  or  the  addition,  alteration,  conversion, 
enlargement,  extension  or  rehabilitation  of  an  existing  building  involving  building 
on  vacant  land,  whether  previously  occupied  or  not,  the  site  or  portion  thereof  on 
which  the  new  building  or  addition,  alteration,  conversion,  enlargement,  extension 
or  rehabilitation  of  an  existing  building  is  to  be  located  has  been  fully  prepared  and 
the  first  structural  element  has  been  erected  thereon  or  the  foundation  has  been 
completed. 

(b)  In  the  case  of  addition,  alteration,  conversion,  enlargement,  extension  or 
rehabilitation  of  an  existing  building  not  otherwise  described  in  paragraph  (1) 
above,  any  work  has  been  performed  to  change  the  configuration  of  space  in  the 
existing  structure  by  the  movement  of  walls  or  otherwise. 

(c)  In  the  case  of  a conversion  space  within  an  existing  structure  not  requiring 
any  physical  changes  nor  a building  permit,  the  space  is  first  occupied  for  office  use. 

E.  As  to  those  new  developments  for  which  building  permits  are  issued  on  or 
after  the  effective  date  of  this  ordinance,  the  Transit  Impact  Development  Fee  is 
payable  on  the  earliest  of  the  following  dates: 

(1)  The  date  when  50  percent  of  the  net  rentable  area  of  the  project  has  been 
occupied; 

(2)  The  date  of  issuance  of  the  first  temporary  permit  of  occupancy  with 
respect  to  any  office  use  in  the  new  development; 

(3)  The  date  of  issuance  of  a final  certificate  of  occupancy. 

F.  (1)  As  to  those  developments  subject  to  the  Transit  Impact  Development 
Fee  for  which  building  permits  have  been  issued  prior  to  the  effective  date  of  this 
ordinance,  the  Transit  Impact  Development  Fee  shall  be  payable  on  the  effective 
date  of  this  ordinance  unless  on  that  date  none  of  the  following  has  occurred: 

(a)  The  date  when  50  percent  of  the  net  rentable  area  of  the  project  has  been 
occupied; 

(b)  Eight  months  after  the  date  of  issuance  of  the  first  temporary  permit  of 
occupancy  with  respect  to  any  office  use  in  the  new  development; 

(c)  The  date  of  issuance  of  a final  certificate  of  occupancy;  and 

(d)  The  owner  or  developer  has  elected  to  make  installment  payments. 

(2)  If  none  of  the  foregoing  has  occurred  on  the  effective  date  of  this  ordi- 
nance, the  Transit  Impact  Development  Fee  shall  be  due  when  the  earliest  of  the 
( following  occurs: 
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(a)  The  date  when  50  percent  of  the  net  rentable  area  of  the  project  has  been 
occupied; 

(b)  The  date  of  issuance  of  the  first  temporary  permit  of  occupancy  with 
respect  to  any  otTice  use  in  the  new  development; 

(c)  The  date  of  issuance  of  a final  certificate  of  occupancy. 

(3)  By  electing  to  defer  payment  by  delivery  to  the  City  and  County  a written 
election  acknowledging  the  obligation  therefor,  the  owner  of  the  new  development 
may  obligate  itself  to  pay  the  fee  in  monthly  installments  of  interest  only,  at  the  rate 
of  one  percent  per  month,  for  a period  of  five  years,  and  thereafter  in  level  monthly 
payments  of  principal  and  interest,  at  the  rate  of  one  percent  per  month  on  the 
outstanding  balance  amortizing  over  (1)  the  remaining  useful  life  of  the  develop- 
ment, or  (2)  30  years,  whichever  is  the  shorter,  such  payments  to  be  made  on  or 
before  the  first  day  of  each  calendar  month  during  the  payment  period. 

(4)  The  first  monthly  installment  of  the  fee  (if  monthly  installments  are  to  be 
made)  shall  be  due  on  the  first  day  of  the  first  calendar  month  following  the  date  the 
fee  would  otherwise  become  due  and  such  first  payment  shall  be  prorated  according 
to  the  number  of  days  by  which  the  due  date  follows  the  date  the  fee  would 
otherwise  become  due.  (Amended  by  Ord.  491-85,  App.  10/31/85) 

SEC.  38.5.  TRANSIT  IMPACT  DEVELOPMENT  FEE  SCHEDULE. 
This  Transit  Impact  Development  Fee  Schedule  is  set  at  an  actuarially  sound  level 
to  insure  that  the  proceeds  from  the  Transit  Impact  Development  Fee  from  each 
new  development  is  sufficient,  including  such  earnings  as  may  be  derived  from 
investment  of  all  proceeds  and  amortization  thereof,  to  pay  for  all  capital  and 
operating  costs  incurred  in  providing  and  operating  additional  required  peak- 
period  public  transit  service  capacity,  over  the  life  of  such  new  development; 
without,  however,  exceeding  $5  per  square  foot. 

The  following  principals  have  been  and,  in  the  future,  shall  be  observed  in 
calculating  the  amount  of  the  Fee: 

(a)  The  times  during  the  day  which  constitute  the  peak-period  shall  be 
determined  functionally  as  the  period  of  time  during  which  a decision  to  add 
additional  scheduled  vehicle  runs  would  require  Muni  to  purchase  or  lease  addi- 
tional vehicles  because  the  existing  available  fleet  is  fully  committed  in  the  sense 
that  vehicles  are  actually  in  revenue  service,  being  held  for  deployment  later  in  the 
peak-period,  in  reserve,  or  scheduled  for  repair  or  preventive  maintenance. 

(b)  State,  federal  and  private  operating  and  capital  subsidies  for  the  cost  of 
providing  additional  peak-period  service  shall  be  assumed  only  when  and  to  the 
extent  that  receipt  of  such  subsidies  is  reasonably  probable. 

(c)  The  calculation  of  future  costs  of  providing  service  for  additional  pas- 
sengers during  the  peak-periods  should  assume  no  increase  in  the  level  of  crowding 
for  the  system  as  a whole  or  material  decreases  in  the  frequency  of  service. 

(d)  The  cost  of  electricity  shall  be  calculated  based  on  the  price  which  the  City 
could  receive  for  such  power  were  it  sould  to  PG&E  assigned  customers  rather  than 
the  cost  at  which  it  is  furnished  to  the  Municipal  Railway  by  the  Hetch  Hetchy 
Water  and  Power  Department. 

(e)  Costs  and  revenue  attributable  to  trips  taken  outside  the  peak-periods  by 
office  workers  and  visitors  shall  not  be  included. 


AD-734 


San  Francisco  Administrative  Code 


Section  38.5 


(f)  In  calculating  the  revenue  from  additional  peak-period  trips,  a weighted 
average  fare  (reflecting  the  frequency  of  trips  paid  by  for  cash  fares  as  opposed  to 
fast  passes)  shallbe  estimated.  In  making  this  calculation,  the  average  fare  for  a fast 
pass  trip  shall  be  determined  by  dividing  the  cost  of  a fast  pass  by  an  estimate  of  the 
total  number  of  trips  per  month  (whether  or  not  taken  in  the  peak-period)  which 
will  be  taken  by  a fast  pass  purchaser.  In  projecting  future  revenues,  peak-period 
revenue  shall  be  assumed  to  increase  at  the  same  rate  as  peak-period  operating 
costs. 

(g)  Where  feasible,  actual  information  for  the  fiscal  year  for  which  the  fee  is 
being  calculated  should  be  used.  Where  estimates  must  be  made,  those  estimates 
should  be  based  on  such  information  as  the  General  Manager  of  the  Public  Utilities 
Commission  or  his  delegate  considers  reasonable  for  the  purpose.  Possible  changes 
in  the  operation  or  productivity  of  the  Municipal  Railway  shall  be  taken  into 
account  only  if  such  changes  are  the  announced  policy  of  the  Municipal  Railway  or 
the  Public  Utilities  Commission  and  the  impact  of  such  change  on  peak-period 
costs  or  revenues  can  be  estimated  with  reasonable  certainty. 

The  Transit  Impact  Fee  Schedule  shall  be  as  follows: 

FOR  EACH  GROSS  SQUARE  FOOT  OF  OFHCE  USE 

IN  NEW  DEVELOPMENT  IN  THE  DOWNTOWN  AREA  $5.00*. 

*Formula  fee  rate  calculated  to  be  in  excess  of  $5.00;  limited  to  $5.00. 
(Amended  by  Ord.  224-84,  App.  5/15/84) 

SEC.  38.6.  ADJUSTMENTS  TO  AND  REVIEW  OF  THE  TRANSIT 
IMPACT  REVELOPMENT  FEE  SCHEDULE.  The  Transit  Impact  Develop- 
ment Fee  Schedule  as  set  forth  in  Section  38.5  shall  be  reviewed  annually  by  the 
Board,  or  more  often  as  it  may  deem  necessary,  to  insure  that,  subject  to  the  limit  of 
$5  per  square  foot,  the  fee  accurately  measures  the  cost  of  adding,  operating,  and 
maintaining  the  additional  peak-period  public  transit  service  required  by  office 
uses  in  new  development  in  the  Downtown  Area. 

In  determining  the  number  of  peak-period  person-trips  generated  annually  by 
office  uses  in  new  developments  in  the  Downtown  Area  the  Board  shall  obtain  a 
report  from  the  City  Planning  Commission.  Such  report  shall  estimate  the  number 
of  peak-period  person-trips  generated  annually  per  gross  square  foot  of  office  use  in 
new  developments. 

The  Board  shall  obtain  a report  from  the  General  Manager  of  Public  Utilities 
regarding  the  then-current  cost  per  peak-period  Municipal  Railway  person-trip 
necessary  to  provide  the  expanded  public  transit  services  required  by  new  develop- 
ment. The  General  Manager  shall  also  report  the  estimated  useful  life  in  years  of 
new  development,  and  may  recommend  different  useful-life  categories  if  deemed 
necessary  or  desirable  to  ensure  a fair  and  accurate  fee  schedule. 

The  General  Manager  shall  also  report  the  projected  annual  increases  in  the 
cost  per  peak-period  Municipal  Railway  person-trip  necessary  to  provide  the 
necessary  additional  transit  services  during  the  estimated  useful  lives  of  new 
developments.  Finally,  the  General  Manager  shall  report  the  estimated  annual  rate 
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of  return  on  the  proceeds  of  this  fee  which  would  be  invested  prior  to  their  use  to 
provide  the  necessary  additional  transit  services  during  the  useful  lives  of  new 
developments. 

•After  receiving  these  reports  and  making  them  available  for  public  distribu- 
tion. the  Board  of  Supervisors  shall  conduct  a public  hearing  in  which  it  shall 
consider  these  reports,  hear  testimony  from  any  interested  members  of  the  public 
and  receive  such  other  evidence  as  it  may  deem  necessary.  At  the  conclusion  of  that 
hearing  the  Board  shall  determine  the  number  of  peak-period  person-trips  of  the 
Municipal  Railway  generated  annually  per  gross  square  foot  of  office  use  in  new 
development.  The  Board  shall  also  determine  whether  differing  categories  of  useful 
lives  expressed  in  years  should  be  used  to  ensure  a fair  and  accurate  fee  schedule; 
and,  if  so,  what  the  different  categories  should  be.  The  Board  shall  then  determine 
the  current  cost  per  peak-period  Municipal  Railway  person-trip  for  the  additional 
peak-period  service  necessary  to  serve  new  developments.  The  Board  shall  also 
determine  the  appropriate  annual  rate  of  increase  of  the  cost  of  providing  addi- 
tional peak-period  Municipal  Railway  person-trips  and  the  appropriate  annual  rate 
of  return  on  the  invested  proceeds  of  this  fee. 

The  Board  shall  then  establish  a Transit  Impact  Development  Fee  Schedule 
expressed  in  terms  of  a sum  per  gross  square  foot  for  office  use  in  new  developments 
using  the  general  formula:  annual  peak-period  Municipal  Railway  person-trips  per 
gross  square  foot  times  current  cost  per  additional  peak-period  Municipal  Railway 
person-trip  times  the  present  value  factor  appropriate  to  the  difference  between  the 
annual  rate  of  cost  increases;  and  return  on  invested  funds  over  the  useful  lives  of 
new  developments,  establishing  as  many  separate  rates  as  are  deemed  appropriate 
to  the  determinations  of  useful  life  categories. 

The  rates  of  the  fee  schedule  shall  be  set  at  an  actuarially  sound  level  to  insure 
that  the  proceeds  will  be  sufficient  to  pay  for  all  capital  and  operating  costs  incurred 
in  providing  and  operating  additional  required  peak-period  capacity,  including 
such  earnings  as  may  be  derived  from  investment  of  the  proceeds  and  amortization 
thereof,  over  the  life  of  such  new  developments;  provided,  however,  that  said  sum 
may  not,  for  any  category  of  useful  life,  exceed  $5  per  square  foot. 

In  the  event  that  the  City  and  County  shall  impose  and  collect  any  additional 
fees  or  assessments  specifically  to  recover  the  costs  of  transit  services,  including 
transit  services  the  cost  of  which  are  included  in  the  fee  imposed  by  Section  38.4, 
the  owner  of  a development  for  which  the  Transit  Impact  Development  Fee  has 
been  fully  paid  shall  annually  receive  a credit,  up  to  the  total  amount  of  such  fees  or 
assessments,  of  that  portion  of  the  prorated  annual  amount  of  the  Transit  Impact 
Development  Fee  equal  to  those  costs  of  transit  services  included  in  such  fees  or 
assessments  which  are  also  included  in  the  Transit  Impact  Development  Fee:  The 
prorated  annual  amount  of  the  Transit  Impact  Development  Fee  is  obtained  by 
dividing  the  total  Transit  Impact  Development  Fee  already  paid  by  the  estimated 
useful  life  of  the  development,  in  years. 

The  portion  credited  against  the  such  fees  or  assessments  shall  be  determined 
by  comparing  those  costs  included  in  the  Transit  Impact  Development  Fee  and 
those  included  in  such  fees  or  assessments. 

In  the  event  that  the  City  and  County  shall  impose  and  collect  any  additional 
fees  or  assessments  specifically  to  recover  the  costs  of  transit  services,  including 
transit  services  the  cost  of  which  are  included  in  the  fee  imposed  by  Section  38.4, 
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the  owner  of  a development  for  which  the  Transit  Impact  Development  Fee  is  being 
paid  in  installments  shall  annually  receive  a credit,  up  to  the  total  amount  of  such 
fees  or  assessments,  for  that  portion  of  such  annual  installment,  whether  interest 
only  or  principal  and  interest,  equal  to  those  costs  of  transit  services  included  in 
such  fees  or  assessments  which  are  also  included  in  the  Transit  Impact  Develop- 
ment Fee. 

In  the  event  the  City  and  County  shall  impose  and  collect  any  additional  fees 
or  assessments  specifically  to  recover  the  costs  of  transit  services,  including  transit 
services  the  cost  of  which  are  included  in  the  fee  imposed  by  Section  38.4,  the  owner 
of  a development  for  which  the  Transit  Impact  Development  Fee  will  be  due  but  has 
not  been  paid  shall  receive  a credit  against  the  development  fee  otherwise  due  in  an 
amount  equal  to  that  portion  of  the  Transit  Impact  Development  Fee  equal  to  the 
value  of  those  costs  of  transit  services  included  in  such  fees  or  assessments  which 
are  also  included  in  the  Transit  Impact  Development  Fee.  (Added  by  Ord.  224-81. 
App.  5/5/81) 

SEC.  38.7.  USE  OF  PROCEEDS  FROM  TRANSIT  IMPACT  DEVEL- 
OPMENT FEE.  The  sums  derived  from  the  collection  of  the  Transit  Impact 
Development  Fee  shall  be  held  in  trust  by  the  Treasurer  of  the  City  and  County  and 
shall  be  distributed  according  to  the  fiscal  and  budgetary  provisions  of  the  San 
Francisco  Charter  subject  only  to  the  following  conditions  and  limitations.  The 
proceeds  from  the  Transit  Impact  Development  Fee,  including  earnings  from 
investments  thereof,  may  be  used  only  for  the  provisions  of  peak-period  public 
transit  service  over  and  above  public  transit  service  being  provided  on  March  1. 
1980.  to  and  from  and  within  the  Downtown  Area,  to  compensate  for  and  to  defray 
the  capital  and  operating  costs  incurred  by  the  City  and  County  in  providing  the 
benefit  of  public  transit  service  in  the  Downtown  Area  in  order  to  meet  the  special 
peak-period  burden  placed  on  the  City  and  County  by  the  addition  of  new  office  use 
in  new  developments  in  the  Downtown  Area  of  the  City  and  County. 

In  the  event  a structure  for  which  this  Transit  Impact  Development  Fee  has 
been  fully  paid  is  demolished  or  converted  to  non-office  use  prior  to  the  expiration 
of  its  estimated  useful  life,  the  City  and  County  shall  refund  to  the  owner  a portion 
of  the  amount  of  the  fee  determined  by  deducting  an  amount  reflecting  the  duration 
of  the  office  use  in  relation  to  the  useful  life  estimate  used  in  determining  the  Transit 
Impact  Development  Fee  for  that  structure.  In  the  event  a structure  for  which  the 
Transit  Impact  Development  Fee  is  being  paid  in  installments  is  demolished  or 
converted  to  non-office  use  prior  to  the  final  payment,  installments  shall  continue 
only  until  the  principal  obligation  is  reduced  to  the  amount  which  would  have  been 
refunded  if  the  Transit  Impact  Development  Fee  had  been  fully  paid.  In  the  event  a 
building  permit  expires  prior  to  completion  of  the  work  and  commencement  of 
occupancy,  so  that  it  will  be  necessary  to  obtain  a new  permit  to  carr\'  out  new 
development,  the  obligation  to  pay  the  fee  shall  be  cancelled,  and  any  amount 
previously  paid  shall  be  refunded.  (Added  by  Ord.  224-81.  .App.  5/5/81) 

SEC.  38.8.  SETTING  OF  FEE.  Each  developer,  prior  to  obtaining  a build- 
ing permit  for  any  new  development  in  the  downtown  area  after  the  effective  date  of 
this  ordinance,  shall  file  with  the  General  Manager  of  the  Public  Utilities  Commis- 
sion. on  such  form  as  he  may  develop,  a report  indicating  the  number  of  gross 
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square  feet  of  the  new  development  intended  for  office  use.  Each  developer  of  a new 
development  for  which  a building  permit  was  issued  prior  to  the  effective  date  of 
this  ordinance  and  for  which  a final  certificate  of  occupancy  had  not  been  issued 
prior  to  the  effective  date  of  this  ordinance  shall  file  the  same  report  prior  to 
obtaining  a final  certificate  of  occupancy.  The  General  Manager  shall  determine  the 
number  of  gross  square  feet  of  office  use  to  which  the  Transit  Impact  Development 
Fee  Schedule  applies,  disregarding  the  number  of  gross  square  feet  of  office  use 
being  retained,  determine  the  useful  life  category  if  the  Fee  Schedule  includes  useful 
life  categories,  apply  the  fee  schedule,  and  determine  the  fee  which  reflects  the 
additional  cost  of  peak-period  public  transit  service  generated  by  the  office  use  in 
the  new  development.  The  applicant  shall  be  notified  of  the  General  Manager’s 
determination  in  writing.  The  General  Manager  shall  mail  a copy  of  his  determina- 
tion to  the  applicant.  The  applicant  may  appeal  the  determination  of  the  number  of 
gross  square  feet  of  office  use  subject  to  the  fee,  the  adjustment  factor  described  in 
Section  38.8.5(b).  or  the  useful-life  category  if  the  fee  schedule  includes  useful  life 
categories,  to  the  Public  Utilities  Commission  in  order  to  reduce  the  amount  of  the 
fee  obligation.  If  the  applicant  notifies  the  General  Manager  of  his  acceptance  of  the 
determination,  or  does  not  appeal  to  the  Public  Utilities  Commission  within  15 
days  of  the  date  of  personal  service  or  mailing  of  notice  of  the  General  Manager’s 
determination,  the  General  Manager’s  determination  shall  be  final,  and  a notice  of 
such  determination  shall  be  provided  the  Central  Permit  Bureau.  The  Central 
Permit  Bureau  may  not  issue  a building  permit  for  any  new  development  in  the 
downtown  area  until  it  has  received  notice  from  the  General  Manager  of  the  Public 
Utilities  Commission  or  the  Public  Utilities  Commission  of  the  final  determina- 
tion of  the  amount  of  the  Transit  Impact  Development  Fee  to  be  paid.  (Amended  by 
Ord.  224-84.  App.  5/15/84) 

SEC.  38.8.5.  CREDITS  FOR  PRIOR  USE.  In  determining  the  number  of 
gross  square  feet  of  office  use  to  which  the  Transit  Impact  Development  Fee 
Schedule  applies,  the  General  Manager  shall  provide  for  the  following  credits: 

a.  For  prior  office  uses,  there  shall  be  credit  for  the  number  of  gross  square  feet 
of  office  use  being  eliminated  as  part  of  the  project. 

b.  For  prior  uses  other  than  office  use.  there  shall  be  a credit  for  the  number  of 
gross  square  feet  of  nonoffice  use  being  eliminated  multiplied  by  an  adjustment 
factor  to  reflect  the  difference  between  office  building  peak-period  Municipal 
Railway  trip  generation  rates  and  peak-period  Municipal  Railway  trip  generation 
rates  for  other  uses.  The  adjustment  factor  shall  be  determined  by  the  General 
Manager  as  follows: 

(1)  The  adjustment  factor  shall  be  a fraction,  the  numerator  of  which  shall  be 
the  peak-period  Municipal  Railway  trip  generation  rate  which  the  General  Man- 
ager shall  determine,  in  consultation  with  the  Department  of  City  Planning  applies 
to  the  class  of  prior  use  being  eliminated  by  the  project. 

(2)  The  denominator  of  the  fraction  shall  be  the  peak-period  Municipal 
Railway  trip  generation  rate  for  office  use  used  in  the  most  recent  calculation  of  the 
Transit  Impact  Development  Fee  Schedule  approved  by  the  Board  of  Supervisors. 

(3)  Notwithstanding  the  foregoing,  the  adjustment  factor  shall  not  exceed  1. 
(.Added  by  Ord.  224-84.  .App.  5/15/84) 
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SEC.  38.9.  RULES  AND  REGULATIONS.  The  Public  Utilities  Com- 
mission is  empowered  to  adopt  such  rules,  regulations,  and  administrative  pro- 
cedures as  it  deems  necessary  to  implement  this  Chapter,  including  the 
determination,  collection,  refund,  and  utilization  of  the  proceeds,  of  the  Transit 
Impact  Development  Fee.  (Added  by  Ord.  224-81.  App.  5/5/81) 

SEC.  38.10.  NONPAYMENT,  RECORDATION  OF  NOTICE  OF  FEE 
AND  NOTICE  OF  DELINQUENCY,  ADDITIONAL  REQUEST;  NOTICE  OF 
ASSESSMENT  OF  INTEREST  AND  INSTITUTION  OF  LIEN  PROCEED- 
INGS. A.  Upon  the  General  Manager’s  determination  that  a development  is  within 
the  transit  impact  development  fee  boundaries  as  defined  by  Section  38. 1(d)  of  this 
ordinance,  he  may  cause  the  County  Recorder  to  record  a notice  that  such  develop- 
ment is  subject  to  the  Transit  Impact  Development  Fee.  He  shall  serve  or  mail  a 
copy  of  such  notice  to  the  persons  liable  for  payment  of  the  fee  and  the  owners  of  the 
real  property  described  in  the  notice.  The  notice  shall  include  ( 1 ) a description  of  the 
real  property  subject  to  the  fee;  (2)  a statement  that  the  development  is  within  the 
transit  impact  development  fee  downtown  area  boundaries  as  defined  by  Section 
38.1(d)  of  this  ordinance  and  is  subject  to  the  imposition  of  the  fee;  and  (3)  a 
statement  that  the  amount  of  the  fee  to  which  the  building  is  subject  is  determined 
pursuant  to  San  Francisco  Administrative  Code  Section  38.8  and  related  provi- 
sions of  said  ordinance. 

B.  Payment  of  the  transit  impact  development  fee  imposed  by  this  ordinance 
is  delinquent  if  (1)  in  the  case  of  a fee  not  payable  in  installments  the  fee  is  not  paid 
within  30  days  of  request  for  payment;  (2)  in  the  case  of  a fee  payable  in  installments 
the  fee  installment  is  not  paid  within  30  days  of  the  date  fixed  for  payment. 

C.  Where  the  transit  impact  development  fee,  not  payable  in  installments 
pursuant  to  Section  38.4  hereof  is  not  paid  within  30  days  of  request  for  payment 
and  where  the  transit  impact  development  fee  is  payable  in  installments  pursuant 
to  Section  38.4  of  this  ordinance  and  any  installment  is  not  paid  within  30  days  of 
the  date  fixed  for  payment. 

(1)  The  General  Manager  or  his  designee  may  cause  the  County  Recorder  to 
record  a notice  of  delinquent  transit  impact  development  fee  which  shall  include: 
(a)  The  amount  of  the  delinquent  fee;  (b)  the  amount  of  the  entire  fee  as  reflected  on 
the  final  determination  and  a statement  of  whether  the  fee  is  payable  in  installment; 
(c)  the  fee  interest  and  penalty  the  due;  (d)  the  interest  and  penalties  that  shall 
accrue  on  the  delinquent  fee  if  not  promptly  paid;  (e)  a description  of  the  real 
property  subject  to  the  fee;  (f)  notification  that  if  the  fee  is  not  promptly  paid 
proceedings  will  be  instituted  before  the  Board  of  Supervisors  to  impose  a lien  for 
the  unpaid  fee  together  with  any  penalties  and  interest  against  the  real  property 
described  in  the  delinquency  notice;  (q)  notification  of  the  fee  payer’s  right  to 
appeal  the  delinquency  determination  to  the  Public  Utilities  Commission  within  1 5 
days  of  the  notice  to  the  fee  payer. 

(2)  Where  the  General  Manager  determines  to  record  a notice  of  delinquency 
he  shall  also  serve  or  mail  the  notice  of  delinquent  transit  impact  development  fee 
to  the  persons  liable  for  the  fee  and  to  the  owners  of  the  real  property  described  on 
the  notice. 
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(3)  Where  a notice  of  transit  impact  development  fee  delinquency  has  been 
recorded  and  the  delinquent  fee  is  paid  or  the  General  Manager’s  determination  of 
delinquency  is  reversed  by  appeal  to  the  Public  Utilities  Commission  or  the 
delinquency  is  otherwise  cured,  the  General  Manager  shall  promptly  cause  the 
County  Recorder  to  record  a notice  that  the  transit  impact  development  fee 
delinquency  has  been  cured.  Said  notice  shall  include;  (a)  Description  of  the  real 
property  alTected:  (b)  the  book  and  page  number  of  the  county  record  wherein  the 
notice  of  delinquency  was  recorded;  (c)  the  date  the  notice  of  delinquency  was 
recorded;  (d)  notification  that  the  delinquency  reflected  on  the  notice  of  delin- 
quency was  cured  and  the  date  of  cure;  (e)  the  amount  of  the  entire  fee  as  reflected 
on  the  final  determination;  (0  if  applicable,  the  amount  of  the  fee  paid  to  effect  the 
cure;  and  (g)  if  applicable,  a statement  that  the  fee  was  payable  in  installments  and 
specification  of  the  delinquency  installments  cured;  (h)  if  applicable,  the  amount  of 
the  fee  paid  to  effect  the  cure. 

(4)  The  General  Manager  shall  serve  or  mail  the  notice  that  the  transit  impact 
development  fee  delinquency  has  been  cured,  referred  to  in  Section  38.10B(3)  of 
this  ordinance,  to  the  persons  liable  for  the  fee  and  to  the  owners  of  the  real  property 
described  in  such  notice. 

D.  Where  the  transit  impact  development  fee,  not  payable  in  installments 
pursuant  to  Section  38.4  hereof  is  not  paid  within  30  days  of  request  for  payment 
and  where  the  transit  impact  development  fee  is  payable  in  installments  pursuant 
to  Section  38.4  of  this  ordiance  and  the  installment  is  not  paid  within  30  days  of  the 
date  fixed  for  payment,  the  General  Manager  or  his  designee  shall  mail  an  addi- 
tional request  for  payment  and  notice  to  the  owner  stating  the  following; 

(1)  If  the  amount  due  is  not  paid  within  30  days  of  the  date  of  mailing  the 
additional  request  and  notice,  interest  at  the  legal  rate  shall  be  assessed  upon  the  fee 
or  installment  due. 

(2)  With  respect  to  both  noninstallment  and  installment  fees,  if  the  account  is 
not  current  within  60  days  of  the  date  of  mailing  the  additional  request  and  notice, 
the  General  Manager  shall  institute  proceedings  to  record  a special  assessment  lien 
for  the  entire  balance  and  any  accrued  interest  against  the  property  upon  which  the 
fee  is  owed. 

E.  Thirty  days  after  mailing  the  additional  request  for  payment  the  General 
Manager  may  assess  interest  as  specified  in  paragraph  38.10(A)(C)  (1)  above.  Sixty 
days  after  mailing  the  additional  request  for  payment  and  notice  the  General 
Manager  may  institute  lien  proceedings  as  specified  in  Paragraph  38.10A.C.(2) 
above.  (Amended  by  Ord.  18-87,  App.  1/29/87) 

SEC.  38.11.  LIEN  PROCEEDINGS;  NOTICE.  If  payment  of  the  fee  not 
payable  in  installments  is  not  received  within  30  days  following  mailing  of  the 
additional  request  and  notice  or  if  with  respect  to  installment  payments  the  account 
is  not  brought  current  within  60  days  of  the  mailing  of  the  additional  request  and 
notice,  the  General  Manager  of  the  Public  Utilities  Commission  shall  initiate 
proceedings,  by  reporting  the  delinquency  to  the  Board,  to  make  the  entire  unpaid 
balance  of  the  Transit  Impact  Development  Fee,  including  interest  on  the  unpaid 
fee  or  installments  a special  assessment  lien  against  the  property  served.  Such 
charges  against  delinquent  accounts  shall  be  reported  to  the  Board  at  least  once  each 
year.  Said  report  for  each  such  delinquent  account  shall  contain  the  owner’s  name. 
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the  amount  due,  including  interest,  amount  of  the  unpaid  balance,  including 
interest  on  any  delinquent  installment,  and  the  description  of  the  parcel  served. 
The  General  Manager  of  the  Public  Utilities  Commission  shall  also  recommend 
which  of  such  delinquent  accounts  should  be  exempted  from  the  lien  procedure  or 
other  sanctions  because  of  the  small  amounts  involved,  or  because  another  debt 
collection  procedure  is  more  appropriate  or  for  other  appropriate  reasons.  The 
descriptions  of  the  parcels  shall  be  those  used  for  the  same  parcels  on  the  Assessor’s 
map  books  for  the  current  year.  Upon  receipt  of  such  report  the  Board  shall  fix  a 
time,  date  and  place  for  hearing  the  report  and  any  protest  or  objections  thereto, 
and  shall  cause  notice  of  the  hearing  to  be  mailed  to  each  owner  of  the  parcels  of  real 
property  described  in  the  report  not  less  than  10  days  prior  to  the  date  of  hearing. 
(Amended  by  Ord.  491-85,  App.  10/31/85) 

SEC.  38.12.  HEARING.  At  the  time  fixed  for  consideration  of  the  report 
the  Board  shall  hear  it  with  any  objections  of  the  owners  of  the  parcels  liable  to  be 
assessed  for  delinquent  accounts.  The  Board  may  make  such  revisions,  corrections 
or  modifications  of  the  report  as  it  may  deem  just;  and  in  the  event  that  the  Board  is 
satisfied  with  the  correctness  of  the  report  (as  submitted  or  as  revised,  corrected  or 
modified),  it  shall  be  confirmed.  The  decision  of  the  Board  on  the  report  and  on  all 
protests  or  objections  thereto  shall  be  final  and  conclusive;  provided,  however,  any 
delinquent  account  may  be  removed  from  the  report  by  payment  in  full  at  any  time 
prior  to  confirmation  of  the  report.  The  Clerk  of  the  Board  shall  cause  the  con- 
firmed report  to  be  verified  in  form  sufficient  to  meet  recording  requirements. 
(Added  by  Ord.  224-81,  App.  5/5/81) 

SEC.  38.13.  COLLECTION  OF  ASSESSMENT.  Upon  confirmation  of 
the  report  by  the  Board,  the  delinquent  charges  contained  therein  shall  constitute  a 
special  assessment  against  the  parcels  to  which  the  services  were  rendered. 

Each  such  assessment  shall  be  subordinate  to  all  existing  special  assessment 
liens  previously  imposed  upon  such  parcels  and  paramount  to  all  other  liens  except 
those  for  state,  county  and  municipal  taxes  with  which  it  shall  be  upon  parity.  The 
lien  shall  continue  until  the  assessment  and  all  interest  and  penalties  due  and 
payable  thereon  are  paid.  All  laws  applicable  to  the  levy,  collection  and  enforce- 
ment of  municipal  taxes  shall  be  applicable  to  said  special  assessment.  (Added  by 
Ord.  224-81,  App.  5/5/81) 

SEC.  38.14.  RECORDATION;  CHARGES.  The  Clerk  of  the  Board  shall 
cause  the  confirmed  and  verified  report  to  be  recorded  in  the  County  Recorder’s 
office  and  the  special  assessment  lien  on  each  parcel  of  property  described  in  said 
report  shall  carry  additional  charges  for  administrative  expenses  of  $50  or  10 
percent  of  the  amount  of  the  unpaid  balance,  including  penalty,  whichever  is 
higher;  and  a rate  of  one  and  one-half  percent  per  full  month  compounded  monthly 
from  the  date  of  the  recordation  of  the  lien  on  all  charges  due.  (Added  by  Ord. 
224-81,  App.  5/5/81) 

SEC.  38.15.  FILING  WITH  CONTROLLER  AND  TAX  COLLECTOR: 

, DISTRIBUTION  OF  PROCEEDS.  The  Clerk  of  the  Board  shall  file  a certified 
copy  of  each  confirmed  report  with  the  Controller  and  Tax  Collector  within  10  days 
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after  confirmation  of  the  report,  whereupon  it  shall  be  the  duty  of  said  officers  to 
add  the  amount  of  said  assessment  to  the  next  regular  bill  for  taxes  levied  against 
said  parcel  or  parcels  of  land  for  municipal  purposes,  and  thereafter  said  amount 
shall  be  collected  at  the  same  time  and  in  the  same  manner  as  City  and  County  taxes 
arc  collected,  and  shall  be  subject  to  the  same  procedure  under  foreclosure  and  sale 
in  case  of  delinquency  as  provided  for  property  taxes  of  the  City  and  County  of  San 
Francisco. 

E.xcept  for  the  release  of  lien  recording  fee  authorized  in  Section  38.16,  all 
sums  collected  by  the  Tax  Collector  pursuant  to  this  ordinance  shall  be  held  in  trust 
bv  the  Treasurer  and  distributed  as  provided  in  Section  38.6  of  this  Chapter.  (Added 
by  Ord.  224-81,  App.  5/5/81) 

SEC.  38.16.  RELEASE  OF  LIEN,  RECORDING  FEE.  On  payment  to 
the  Tax  Collector  of  the  special  assessment,  the  Tax  Collector  shall  cause  to  be 
recorded  a release  of  lien  with  the  County  Recorder,  and  from  the  sum  collected 
pursuant  to  Section  38.15,  shall  pay  to  the  County  Recorder  a recording  fee  of  $6. 
(Added  by  Ord.  224-81,  App.  5/5/81) 

SEC.  38.17.  MANNER  OF  GIVING  NOTICES.  Any  notice  required  to 
be  given  hereunder  by  the  Board  of  the  Public  Utilities  Commission  to  an  owner 
shall  be  sufficiently  given  or  served  upon  the  owner  for  all  purposes  hereunder  if 
personally  served  upon  the  owner  or  if  deposited,  postage  prepaid,  in  a post  office 
letter  box  addressed  in  the  name  of  the  owner  at  the  official  address  of  the  owner 
maintained  by  the  Tax  Collector  of  the  City  and  County  for  the  mailing  of  tax  bills; 
or,  if  no  such  address  is  available,  to  the  owner  at  the  address  of  the  real  property  to 
which  the  public  transit  service  was  provided.  (Added  by  Ord.  224-81,  App.  5/5/81) 

SEC.  38.18.  SEVERABILITY.  The  provisions  of  this  ordinance  shall  not 
apply  to  any  person,  association,  corporation  or  to  any  property  as  to  whom  or 
which  it  is  beyond  the  power  of  the  City  and  County  of  San  Francisco  to  impose  the 
fee  herein  provided.  If  any  sentence,  clause,  section  or  part  of  this  ordinance,  or  any 
fee  imposed  upon  any  person  or  entity  is  found  to  be  unconstitutional,  illegal  or 
invalid,  such  unconstitutionality,  illegality,  or  invalidity  shall  affect  only  such 
clause,  sentence,  section  or  part  of  this  ordinance,  or  person  or  entity;  and  shall  not 
affect  or  impair  any  of  the  remaining  provisions,  sentences,  clauses,  sections  or 
other  parts  of  this  ordinance,  or  its  effect  on  other  persons  or  entities.  It  is  hereby 
declared  to  be  the  intention  of  the  Board  of  Supervisors  of  the  City  and  County  that 
this  ordinance  would  have  been  adopted  had  such  unconstitutional,  illegal  or 
invalid  sentence,  clause,  section  or  part  of  this  ordinance  not  been  included  herein; 
or  had  such  person  or  entity  been  expressly  exempted  from  the  application  of  this 
ordinance.  To  this  end  the  provisions  of  this  ordinance  are  severable.  (Added  by 
Ord.  224-81,  App.  5/5/81) 

SEC.  38.45.  CHARITABLE  EXEMPTIONS,  (a)  When  the  property  or  a 
portion  thereof  will  be  exempt  from  real  property  taxation  pursuant  to  California 
Constitution.  Article  XIII,  Section  4,  as  implemented  by  California  Revenue  and  j 
Taxation  Code.  Section  214,  then  the  developer  shall  not  be  required  to  pay  the 


AD-742 


San  Francisco  Administrative  Code 


Section  38.45 


Transit  Impact  Development  Fee  attributed  to  the  net  new  office  space  in  the 
exempt  property  or  portion  thereof,  so  long  as  the  property  or  portion  thereof 
continues  to  enjoy  the  aforementioned  exemption  from  real  property  taxation. 

(b)  The  Transit  Impact  Development  Fee  shall  be  calculated  for  exempt 
structures  in  the  same  manner  and  at  the  same  time  as  for  all  other  structures.  The 
developer  may  apply  to  the  Public  Utilities  Commission  for  an  exemption  pur- 
suant to  the  standards  set  forth  herein.  In  the  event  the  Commission  determines 
that  the  developer  is  entitled  to  an  exemption  under  this  Section,  it  shall  cause  to  be 
recorded  a notice  advising  that  the  Transit  Impact  Development  Fee  has  been 
calculated  and  imposed  upon  the  structure  and  that  the  structure  or  a portion 
thereof  has  been  exempted  from  payment  of  the  fee  but  that  if  the  property  or 
portion  thereof  loses  its  exempt  status  during  the  10-year  period  commencing  with 
the  date  of  the  imposition  of  the  Transit  Impact  Development  Fee,  then  the 
building  owner  shall  be  subject  to  the  requirement  to  pay  the  fee. 

(c)  If  within  10  years  from  the  date  of  the  issuance  of  the  Certificate  of  Final 
Completion  and  occupancy,  the  exempt  property  or  portion  thereof  loses  its 
exempt  status,  then  the  property  owner  shall,  within  90  days  thereafter,  be  obligated 
to  pay  the  Transit  Impact  Development  Fee,  reduced  by  an  amount  reflecting  the 
duration  of  the  charitable  exempt  status  in  relation  to  the  useful  life  estimate  used 
in  determining  the  Transit  Impact  Development  Fee  for  that  structure.  The  amount 
remaining  to  be  paid  shall  be  determined  by  recalculating  the  fee  using  a useful  life 
equal  to  the  useful  life  used  in  the  initial  calculation  minus  the  number  of  years 
during  which  the  exempt  status  has  been  in  effect. 

(d)  In  the  event  a property  owner  fails  to  pay  a fee  within  the  90-day  period,  a 
notice  for  request  of  payment  shall  be  served  by  the  Public  Utilities  Commission 
pursuant  to  Section  38.10  of  this  Chapter.  Thereafter,  upon  nonpayment,  a lien 
proceeding  shall  be  instituted  pursuant  to  Sections  38.11  to  38.17,  inclusive,  of  this 
Chapter.  (Added  by  Ord.  223-84,  App.  5/10/84) 
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CHAPTER  39 

SAN  FRANCISCO  INTEGRATED  PEST  MANAGEMENT  PROGRAM 
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Ban  on  Use  of  Toxicity  Category  I and  Certain  Other  Pesticides. 
Ban  on  Use  of  Toxicity  Category  n Pesticide  Products;  Total 
Pesticide  Ban. 

Notice  of  Pesticide  Use. 

Implementation  of  City  Integrated  Pest  Management  Policy. 
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City  Contracts. 
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SEC.  39.1.  PURPOSE  AND  FINDINGS,  (a)  The  Board  of  Supervisors  hereby 
finds  and  declares  that  it  shall  be  the  policy  of  the  City  and  County  of  San  Francisco 
for  City  departments  and  City  contractors  who  apply  pesticides  to  City  property  to 
eliminate  or  reduce  pesticide  applications  on  City  property  to  the  maximum  extent 
feasible. 

(b)  Under  this  Chapter,  the  City  and  County  of  San  Francisco  wishes  to  exercise 
its  power  to  make  economic  decisions  involving  its  own  funds  as  a participant  in  the 
marketplace  and  to  conduct  its  own  business  as  a municipal  corporation  to  ensure  that 
purchases  and  expenditures  of  public  monies  are  made  in  a manner  consistent  with 
integrated  pest  management  policies  and  practices. 

(c)  This  Chapter  39  concerns  the  application  of  pesticides  to  property  owned 
by  the  City  and  County  of  San  Francisco  only,  and  does  not  concern  the  application 
of  pesticides  to  property  that  is  not  owned  by  the  City  and  County  of  San  Francisco. 

(d)  City  departments  shall  implement  the  following  City  Integrated  Pest 
Management  (IPM)  Policy: 

CITY  INTEGRATED  PEST  MANAGEMENT  POLICY 


The  City,  in  carrying  out  its  operations,  shall  assume  pesticides  are  potentially 
hazardous  to  human  and  environmental  health.  City  departments  shall  give  preference 
to  reasonably  available  nonpesticide  alternatives  when  considering  the  use  of  pesti- 
cides on  City  property.  For  all  pest  problems  on  City  property.  City  departments  shall 
follow  the  integrated  pest  management  (IPM)  approach  outlined  below. 

(1)  Monitor  each  pest  ecosystem  to  determine  pest  population,  size,  occurrence, 
and  natural  enemy  population,  if  present.  Identify  decisions  and  practices  that  could 
affect  pest  populations.  Keep  records  of  such  monitoring; 

(2)  Set  for  each  pest  at  each  site  and  identify  in  an  IPM  implementation  plan, 
an  injury  level,  based  on  how  much  biological,  aesAetic  or  economic  damage  the  site 
can  tolerate; 

(3)  Consider  a range  of  potential  treatments  for  the  pest  problem.  Employ  non- 
pesticide management  tactics  first.  Consider  the  use  of  chemicals  only  as  a last  resort 
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and  select  and  use  chemicals  only  within  an  IPM  program  and  in  accordance  with  the 
provisions  of  Chapter  39. 

(A)  Determine  the  most  effective  treatment  time,  based  on  pest  biology  and 
other  variables,  such  as  weather,  seasonal  changes  in  wildlife  use  and  local  conditions, 

(B)  Design  and  construct  indoor  and  outdoor  areas  to  reduce  and  eliminate  pest 
habitats. 

(C)  Modify  management  practices,  including  watering,  mulching,  waste 
management,  and  food  storage, 

(D)  Modify  pest  ecosystems  to  reduce  food  and  living  space, 

(E)  Use  physical  controls  such  as  hand-weeding,  traps  and  barriers, 

(F)  Use  biological  controls  (introducing  or  enhancing  pests’  natural  enemies); 

(4)  Conduct  ongoing  educational  programs: 

(A)  Acquaint  staff  with  pest  biologies,  the  IPM  approach,  new  pest  management 
strategies  as  they  become  known,  and  toxicology  of  pesticides  proposed  for  use, 

(B)  Inform  the  public  of  the  City’s  attempt  to  reduce  pesticide  use  and  respond 
to  questions  from  the  public  about  the  City’s  pest  management  practices; 

(5)  Monitor  treatment  to  evaluate  effectiveness.  Keep  monitoring  records  and 
include  them  in  the  IPM  implementation  plan. 

(e)  Nothing  in  this  Chapter  is  intended  to  apply  to  pesticide  applications  that 
are  required  to  comply  with  federal.  State  or  local  laws  or  regulations.  (Added  by  Ord. 
401-96,  App.  10/21/96;  amended  Ord.  274-97,  App.  7/3/97) 

SEC.  39.2.  DEFINITIONS.  Whenever  used  in  this  ordinance,  the  following 
terms  shall  have  the  meanings  set  forth  below. 

(a)  “Agricultural  Commissioner”  means  the  County  Agricultural  Commissioner 
for  the  City  and  County  of  San  Francisco. 

(b)  “Antimicrobial  agent”  means  a product  that  is  labeled  as  registered  with  the 
United  States  Environmental  Protection  Agency  as  a pesticide  used  to  kill  microbes. 
Antimicrobial  agents  include,  but  are  not  limited  to,  disinfectants,  sanitizers, 
bacteriostats,  sterilizers,  fungicides  and  fungistats  applied  to  inanimate  surfaces,  and 
commodity  preservatives  and  protectants  applied  to  raw  materials  or  manufactured 
products. 

(c)  “City  department”  means  any  department  of  the  City  and  County  of  San 
Francisco  and  includes  any  pesticide  applicator  hired  by  a City  department  to  apply 
pesticides  on  City  property.  City  department  does  not  include  any  other  local  agency 
or  any  federal  or  State  agency,  including  but  not  limited  to  the  San  Francisco  School 
District,  the  San  Francisco  Community  College  District,  the  San  Francisco  Redevelop- 
ment Agency  and  the  San  Francisco  Housing  Authority. 

(d)  “Commission  on  the  Environment”  means  the  Commission  on  the  Environ- 
ment provided  for  by  San  Francisco  Charter  Section  4.118. 

(e)  “Contract”  means  a binding  written  agreement,  including  but  not  limited 
to  a contract,  lease,  permit,  license  or  easement  between  a person,  firm,  corporation 
or  other  entity,  including  a governmental  entity,  and  a City  department,  which  grants 
a right  to  use  or  occupy  property  of  the  City  and  County  of  San  Francisco  for  a 
specified  purpose  or  purposes. 

(f)  “Contractor”  means  a person,  firm,  corporation  or  other  entity,  including 
a governmental  entity,  that  enters  into  a contract  with  a City  department. 
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(g)  “Department  of  the  Environment”  means  the  Department  of  the  Environment 
provided  for  by  San  Francisco  Charter  Section  4.118. 

(h)  “Integrated  pest  management”  means  a decision-making  process  for 
managing  pests  that  uses  monitoring  to  determine  pest  injury  levels  and  combines 
biological,  cultural,  physical,  and  chemical  tools  to  minimize  health,  environmental 
and  financial  risks.  The  method  uses  extensive  knowledge  about  pests,  such  as 
infestation  thresholds,  life  histories,  environmental  requirements  and  natural  enemies 
to  complement  and  facilitate  biological  and  other  natural  control  of  pests.  The  method 
uses  the  least  toxic  synthetic  pesticides  only  as  a last  resort  to  controlling  pests. 

(i)  “Pesticide”  means  pesticide  as  defined  in  Section  12753  of  Chapter  2 of 
Division  7 of  the  California  Food  and  Agricultural  Code. 

(j)  “Toxicity  Category  I Pesticide  Product”  means  any  pesticide  product  that 
meets  United  States  Environmental  Protection  Agency  criteria  for  Toxicity  Category 

I under  Section  156.10  of  Part  156  of  Title  40  of  the  Code  of  Federal  Regulations. 

(k)  “Toxicity  Category  n Pesticide  Product”  means  any  pesticide  product  that 
meets  United  States  Environmental  Protection  Agency  criteria  for  Toxicity  Category 

II  under  Section  156.10  of  Part  156  of  Title  40  of  the  Code  of  Federal  Regulations. 
(Added  by  Ord.  401-96,  App.  10/21/96;  amended  Ord.  274-97,  App.  7/3/97;  Ord.  361- 
98,  App.  12/11/98) 

SEC.  393.  BAN  ON  USE  OF  TOXICITY  CATEGORY  I AND  CERTAIN 
OTHER  PESTICIDES.  Except  for  pesticides  granted  an  exemption  pursuant  to 
Section  39.8,  effective  January  1,  1997,  no  City  department  shall  use  any  Toxicity 
Category  I Pesticide  Product,  any  pesticide  containing  a chemical  identified  by  the 
State  of  California  as  a chemical  known  to  the  State  to  cause  cancer  or  reproductive 
toxicity  pursuant  to  the  California  Safe  Drinking  Water  and  Toxic  Enforcement  Act 
of  1986,  and  any  pesticide  classified  as  a human  carcinogen,  probable  human 
carcinogen  or  possible  human  carcinogen  by  the  United  States  Environmental 
Protection  Agency,  Office  of  Prevention,  Pesticides  and  Toxic  Substances.  (Added 
by  Ord.  401-96,  App.  10/21/96;  amended  Ord.  274-97,  App.  7/3/97) 

SEC.  39.4.  BAN  ON  USE  OF  TOXICITY  CATEGORY  II  PESTICIDE 
PRODUCTS;  TOTAL  PESTICIDE  BAN.  (a)  Except  for  pesticides  granted  an 
exemption  pursuant  to  Section  39.8,  effective  January  1,  1998,  no  City  department 
shall  use  any  Toxicity  Category  n Pesticide  Product. 

(b)  Except  for  pesticides  granted  an  exemption  pursuant  to  Section  39.8,  by 
January  1,  2000,  any  City  department  that  uses  one  or  more  pesticides  not  banned 
under  Section  39.3  or  Section  39.4(a),  shall  reduce  by  100  percent  the  cumulative 
volume  of  such  pesticides  that  it  used  in  calendar  year  1996.  (Added  by  Ord.  401-96, 
App.  10/21/96;  amended  Ord.  274-97,  App.  7/3/97) 

SEC.  393.  NOTICE  OF  PESTICIDE  USE.  (a)  Except  as  provided  in  Subdivi- 
sions (b)  through  (e)  hereof,  within  120  days  of  the  effective  date  of  this  ordinance, 
any  City  department  that  uses  any  pesticide  shall  comply  with  the  following  notifica- 
tion procedures: 

(l)  Signs  shall  be  posted  at  least  four  days  before  application  of  the  pesticide 
product  and  remain  posted  at  least  four  days  after  application  of  the  pesticide. 
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(2)  Signs  shall  be  posted  (i)  at  every  entry  point  where  the  pesticide  is  applied 
if  the  pesticide  is  applied  in  an  enclosed  area,  and  (ii)  in  highly  visible  locations 
around  the  perimeter  of  the  area  where  the  pesticide  is  applied  if  the  pesticide  is 
applied  in  an  open  area. 

(3)  Signs  shall  be  of  a standardized  design  that  are  easily  recognizable  to  the 
public  and  workers. 

(4)  Signs  shall  contain  the  name  and  active  ingredient  of  the  pesticide  product, 
the  target  pest,  the  date  of  pesticide  use,  the  signal  word  indicating  the  toxicity 
category  of  the  pesticide  product,  the  date  for  re-entry  to  the  area  treated,  and  the 
name  and  contact  number  for  the  City  department  responsible  for  the  application. 

(b)  City  departments  shall  not  be  required  to  post  signs  in  accordance  with 
Subsection  (a)  in  right-of-way  locations  that  the  general  public  does  not  use  for 
recreational  purposes.  However,  each  City  department  that  uses  pesticides  in  such 
right-of-way  locations  shall  develop  and  maintain  a public  access  telephone  number 
about  pesticide  applications  in  the  right-of-way  areas.  Information  readily  available 
by  calling  the  public  access  number  shall  include  for  any  pesticide  that  will  be  applied 
within  the  next  four  days  or  has  been  applied  within  the  last  four  days:  A description 
of  the  area  of  the  pesticide  application,  the  name  and  active  ingredient  of  the  pesticide 
product,  the  target  pest,  the  date  of  pesticide  use,  the  signal  word  indicating  the 
toxicity  category  of  the  pesticide  product,  the  re-entry  period  of  the  area  treated  and 
the  name  and  contact  number  for  the  City  department  responsible  for  the  application. 
Information  about  the  public  access  telephone  number  shall  be  posted  in  a public 
location  at  the  City  department’s  main  office  building. 

(c)  City  departments  using  baits  shall  not  be  required  to  post  signs  in  accor- 
dance with  Subsection  (a).  However,  each  City  department  that  uses  pesticidal  baits 
shall  post  a permanent  sign;  (1)  in  each  building  or  vehicle  where  the  baits  are  used, 
(2)  at  the  City  department’s  main  office  or  a similar  location  where  the  public  obtains 
information  regarding  the  building  or  vehicle,  and  (3)  when  baits  are  used  outdoors 
to  control  rats  and  other  pests,  in  a conspicuous  location  outside  of  the  area  where 
the  baits  are  used.  The  sign  shall  indicate  the  name  and  active  ingredient  of  the  baits 
used  in  and  around  the  building  or  vehicle,  the  target  pests,  the  signal  word  indicating 
the  toxicity  category  of  the  pesticide  product,  the  area  or  areas  where  the  baits  are 
commonly  placed,  and  the  contact  number  for  the  City  department  responsible  for  the 
bait  application. 

(d)  City  departments  may  obtain  authorization  from  the  Agricultural  Commis- 
sioner to  apply  a pesticide  without  providing  a four-day  advance  notification  in  the 
event  of  a public  health  emergency  or  to  comply  with  worker  safety  requirements. 
Signs  meeting  the  requirements  of  Subsection  UX2)  through  Subsection  (a)(4)  shall 
be  posted  at  the  time  of  application  and  remain  posted  four  days  following  the 
application.  A City  department  applying  pesticides  for  which  an  exemption  is  granted 
pursuant  to  this  Subsection  (d),  shall  report  any  pesticide  usage  to  the  Commission 
on  the  Environment  within  30  days  of  application. 

(e)  The  Commission  on  the  Environment  may  grant  exemptions  to  the  notifica- 
tion requirements  for  certain  other  specific  one-time  pesticide  uses  and  may  authorize 
permanent  changes  in  the  way  City  departments  notify  the  public  about  pesticide  use 
in  some  specific  circumstances,  upon  a finding  that  good  cause  exists  to  allow  an 
exemption  to  the  notification  requirements.  Prior  to  granting  an  exemption  pursuant 
to  this  subsection,  the  City  department  requesting  the  exemption  shall  identify  the 
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specific  situations  in  which  it  is  not  possible  to  comply  with  the  notification  require- 
ments and  propose  alternative  notification  procedures.  The  Commission  on  the 
Environment  shall  review  and  approve  the  alternative  notification  procedures.  A City 
department  applying  pesticides  for  which  an  exemption  is  granted  pursuant  to  this 
Subsection  (e),  shall  report  any  pesticide  usage  to  the  Commission  on  the  Environment 
within  30  days  of  application.  (Added  by  Ord.  401-96,  App.  10/21/96;  amended  Ord. 
274-97,  App.  7/3/97) 

SEC.  39.6.  IMPLEMENTATION  OF  CITY  INTEGRATED  PEST  MAN- 
AGEMENT POLICY,  (a)  Within  90  days  of  the  effective  date  of  Section  39.1(d) 
each  City  department  that  uses  pesticides  shall  submit  to  the  Department  of  the 
Environment  a plan  for  implementing  the  City  Integrated  Pest  Management  (IPM) 
Policy.  The  Commission  on  the  Environment  may  require  periodic  IPM  plan  updates. 
The  ffM  implementation  plans  and  any  periodic  updates  shall  be  consistent  with  the 
requirements  of  this  Section  and  any  guidelines  developed  by  the  Department  of  the 
Environment  pursuant  to  this  Chapter. 

(b)  A City  department  EPM  implementation  plan  shall  outline  the  ways  in  which 
the  City  department  shall  comply  with  the  City  IPM  Policy  in  Section  39.1(d).  The 
City  department  IPM  implementation  plan  shall  include  pesticide  applications 
performed  by  pesticide  applicators  at  the  request  of  the  City  department.  The  IPM 
implementation  plan  shall  contain  a list  of  the  types  and  quantities  of  chemicals  used 
as  of  December  31, 1996,  the  types  of  pest  problems,  the  alternatives  adopted  to  date, 
alternatives  proposed  for  adoption  within  the  next  six  months,  and  the  primary  EPM 
contact  for  the  City  department. 

(c)  At  the  request  of  the  Department  of  the  Enviromnent,  the  Commission  may 
determine  that  a City  department’s  IPM  implementation  plan  is  not  in  conformity  with 
the  City  IPM  Policy.  Upon  a determination  of  nonconformity,  the  City  department 
shall  submit  a revised  plan  to  the  Department  of  the  Environment  in  accordance  with 
a schedule  established  by  the  Commission. 

(d)  The  Agricultural  Commissioner  and  the  Department  of  the  Environment 
shall  assist  City  departments  in  implementing  the  City  IPM  Policy  by  developing 
public  educational  information  about  IPM  plans  and  programs  and  the  City’s  EPM 
Policy. 

(e)  The  Agricultural  Commissioner  shall  establish  an  IPM  Policy  implementa- 
tion program  to  assist  City  departments  in  implementing  the  City  IPM  Policy.  The 
Agricultural  Commissioner  shall  establish  a data  bank  of  information  concerning 
pesticide  use  by  City  departments  and  the  efficacy  of  alternatives  used  by  City 
departments.  All  City  departments  that  use  pesticides  shall  participate  in  the  Agricul- 
tural Commissioner’s  program  by: 

(1)  Identifying  the  types  of  pest  problems  that  the  City  Department  has; 

(2)  Identifying  types  and  quantities  of  pesticides  currently  in  use  by  the  City 
department; 

(3)  Identifying  the  use  of  alternatives  for  banned  pesticides; 

(4)  Designating  City  department  contact  personnel  who  are  responsible  for  the 
service  for  which  the  pesticides  are  used  to  regularly  assess  the  efficacy  of  alternatives 
and  to  act  as  a resource  for  other  City  departments;  and 

(5)  Providing  regular  reports  as  required  by  the  Agricultural  Commissioner  on 
the  City  department’s  efforts  to  implement  the  City  IPM  Policy. 
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(f)  The  Agricultural  Commissioner  shall  determine  the  cost  of  maintaining  the 
IPM  implementation  program.  The  Agricultural  Commissioner  may  request  that  the 
City  departments  that  use  pesticides  provide  work  orders  to  the  Agricultural  Commis- 
sioner to  cover  the  cost  of  maintaining  the  program. 

(g)  No  later  than  July  1,  1997  and  quarterly  thereafter,  the  Agricultural 
Commissioner  shall  report  to  the  Commission  on  the  Environment  on  the  status  of 
City  department  efforts  to  implement  the  City  IPM  Policy.  The  Department  of  the 
Environment  shall  provide  an  annual  report  to  the  Board  of  Supervisors  on  the  status 
of  City  department  efforts.  (Added  by  Ord.  401-96,  App.  10/21/96;  amended  Ord.  274- 
97,  App.  7/3/97) 

SEC.  39.7.  RECORDKEEPING  OF  PESTICmE  APPLICATIONS,  (a)  Each 
City  department  that  uses  pesticides  shall  keep  records  of  each  pesticide  application. 
Each  application  record  shall  include  the  following  information: 

(1)  The  target  pest; 

(2)  The  type  and  quantity  of  pesticide  used; 

(3)  The  site  of  the  pesticide  application; 

(4)  The  date  the  pesticide  was  used; 

(5)  The  name  of  the  pesticide  applicator; 

(6)  The  application  equipment  used. 

(b)  Application  records  shall  be  made  available  to  the  public  upon  request  in 
accordance  with  the  provisions  of  the  San  Francisco  Sunshine  Ordinance,  San 
Francisco  Administrative  Code,  Chapter  67.  (Added  by  Ord.  401-96,  App.  10/21/96; 
amended  Ord.  274-97,  App.  7/3/97) 

SEC.  39.8.  EXEMPTIONS,  (a)  Notwithstanding  any  other  provision  of  this 
Chapter,  this  Chapter  shall  not  apply  to  the  use  of  any  pesticide,  including  any 
antimicrobial  agent,  for  the  purpose  of  improving  or  maintaining  water  quality  at: 

(1)  Drinking  water  treatment  plants; 

(2)  Wastewater  treatment  plants; 

(3)  Reservoirs;  and 

(4)  Related  collection,  distribution  and  treatment  facilities. 

(b)  Notwithstanding  any  other  provision  of  this  Chapter,  this  Chapter  shall  not 
apply  to  the  use  of  antimicrobial  agents  for  the  following  purposes: 

(1)  Protecting  public  health  and  safety  in  the  provision  of  health  care; 

(2)  Treatment  of  water  in  public  swinuning  pools; 

(3)  Treatment  of  water  and  facility  heating,  ventilation  and  air  conditioning 
(HVAC)  cooling  water  systems;  and 

(4)  Treatment  of  water  in  public  fountains. 

(c)  Until  January  1,  2000,  this  Chapter  shall  not  apply  to  the  use  of  antimicro- 
bial agents  for  any  purpose.  By  August  1,  1999,  the  Commission  on  the  Environment 
shall  make  a recommendation  to  the  Board  of  Supervisors  on  the  extent  to  which  the 
City  should  include  antimicrobial  agents  not  exempted  under  Subsections  (a)  or  (b) 
in  its  IPM  Policy.  This  recommendation  shall  be  accompanied  by  a report  prepared 
by  the  Department  of  the  Environment  evaluating  the  City’s  current  use  of  antimicro- 
bial agents  and  identifying  less-toxic  alternatives  consistent  with  public  health  and 
safety.  In  developing  the  report,  the  Director  of  the  Department  of  the  Environment 
shall  consult  with  representatives  from  the  Department  of  Public  Health,  San  Francisco 
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General  Hospital,  the  Purchaser’s  Office,  one  or  more  environmental  organizations 
concerned  with  integrated  pest  management  and  the  Agricultural  Commissioner. 

(d)  A City  department  may  apply  to  the  Department  of  the  Environment  for  up 
to  a one-year  exemption  from  the  pesticide  ban  imposed  by  Sections  39.3  or  39.4  for 
use  of  a particular  pesticide  for  a particular  use.  Upon  the  filing  of  a complete 
application,  the  Department  of  the  Environment  shall  submit  the  exemption  request 
to  the  Commission  on  the  Environment.  The  Commission  on  the  Environment  may 
grant  the  one-year  exemption  upon  a finding  that  the  City  department  has: 

(1)  Made  a good-faith  effort  to  find  alternatives  to  the  banned  pesticide; 

(2)  Demonstrated  that  effective,  economic  alternatives  to  the  banned  pesticide 
do  not  exist  for  the  particular  use;  and 

(3)  Developed  a reasonable  plan  for  investigating  alternatives  to  the  banned 
pesticide  during  the  exemption  period. 

(e)  A City  department  may  apply  to  the  Department  of  the  Environment  for  a 
limited  use  exemption  for  a particular  pesticide  banned  pursuant  to  Section  39.3  or 
Section  39.4  and  not  covered  by  a one-year  exemption.  Upon  the  filing  of  a complete 
application,  the  Department  of  the  Environment  shall  submit  the  exemption  request 
to  the  Commission  on  the  Environment.  The  Commission  on  the  Environment  may 
grant  a limited-use  exemption  provided  that  the  Commission  finds  that  the  City 
department  will  use  the  pesticide  for  a specific  and  limited  purpose  and  for  a short 
and  defined  period  and  the  City  department  has  identified  a compelling  need  to  use 
the  pesticide. 

(f)  The  Commission  on  the  Environment  may  exempt  a reduced-risk  pesticide 
from  the  ban  imposed  by  Section  39.4  upon  a finding  that  the  reduced-risk  pesticide 
is  commonly  used  as  part  of  an  IPM  strategy.  The  Department  of  the  Environment 
shall  maintain  a list  of  reduced-risk  pesticides  granted  an  exemption  pursuant  to  this 
subsection.  (Added  by  Ord.  401-96,  App.  10/21/96;  amended  Ord.  274-97,  App. 
7/3/97;  Ord.  361-98,  App.  12/11/98) 

SEC.  39.9.  CITY  CONTRACTS,  (a)  As  of  the  effective  date  of  this  Section, 
when  a City  department  enters  into  a new  contract  or  extends  the  term  of  an  existing 
contract,  the  contract  shall  obligate  the  contractor  to  comply  with  provisions  of  this 
Section  39.9(a): 

(1)  Effective  January  1,  1998,  the  contractor  shall  comply  with  Sections  39.3, 
39.5  and  39.7.  In  addition,  effective  January  1,  1998,  the  contractor  shall  submit  to 
the  City  department  an  IPM  implementation  plan  that  lists  the  types  and  estimated 
quantities,  to  the  extent  possible,  of  pesticides  that  the  contractor  may  need  to  apply 
to  City  property  during  its  contract,  outlines  actions  the  contractor  will  take  to  meet 
the  City  IPM  Policy  in  Section  39.1  to  the  extent  feasible,  and  identifies  the  primary 
IPM  contact  for  the  contractor. 

(2)  Effective  January  1, 1999,  the  contractor  shall  comply  with  Section  39.4(a). 

(3)  Effective  January  1 , 2000,  the  contractor  shall  comply  with  Section  39.4(b). 

(b)  As  of  the  effective  date  of  this  Section,  when  a City  department  enters  into 

a new  contract  or  extends  the  term  of  an  existing  contract  that  authorizes  a contractor 
to  apply  pesticides  to  City  property,  the  City  department  shall  submit  an  IPM 
implementation  plan  update  to  the  Commission  on  the  Environment  that  incorporates 
the  pesticide  usage  of  the  contractor  into  the  City  department’s  IPM  implementation 
plan. 
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(c)  A contractor,  or  City  department  on  behalf  of  a contractor,  may  apply  for 
any  exemption  authorized  under  Section  39.8.  (Added  by  Ord.  274-97,  App.  7/3/97) 

SEC.  39.10.  GUIDELINES.  The  Department  of  the  Environment  may  issue 
guidelines  to  assist  City  departments  in  the  implementation  of  this  Chapter.  (Added 
by  Ord.  274-97,  App.  7/3/97) 
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ARTICLE  I 
IN  GENERAL 

SEC.  40.1.  PURPOSE.  This  Chapter  provides  for  the  administration  and 
financing  of  a systematic  Housing  Code  Enforcement  Loan  Program  (HELP)  in  the 
City  and  County  of  San  Francisco.  The  provisions  of  this  Chapter  and  Chapter  32  of 
the  San  Francisco  Administrative  Code  constitute  the  City  and  County’s  compre- 
hensive residential  rehabilitation  financing  program  adopted  pursuant  to  the 
Marks-Foran  Residential  Rehabilitation  Act  of  1973,  Section  37910,  et  seq.  of  the 
Health  and  Safety  Code. 

The  purpose  of  HELP  is  to  improve  the  condition  of  housing  for  the  public, 
especially  low  and  moderate  income  tenants  presently  residing  in  apartments  and 
residential  hotels,  and  to  improve  the  quality  of  life  in  San  Francisco  by  providing  a 
means  through  which  owners  of  deteriorating  residential  property  may  obtain 
financial  assistance  to  rehabilitate  their  property  and  maintain  it  in  a residential 
use,  thus  preserving  and  enhancing  the  City  and  County’s  low  income  housing 
stock. 

In  establishing  a systematic  Housing  Code  Enforcement  Loan  Program,  the 
Board  of  Supervisors  finds  and  declares  that: 
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(a)  There  is  a shortage  in  San  Francisco  of  safe,  decent,  and  sanitary  housing. 

(b)  The  preservation  of  existing  housing  is  the  most  effective  way  to  provide 
decent  housing  in  the  City  and  County  of  San  Francisco. 

(c)  The  cost  of  repairing  and  upgrading  substandard  residential  structures  is 
generally  far  less  costly  than  demolition  and  replacement  housing. 

(d)  Rehabilitation  of  existing  housing  results  in  less  personal  hardship, 
involves  less  overall  social  costs,  and  retains  neighborhood  identity. 

(e)  A city/countywide  program  of  systematic  code  enforcement  in  all  multi- 
family buildings  has  been  found  to  be  a reliable  manner  in  which  to  determine 
which  of  these  existing  residential  structures  are  substandard  and  in  need  of 
rehabilitation. 

(f)  The  cost  of  financing  rehabilitation  of  such  structures  is  a major  and 
substantial  factor  affecting  the  supply  and  cost  of  decent,  safe,  and  sanitary  housing 
in  San  Francisco. 

(g)  The  revenue  bonds  provided  for  in  this  Chapter  will  substantially  lower 
the  cost  of  financing  such  rehabilitation 

(h)  This  lowered  cost  of  rehabilitation  financing  will  increase  the  supply  of 
adequate  housing  by  encouraging  rehabilitation  rather  than  demolition  of  these 
substandard  buildings. 

(i)  The  lowered  cost  of  rehabilitation  financing  will  increase  the  supply  of 
adequate  housing  by  speeding  the  rehabilitation  of  these  substandard  buildings. 

(j)  This  lowered  cost  of  rehabilitation  financing  will  lower  the  cost  of  decent, 
safe,  and  sanitary  housing  in  San  Francisco. 

(k)  This  lowered  cost  of  rehabilitation  financing  is  in  the  public  interest  and 
serves  a public  purpose  by  lowering  the  cost  of  maintaining  an  adequate  supply  of 
safe,  decent,  and  sanitary  housing  in  the  City  and  County  of  San  Francisco. 

(l)  A public  purpose  is  also  served  by  using  rehabilitation  financing,  made 
available  pursuant  to  this  Chapter,  to  encourage  voluntary  code  compliance  in 
multi-family  buildings  located  in  San  Francisco’s  Neighborhood  Strategy  Areas. 

(m)  Pursuant  to  regulations  of  the  United  States  Department  of  Housing  and 
Urban  Development,  the  City  and  County  of  San  Francisco  has  designated  a 
number  of  Neighborhood  Strategy  Areas  throughout  the  City  and  County.  Such 
areas  have  been  selected  for  comprehensive  revitalization  programs  using  a variety 
of  local,  state  and  federal  programs;  to  upgrade  and  stabilize  these  residential 
communities. 

(n)  The  City  and  County’s  goal  of  revitalization  of  these  areas  will  be  pro- 
moted if  substandard  multi-family  buildings  in  the  areas  are  brought  into  code 
compliance  in  advance  of  the  time  that  these  buildings  would  ordinarily  be 
required  to  meet  rehabilitation  standards  under  a systematic  code  enforcement 
program. 

(o)  Allowing  owners  of  multi-family  buildings  in  such  areas,  who  request  a 
binding  inspection  of  their  buildings,  to  apply  for  rehabilitation  financing  pursuant 
to  this  Chapter  will  encourage  voluntary  code  compliance. 

(p)  Encouraging  voluntary  code  compliance  for  multi-family  buildings 
located  in  Neighborhood  Strategy  Areas  serves  a public  purpose  in  that  it  acceler- 
ates code  compliance  in  buildings  which  will  eventually  be  subject  to  a systematic 
code  enforcement  program  and  furthers  the  City  and  County’s  commitment  to 
revitalize  various  neighborhoods  throughout  the  City  and  County. 
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(q)  The  shortage  of  safe,  decent  and  sanitary  housing  is  especially  acute  for 
low  and  moderate  income  tenants  of  apartments  and  residential  hotels. 

(r)  .A  public  purpose  is  also  served  by  minimizing  the  displacement  of  exist- 
ing tenants  of  buildings  rehabilitated  under  this  program  by  establishing  effective 
tenant  protections  and  by  prohibiting  the  use  of  HELP  loans  for  the  conversion  of 
multifamilv  housing  to  condominium  or  commercial  uses.  (Added  by  Ord.  482-80, 
App.  10/17/80) 

SEC.  40.2.  DEFINITIONS.  Unless  the  context  otherwise  requires,  the 
following  definitions  govern  the  construction  of  this  Chapter; 

(a)  “Bonds”  means  any  bonds,  notes,  interim  certificates,  debentures,  or 
other  obligations  issued  by  the  City  and  County  pursuant  to  this  Chapter  and  which 
are  payable  exclusively  from  revenues,  as  defined,  and  from  any  other  funds 
specified  in  this  Chapter  upon  which  the  bonds  may  be  made  a charge  and  from 
which  they  are  payable. 

(b)  “City”  means  the  City  and  County  of  San  Francisco. 

(c)  “Commercial  Use”  means  any  nonresidential  use  including,  but  not 
limited  to.  a store,  office,  manufacturing  facility,  warehouse,  or  other  business 
facility.  For  the  purpose  of  this  Chapter,  commercial  use  shall  include  a tourist 
facility  or  tourist  hotel. 

(d)  “Conventional  HELP  Loan”  means  any  loan  made  for  the  purpose  of 
meeting  rehabilitation  standards  pursuant  to  the  provisions  of  this  Chapter. 

(e)  “Financing”  means  the  lending  of  moneys  or  any  other  thing  of  value  for 
the  purpose  of  repair  and  improvement  of  a residence  necessary  to  meet  rehabilita- 
tion standards. 

(f)  “Housing  Code  Enforcement  Loan  Program”  or  “HELP”  has  the  same 
meaning  as  “program.” 

(g)  “Loan  Committee”  means  the  committee  established  in  accordance  with 
Section  40.13. 

(h)  “Loan  Fund”  means  the  fund  established  with  the  proceeds  of  bonds 
issued  pursuant  to  the  provisions  of  this  Chapter  or  any  other  fund  established  for 
the  purpose  of  making  loans  to  property  owners  pursuant  to  this  Chapter. 

(i)  “Low  and  Moderate  Income  Household”  means  a household  whose 
income  does  not  exceed  120  percent  of  the  median  income  for  the  City  and  County 
by  family  size. 

O’)  “Multi-Family  Buildings”  means  buildings  containing  three  or  more 
dwellings  units,  as  defined  in  the  San  Francisco  Housing  Code,  or  more  than  six 
guest  rooms  as  defined  in  the  San  Francisco  Housing  Code. 

(k)  “Neighborhood  Strategy  Area”  means  an  area  designated  by  the  City  and 
County  as  a “Neighborhood  Strategy  Area”  as  that  term  is  defined  in  regulation 
issued  by  the  United  States  Department  of  Housing  and  Urban  Development. 

(l)  “Participating  Party”  means  any  person,  company,  corporation,  part- 
nership. firm  or  other  entity  or  group  of  entities  requiring  financing  for  the  purpose 
of  meeting  rehabilitation  standards  pursuant  to  the  provisions  of  this  Chapter. 

(m)  “Program”  means  the  systematic  Housing  Code  Enforcement  Loan 
Program  or  HELP  described  in  this  Chapter  and  includes,  but  is  not  limited  to,  the 
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provisions  for  code  enforcement  and  financing  residential  rehabilitation  in  a 
citywide  program  of  systematic  enforcement  of  rehabilitation  standards  in  all 
multi-family  buildings. 

(n)  “Rehabilitation  Standards”  means  the  standards  established  in  the  City 
Housing  Code  and  other  applicable  codes  relating  to  the  physical  conditions  of 
existing  residential  structures. 

(o)  “Residence”  means  real  property  improved  with  a residential  structure. 

(p)  “Residential  Rehabilitation”  means  the  repairs  and  improvements  to  a 
substandard  residential  structure  necessary  to  meet  rehabilitation  standards. 

(q)  “Systematic  Enforcement”  means  the  enforcement  of  rehabilitation  stan- 
dards in  accordance  with  a systematic  program  of  making  inspections  of  all  multi- 
family dwelling  structures  in  accordance  with  objective  criteria  for  selection  or 
order  of  selection  of  dwelling  structures  to  be  inspected.  (Added  by  Ord.  482-80, 
App.  10/17/80) 

SEC.  40.3.  REFERENCES  TO  PUBLIC  OFFICIALS  AND  PUBLIC 
AGENCIES,  (a)  Unless  otherwise  indicated,  all  public  officials  and  public  agencies 
named  in  this  Chapter  are  officials  and  agencies  of  the  City  and  County. 

(b)  Whenever  a City  and  County  official  is  referred  to  in  this  Chapter,  the 
reference  includes  that  official  and  his  or  her  designee  or  designees. 

(c)  All  references  to  the  Charter  or  to  ordinances  are  references  to  the  Charter 
or  to  ordinances  of  the  City  and  County.  (Added  by  Ord.  482-80,  App.  10/17/80) 


ARTICLE  II 

RESPONSIBILITIES  OF  BOARD  OF  SUPERVISORS 

SEC.  40.4.  ISSUANCE  OF  BONDS.  The  Board  of  Supervisors  may  from 
time  to  time  by  resolution  authorize  procedures  for  the  issuance  of  bonds  for  the 
purpose  of  establishing  a loan  fund  to  be  used  to  assist  property  owners  with  the 
rehabilitation  of  residential  structures  as  required  in  a City  and  County-wide 
program  of  systematic  enforcement  of  rehabilitation  standards  in  multi-family 
buildings.  The  repayment  of  principal,  interest  and  other  charges  on  the  loans  to  the 
property  owners,  together  with  such  other  moneys  as  the  Board  of  Supervisors  may. 
in  its  discretion,  make  available  therefor,  shall  be  the  sole  source  of  funds  pledged 
by  the  City  and  County  for  repayment  of  such  bonds. 

Bonds  issued  under  the  provisions  of  this  Chapter  shall  not  be  deemed  to 
constitute  a debt  or  liability  of  the  City  and  County  or  a pledge  of  the  faith  and  credit 
of  the  City  and  County,  but  shall  be  payable  solely  from  the  funds  specified  in  this 
Section.  The  issuance  of  such  bonds  shall  not  directly,  indirectly  or  contingently 
obligate  the  Board  of  Supervisors  to  levy  or  to  pledge  any  form  of  taxation  whatever 
therefore,  or  to  make  any  appropriation  for  their  payment.  (Added  by  Ord.  482-80. 
App.  10/17/80) 
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SEC.  40.5.  APPROVAL  OF  FEES,  CHARGES  AND  INTEREST 
R.\TES  ON  FINANCING.  The  Board  of  Supervisors  shall,  upon  the  recommen- 
dation of  the  Chief  Administrative  Officer,  approve  by  resolution  prior  to  levy,  all 
fees,  charges  and  interest  rates  to  be  charged  participating  parties  in  connection 
with  financing  residential  rehabilitation.  (Added  by  Ord.  482-80,  App.  10/17/80) 

SEC.  40.6.  REVISION  OF  LOAN  CHARGES.  Pnor  to  any  revision  of 
the  fees,  charges  and  interest  rates  for  financing  residential  rehabilitation,  the  Board 
of  Supervisors  shall  prescribe  standards  for  the  revision  of  such  fees,  charges  and 
interest  rates.  Such  standards: 

(a)  Shall  be  adopted  by  the  Board  of  Supervisors  after  a public  hearing 
preceded  by  public  notice  to  affected  parties;  and 

(b)  May  reflect  only  changes  in  interest  rates  on  the  City  and  County’s  bonds, 
losses  due  to  defaults,  and  bona  fide  changes  in  loan  servicing  charges  related  to  the 
administration  of  a program  under  the  provisions  of  this  Chapter.  (Added  by  Ord. 
482-80,  App.  10/17/80) 


ARTICLE  III 

ADMINISTRATION  OF  PROGRAM 

SEC.  40.7.  RESPONSIBILITY  FOR  ADMINISTRATION  OF  THE 
PROGRAM.  The  Chief  Administrative  Officer  shall  be  responsible  for  administra- 
tion of  all  aspects  of  the  Housing  Code  Enforcement  Loan  Program  except  those 
aspects  for  which  responsibility  is  specifically  retained  by  the  Board  of  Supervisors 
or  assigned  by  the  Board  of  Supervisors  to  another  City  and  County  agency.  The 
Chief  .Administrative  Officer,  and  each  City  and  County  agency  assigned  respon- 
sibilities by  or  pursuant  to  this  Chapter,  shall  have  all  such  authority  as  may  be 
reasonably  necessary  to  carry  out  those  responsibilities.  While  retaining  overall 
responsibility  for  administration  of  the  program,  the  Chief  Administrative  Officer 
shall  utilize  the  services  of  the  Bureau  of  Building  Inspection  of  the  Department  of 
Public  Works  in  connection  with  the  code  enforcement  aspects  of  the  program;  and 
the  services  of  the  Real  Estate  Department  in  connection  with  the  rehabilitation 
financing  aspects  of  the  program.  The  Chief  Administrative  Officer  may  also 
request  the  assistance  of  any  other  City  and  County  agency  in  meeting  his  or  her 
responsibilities  under  this  program.  (Added  by  Ord.  482-80,  App.  10/17/80) 

SEC.  40.8.  ADOPTION  OF  OBJECTIVE  SELECTION  CRITERIA 
FOR  SYSTEMATIC  ENFORCEMENT  OF  REHABILITATION  STAN- 
DARDS. (a)  The  Chief  Administrative  Officer  shall  adopt  objective  selection 
criteria  for  the  systematic  enforcement  of  rehabilitation  standards  in  all  multi- 
family buildings.  Such  criteria  shall  be  recommended  to  the  Chief  Administrative 
Officer  by  the  Superintendent  of  the  Bureau  of  Building  Inspection. 

(b)  Criteria  for  the  order  of  selection  of  multi-family  buildings  to  be  inspected 
shall  be  based  upon  the  seriousness  and  frequency  of  occurrence  of  Housing  Code 
and  other  City  and  County  code  violations  constituting  a threat  to  public  health  and 
safety.  Such  hazardous  conditions  include,  but  are  not  limited  to,  lack  of  proper 
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egress,  improper  use  and  occupancy,  storage  of  flammable  or  combustible  mate- 
rials, and  lack  of  safety  devices  such  as  smoke  and  heat  detection  devices,  fire 
alarms,  stairway  enclosures,  and  sprinkler  systems.  Data  on  hazardous  conditions 
in  these  buildings  shall  be  obtained  from  a survey  conducted  by  the  Division  of 
Apartment  House  and  Hotel  Inspection  of  the  Bureau  of  Building  Inspection  which 
was  conducted  in  1969  and  which  is  periodically  updated. 

(c)  Before  the  Superintendent  of  the  Bureau  of  Building  Inspection  recom- 
mends the  adoption  of  objective  selection  criteria,  the  Superintendent  shall  con- 
duct a public  hearing  at  which  the  objective  selection  criteria  will  be  discussed. 

(d)  At  least  10  days  preceding  the  hearing,  the  Superintendent  shall  make 
proposed  objective  selection  criteria  available  for  public  inspection  at  the  Bureau  of 
Building  Inspection. 

(e)  At  least  10  days  preceding  the  hearing,  notice  of  the  hearing  shall  be 
published  once  in  a newspaper  of  general  circulation  published  in  San  Francisco. 
The  notice  shall  state  the  time,  place  and  purpose  of  the  hearing.  The  notice  shall 
also  state  that  the  Superintendent’s  proposed  objective  selection  criteria  are  avail- 
able for  public  inspection  at  the  Bureau  of  Building  Inspection. 

(f)  After  the  Chief  Administrative  Officer  has  adopted  objective  selection 
criteria,  the  following  procedure  must  be  observed  before  the  Chief  Administrative 
Officer  can  change  the  criteria: 

(1)  A copy  of  the  proposed  change  shall  be  made  available  for  public  inspec- 
tion at  the  Bureau  of  Building  Inspection  at  least  10  days  before  a proposed  change 
can  become  final. 

(2)  Notice  of  the  proposed  change  must  be  published  once  in  a newspaper  of 
general  circulation  published  in  San  Francisco  at  least  10  days  before  the  proposed 
change  can  become  final.  The  notice  shall  state  the  nature  of  the  proposed  change 
and  the  fact  that  the  text  of  the  proposed  change  is  available  for  public  inspection  at 
the  Bureau  of  Building  Inspection. 

(3)  The  Superintendent  of  the  Bureau  of  Building  Inspection  shall  mail  a 
copy  of  the  notice  specified  in  Section  40.8  (f)  (2)  to  all  persons  who  have  submitted 
a request  in  writing  to  the  Superintendent  that  they  receive  copies  of  such  notices. 
(Added  by  Ord.  482-80,  App.  10/17/80) 

SEC.  40.9.  INSPECTION  OF  BUILDINGS  IN  NEIGHBORHOOD 
STRATEGY  AREAS,  (a)  An  owner  of  a multi-family  building  located  in  a Neigh- 
borhood Strategy  Area  may  request  that  his  or  her  building  be  inspected,  for  the 
purpose  of  determining  if  it  meets  rehabilitation  standards,  in  advance  of  the  time 
that  such  building  would  ordinarily  be  inspected  pursuant  to  the  criteria  estab- 
lished in  Section  40.8.  The  owner  shall  submit  a written  request  for  this  inspection 
to  the  Superintendent  of  the  Bureau  of  Building  Inspection.  After  receiving  such  a 
request,  the  Superintendent  shall  have  the  building  inspected  and,  if  the  building  is 
found  to  be  substandard,  the  owner  will  be  eligible  to  apply  for  a loan  pursuant  to 
this  Chapter. 

(b)  Such  inspections  will  be  binding  on  the  owner  of  the  building  even  if  this 
owner  is  later  found  not  to  be  eligible  for  a loan  pursuant  to  this  Chapter. 

(c)  The  Superintendent  of  the  Bureau  of  Building  Inspection  shall  include 
notice  of  the  availability  of  the  inspection  program  described  in  this  Section  in  the 
annual  billing  for  the  permit  of  occupancy  license  fee  for  multi-family  buildings. 
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Such  notice  shall  state  that  owners  who  request  these  inspections  will  be  eligible  to 
apply  for  rehabilitation  financing  pursuant  to  this  part.  The  notice  shall  plainly 
describe  the  Superintendent’s  evaluation  of  the  possibility  that  in  the  next  succeed- 
ing year  funds  will  not  be  available  to  fund  all  applications  meeting  the  program 
criteria  in  a timely  fashion,  and  that  in  such  case  priority  for  buildings  qualifying 
under  this  Section  will  be  given  to  those  buildings  in  which  50  percent  or  more  of 
the  units,  as  shown  in  the  loan  application,  are  such  that  the  units  meet  the 
definition  of  “low  income  housing  stock’’  in  Chapter  13  (Subdivision  Code)  of  the 
Municipal  Code  of  the  City  and  County  of  San  Francisco.  The  notice  shall  also  state 
that  the  boundaries  of  Neighborhood  Strategy  Areas  will  be  available  for  public 
inspection  at  the  Bureau  of  Building  Inspection.  The  notice  shall  also  state  that  the 
inspections  will  be  binding  on  the  owners.  (Added  by  Ord.  482-80,  App.  10/17/80) 

SEC.  40.10.  RULES  AND  REGULATIONS,  (a)  The  Chief  Admin- 
istrative Officer  shall  adopt  such  rules  and  regulations  as  he  or  she  may  deem 
appropriate  to  carry  out  the  provisions  of  this  Chapter.  A copy  of  all  such  rules  and 
regulations  shall  be  available  for  review  by  the  public  during  regular  business  hours 
in  the  office  of  the  Chief  .Administrative  Officer,  the  office  of  the  Clerk  of  the  Board 
of  Supervisors,  the  Department  of  Public  Works,  and  in  every  other  office  estab- 
lished for  the  purpose  of  carrying  out  this  program. 

(b)  Before  the  Chief  Administrative  Officer  adopts  these  rules  and  regula- 
tions, the  Chief  Administrative  Officer  or  his  or  her  delegate  shall  conduct  a public 
hearing  at  which  the  rules  and  regulations  will  be  discussed. 

(c)  -At  least  10  days  preceding  the  hearing,  the  Chief  Administrative  Officer 
shall  make  the  proposed  rules  and  regulations  available  for  public  inspection  at  the 
Bureau  of  Building  Inspection. 

(d)  .At  least  10  days  preceding  the  hearing,  notice  of  the  hearing  shall  be 
published  once  in  a newspaper  of  general  circulation  published  in  San  Francisco. 
The  notice  shall  state  the  time,  place  and  purpose  of  the  hearing.  The  notice  shall 
also  state  that  the  proposed  rules  and  regulations  are  available  for  public  inspection 
at  the  Bureau  of  Building  Inspection. 

(e)  .After  the  Chief  Administrative  Officer  has  adopted  rules  and  regulations, 
the  following  procedure  must  be  observed  before  the  Chief  Administrative  Officer 
can  change  the  rules  and  regulations: 

(1)  A copy  of  the  piroposed  change  shall  be  made  available  for  public  inspec- 
tion at  the  Bureau  of  Building  Inspection  at  least  10  days  before  a proposed  change 
can  become  final. 

(2)  Notice  of  the  proposed  change  must  be  published  once  in  a newspaper  of 
general  circulation  published  in  San  Francisco  at  least  10  days  before  the  proposed 
change  can  become  final.  The  notice  shall  state  the  nature  of  the  proposed  change 
and  the  fact  that  the  text  of  the  proposed  change  is  available  for  public  inspection  at 
the  Bureau  of  Building  Inspection. 

(3)  The  Superintendent  of  the  Bureau  of  Building  Inspection  shall  mail  a 
copy  of  the  notice  specified  in  Section  40.9  (e)  (2)  to  all  persons  who  have  submitted 
a request  in  writing  to  the  Superintendent  that  they  receive  copies  of  such  notices. 
(.Added  by  Ord.  482-80,  App.  10/17/80) 
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SEC.  40.11.  MANAGEMENT  OF  BOND  PROCEEDS.  Unless  provided 
otherwise  in  any  bond  resolution  adopted  pursuant  to  the  provisions  of  this 
Chapter,  the  Chief  Administrative  Officer,  acting  on  the  recommendation  of  the 
Controller: 

(a)  May  invest  and  reinvest  both  the  bond  proceeds  and  the  revenues  from 
the  financing  of  residential  rehabilitation;  and 

(b)  May  manage  fiscally  the  proceeds  of  bonds  issued  for  the  purpose  of 
establishing  a residential  rehabilitation  loan  fund;  or 

(c)  Together  with  the  Purchaser  may  enter  into  contractual  arrangement  with 
private  lending  institutions  or  trust  companies  to  manage  the  residential  rehabilia- 
tion  loan  fund,  including  investment  and  reinvestment  of  the  funds,  disbursements 
from  the  fund  and  collection  of  revenues.  (Added  by  Ord.  482-80,  App.  10/17/80) 

SEC.  40.12.  RECOMMENDATION  OF  FEES,  CHARGES,  AND 
INTEREST  RATES  ON  FINANCING.  The  Chief  Administrative  Officer,  acting 
on  the  advice  of  the  Controller,  shall  recommend  to  the  Board  of  Supervisors  for 
adoption; 

(a)  The  fees,  charges  and  interest  rates  which  will  be  charged  participating 
parties  in  connection  with  financing  residential  rehabilitation;  and 

(b)  Revisions,  as  necessary,  of  the  fees,  charges  and  interest  rates  levied  on 
participating  parties,  consistent  with  the  standards  adopted  by  the  Board  of  Super- 
visors pursuant  to  Section  40.6.  (Added  by  Ord.  482-80,  App.  10/17/80) 

SEC.  40.13.  NOTICE  OF  DEFAULTS  AND  FORECLOSURES.  When 
there  is  a default  on  a conventional  HELP  loan  secured  by  a deed  of  trust  naming 
the  City  and  County  as  a beneficiary  and  the  property  becomes  subject  to  fore- 
closure procedures,  the  Chief  Administrative  Officer  shall  so  inform  the  Loan 
Committee.  (Added  by  Ord.  482-80,  App.  10/17/80) 


ARTICLE  IV 
LOAN  COMMITTEE 

SEC.  40.14.  LOAN  COMMITTEE  — MEMBERSHIP.  There  shall  be  a 
Loan  Committee,  whose  members  shall  serve  without  compensation,  consisting  of 
the  following  members,  all  of  whom  shall  be  residents  of  the  City  and  County; 

(a)  One  individual,  with  permanent  residence  as  a tenant  in  the  City  and 
County,  appointed  by  the  Mayor. 

(b)  One  individual,  with  permanent  residence  as  a tenant  in  the  City  and 
County,  appointed  by  the  President  of  the  Board  of  Supervisors. 

(c)  One  individual  appointed  by  the  Controller. 

(d)  One  individual  qualified  in  the  field  of  real  estate  lending  and  financing 
who  shall  be  appointed  by  the  Chief  Administrative  Officer. 

(e)  One  individual  who  is  a permanent  employee  of  the  Real  Estate  Depart- 
ment. (Added  by  Ord.  482-80,  App.  10/17/80) 
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SEC.  40.15.  LOAN  COMMITTEE  — FUNCTIONS.  The  functions  of 
the  Loan  Committee  are  as  follows; 

(a)  The  Loan  Committee  shall  periodically  review  the  rules  and  procedures 
and  standards  for  the  granting  of  residential  rehabilitation  loans  and  shall  recom- 
mend changes  as  needed  to  the  Chief  Administrative  Officer. 

(b)  The  Loan  Committee  shall  review  and  recommend  approval  or  denial  of 
applications  required  to  be  considered  by  the  Loan  Committee  by  or  pursuant  to 
this  Chapter. 

(c)  The  Loan  Committee  shall  operate  in  a manner  consistent  with  by-laws 
which  shall  be  developed  by  the  Loan  Committee  and  approved  by  the  Chief 
.Administrative  Officer,  and  the  recommendation  of  approval  or  denial  of  loan 
applications  shall  be  in  accordance  with  the  requirements  contained  in,  or  adopted 
pursuant  to,  this  Chapter.  (Added  by  Ord.  482-80,  App.  10/17/80) 


ARTICLE  V 

REHABILITATION  FINANCING 

SEC.  40.16.  ELIGIBILITY  FOR  LOAN,  (a)  Each  owner  of  a residential 
multi-family  building  inspected  pursuant  to  a systematic  program  of  enforcement 
of  rehabilitation  standards  or  pursuant  to  the  voluntary  inspection  program 
defined  in  Section  40.9  of  this  Chapter  is  eligible  for  a loan,  provided  the  owner 
demonstrates  to  the  satisfaction  of  the  Chief  Administrative  Officer  the  ability  to 
repay  such  a loan;  applies  for  the  loan  within  a time  period  to  be  designated  by  the 
Chief  Administrative  Officer;  and  can  meet  the  other  requirements  of  this  Chapter. 
The  property  owner  shall  agree  to  all  conditions  of  the  loan  agreement  as  a 
prerequisite  to  obtaining  a loan.  No  elective  officer  of  the  state  or  any  of  its 
subdivisions  shall  be  eligible  to  receive  a loan  under  the  provisions  of  this  Chapter. 

(b)  No  owner  shall  be  eligible  for  a loan  under  the  program  if  the  owner  has  in 
the  12  months  preceding  the  date  of  application: 

(1)  Attempted  to,  or  intentionally  did  cause  any  tenant  to  vacate  his  or  her 
premises  in  the  subject  building,  other  than  for  those  causes  defined  as  just  cause  by 
the  San  Francisco  Rent  Stabilization  and  Arbitration  Ordinance  or  other  ordinance 
or  general  law  limitation  on  cause  for  eviction  as  may  be  applicable  to  the  building; 
or 

(2)  Attempted  to,  or  intentionally  did  cause  any  tenant  to  vacate  his  or  her 
premises  in  the  subject  property  by  the  use  of  coercion,  intimidation,  harassment, 
undue  influence,  or  any  means  contrary  to  law;  or 

(3)  Caused  the  conversion  of  any  residential  hotel  unit  to  any  other  use  or  any 
apartment  unit  to  tourist  hotel  unit  use  in  the  subject  building  subsequent  to 
November  23.  1979  in  violation  of  the  San  Francisco  Residential  Hotel  Unit 
Conversion,  Demolition  and  Change  in  Use  Ordinance,  or  such  other  ordinance  or 
law  as  may  be  applicable  to  the  conversion  of  such  units  at  the  time  of  such 
conversion. 

Any  owner  found  ineligible  for  any  of  the  above  reasons  may  not  reapply  for  a 
loan  under  this  Chapter  for  a period  of  1 8 months  from  the  date  of  final  denial.  Each 
loan  applicant  shall  be  required  as  part  of  the  application  process  to  sign  an  affidavit 
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swearing  under  penalty  of  peijury  that  he  or  she  has  not  engaged  in  any  of  the 
prohibited  practices  specified  herein  during  the  12  months  preceding  the  date  of 
application. 

(c)  In  any  year  in  which  the  Chief  Administrative  Officer  determines  that  in 
the  next  succeeding  year  funds  will  not  be  available  to  fund  all  applications  meeting 
the  program  criteria  in  a timely  fashion,  priority  shall  be  given  to  those  buildings 
inspected  pursuant  to  Section  40.8,  and  second  priority  to  those  buildings  qualify- 
ing under  Section  40. 9 in  which  50  percent  or  more  of  the  units,  as  shown  in  the  loan 
application,  are  such  that  the  units  meet  the  definition  of  “low  income  housing 
stock”  in  Chapter  13  (Subdivision  Code)  of  the  Municipal  Code  of  the  City  and 
County  of  San  Francisco. 

(d)  Any  owner  who  is  denied  a loan  by  the  Chief  Administrative  Officer  on 
the  grounds  that  the  owner  does  not  meet  eligibility  requirements  may  appeal  the 
decision  to  the  Loan  Committee.  Any  tenant  of  a building  for  which  approval  has 
been  granted  may  appeal  the  approval  on  grounds  of  ineligibility  under  Subdivi- 
sion (b)  of  this  Section.  The  Loan  Committee  shall  review  the  application  for  a loan 
and  make  a recommendation  regarding  approval  or  denial  to  the  Chief  Admin- 
istrative Officer. 

In  reviewing  the  application,  the  Loan  Committee  shall  give  due  considera- 
tion to  the  need  for  the  loan  to  be  made  in  order  to  accomplish  the  purposes  of  the 
program,  the  risks  to  the  City  and  County  of  granting  the  loan,  and  the  ability  of  the 
property  to  support  the  loan  as  well  as  the  reasons  for  approval  or  denial  of  the 
application  by  the  Chief  Administrative  Officer.  If  the  Chief  Administrative  Officer 
does  not  accept  the  recommendation  of  the  Loan  Committee,  he  or  she  shall  give 
written  reasons  for  the  refusal  to  approve  or  deny  the  loan.  (Added  by  Ord.  482-80. 
App.  10/17/80) 


ARTICLE  VI 

FINANCING  LIMITATIONS 

SEC.  40.17.  MAXIMUM  INDEBTEDNESS  ON  PROPERTY.  Out- 
standing loans  on  the  property  to  be  rehabilitated,  including  the  amount  of  the  loan 
for  rehabilitation,  shall  not  exceed  80  percent  of  the  anticipated  after-rehabilitation 
value  of  the  property  to  be  rehabilitated,  as  determined  by  the  Chief  Administrative 
Officer,  except  that  the  Chief  Administrative  Officer  may  authorize  loans  of  up  to 
95  percent  of  the  anticipated  after-rehabilitation  value  of  the  property  if: 

(a)  Such  loans  are  made  for  the  purpose  of  rehabilitating  the  property  for 
residential  purpose; 

(b)  There  is  demonstrated  need  for  such  higher  limit;  and 

(c)  There  is  a high  probability  that  the  value  of  the  property  will  not  be 
impaired  during  the  term  of  the  loan.  (Added  by  Ord.  482-80.  App.  10/17/80) 

SEC.  40.18.  MAXIMUM  AMOUNT  OF  LOAN.  The  loan  shall  be  made 
only  for  the  purpose  of  meeting  rehabilitation  standards  and  the  maximum 
amounts  shall  be  as  follows:  Three  units,  $10,000  per  unit;  four  or  more  units. 
$7,500  per  unit;  and  guest  rooms,  as  defined  in  Section  203.7  of  the  Housing  Code, 
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$2,500  per  unit.  The  Chief  .Administrative  Officer  may  approve  a loan  in  excess  of 
these  amounts  following  guidelines  established  by  the  Chief  Administrative  Officer 
only  where  such  excess  financing  will  result  in  the  creation  of  additional  housing 
units  by  making  habitable  a multi-family  building  which  has  been  abandoned  or 
vacated  for  a penod  of  one  year  prior  to  the  date  of  application,  or  by  the  conversion 
of  a multi-family  building  or  portion  thereof  from  commercial  use  to  noncommer- 
cial use;  provided,  that  in  no  case  may  the  loan  exceed  $ 1 7,500  per  unit  for  dwelling 
units  and  $1 1.500  per  unit  for  guest  rooms.  (Added  by  Ord.  482-80,  App.  10/17/80) 

SEC.  40.19.  LIMITATION  BASED  ON  FAIR  MARKET  VALUE  OF 
WORK,  (a)  Prior  to  granting  of  any  loan  over  $20,000  under  this  Chapter,  a 
qualified  estimator  hired  by  the  borrower  will  make  an  on-premises  inspection  of 
the  applicant’s  property  and  certify,  in  writing,  the  fair  market  value  of  the  recom- 
mended work  as  detailed  in  the  job  specifications. 

(b)  Where  loan  is  under  $20,000  and  low  bid  exceeds  estimate  of  building 
inspector  by  10  percent,  the  borrower  will  hire  a qualified  estimator  to  certity,  in 
writing,  the  fair  market  value  of  the  work  as  detailed  in  the  job  specifications. 

(c)  .A  qualified  estimator  is  a person: 

(1)  Who  is  not  a City  and  County  employee;  but 

(2)  Who  is  approved  by  the  Chief  Administrative  Officer  because  he  or  she  is 
qualified  and  experienced  in  the  area  of  residential  rehabilitation. 

The  estimator  shall  operate  under  the  direction  of  the  Director  of  the  Real 
Estate  Department. 

(d)  No  loan  will  be  be  granted  in  an  amount  exceeding  1 10  percent  of  the  fair 
market  value  of  the  recommended  work  as  specified  in  the  job  specifications  as 
certified  in  writing  by  a qualified  estimator,  or  higher  than  the  lowest  bid  received, 
whichever  is  less,  without  the  approval  of  the  Chief  Administrative  Officer. 

(e)  The  Chief  .Administrative  Officer  shall,  semi-annually,  direct  a report  to 
the  Board  of  Supervisors  setting  forth  a list  of  the  loans  which  were  in  excess  of  110 
percent  of  fair  market  value  pursuant  to  the  provisions  of  Subdivision  (d)  giving  the 
reasons  for  approval  in  each  case.  (Added  by  Ord.  482-80,  App.  10/17/80) 


ARTICLE  VII 
TERMS  OF  LOANS 

SEC.  40.20.  MAXIMUM  REPAYMENT  PERIOD  FOR  LOAN;  INI- 
TIATION OF  PAYMENTS  AFTER  REHABILITATION,  (a)  The  maximum 
repayment  period  for  a HELP  loan  shall  be  20  years  or  three-fourths  of  the 
economic  life  of  the  property,  whichever  is  less. 

(b)  Subject  to  budgetary  and  fiscal  limitations,  and  approval  of  the  Chief 
.Administrative  Officer,  payments  on  a HELP  loan  may  not  be  required  to  com- 
mence prior  to  completion  of  the  improvements  for  which  such  loan  is  made; 
provided,  that  payments  shall  begin  no  later  than  six  months  after  an  initial 
disbursement  from  proceeds  of  the  loan.  The  monthly  payment  due  under  the  loan 
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shall  be  adjusted  to  insure  repayment  of  the  principal  and  interest  due  on  the  loan 
within  the  time  required  by  Paragraph  (a)  of  this  Section.  (Added  by  Ord.  482-80, 
App.  10/17/80) 

SEC.  40.21.  SECURITY  FOR  LOAN.  Unless  provided  otherwise  in  any 
bond  resolution  issued  pursuant  to  the  provisions  of  this  Chapter,  every  HELP  loan 
shall  be  secured  by  a deed  of  trust  naming  the  City  and  County  as  beneficiary  of  the 
trust.  (Added  by  Ord.  482-80,  App.  10/17/80) 

SEC.  40.22.  IMPOUND  ACCOUNT.  If  the  Chief  Administrative  Officer 
deems  it  desirable  and  necessary  to  effectuate  the  purposes  of  the  program  that  an 
impound  account  be  required  to  assure  taxes,  insurance,  or  a maintenance  reserve, 
he  or  she  may  include  such  a requirement  in  any  HELP  loan  agreement.  (Added  by 
Ord.  482-80,  App.  10/17/80) 

SEC.  40.23.  TRANSFER  OF  LOANS,  (a)  The  unpaid  amount  of  a HELP 
loan  shall  be  due  and  payable  upon  sale  or  transfer  of  the  ownership  of  the  property, 
except  that  assignment  of  the  unpaid  amount  of  such  a loan  to  a purchaser  or 
transferee  may  be  permitted  when  the  Chief  Administrative  Officer  determines 
that  hardship  conditions  exist  and  the  prospective  owner  qualifies  for  a loan  on  the 
basis  of  current  loan  eligibility  standards. 

(b)  If  the  holder  of  a HELP  loan  is  dissatisfied  with  the  Chief  Administrative 
Officer’s  refusal  to  permit  transfer  of  the  unpaid  amount  of  the  loan  because  of  a 
finding  that  hardship  conditions  do  not  exist,  the  holder  of  the  loan  may  request 
review  of  the  Chief  Administrative  Officer’s  determination  by  the  Loan  Commit- 
tee. If  the  Loan  Committee  recommends  a finding  that  hardship  conditions  exist, 
the  Chief  Administrative  Officer  shall  either  accept  that  recommendation  or  give 
written  reasons  for  the  refusal  to  accept  it. 

(c)  Hardship  conditions  exist: 

(1)  When  the  owner  of  property  subject  to  a HELP  loan  is  forced  to  sell  the 
property  and  the  property  cannot  be  sold  without  a substantial  loss  of  equity  unless 
the  loan  is  transferable; 

(2)  When  the  income  of  a prospective  purchaser  of  property  subject  to  a 
HELP  loan  is  at  or  below  income  standards  to  be  established  by  the  Chief  Admin- 
istrative Officer;  or 

(3)  When  the  prospective  purchaser  is  unable  to  obtain  financing  in  the 
private  sector  because  of  age,  disability  or  sex;  or 

(4)  When  transfer  of  the  loan  is  necessary  to  prevent  significant  rent 
increases. 

(d)  The  Chief  Administrative  Officer  shall  develop  standards  which  shall  be 
applied  in  making  determinations  required  under  this  Section.  (Added  bv  Ord. 
482-80,  App.  10/17/80) 

SEC.  40.24.  INTEREST  RATES  AND  OTHER  LOAN  CHARGES.  The 
interest  rate  and  any  other  charges  to  the  borrower  for  a HELP  loan  shall  be 
established  pursuant  to  the  provisions  of  Sections  40.5  and  40. 1 1,  and  may  include: 

(a)  The  interest  charged  the  City  and  County  on  funds  borrowed  to  carry  out 
the  provisions  of  this  Chapter; 
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(b)  .\n  amount  needed  to  provide  for  possible  defaults  on  outstanding  loans; 

(c)  .An  amount  to  cover  the  cost  of  issuing  loans; 

(d)  .An  amount  to  cover  the  cost  of  servicing  loan  accounts; 

(e)  .An  amount  to  cover  the  costs  of  issuing  bonds; 

(f)  .An  amount  to  cover  the  costs  of  the  administration  of  the  loans  including, 
but  not  limited  to,  loan  officer  services,  title  report,  and  credit  report.  (Added  by 
Ord.  482-80,  App.  10/17/80) 

SEC.  40.25.  TENANT  MOVING  COSTS  AND  RIGHT  OF  FIRST 
REFUSAL;  RENT  FOR  REOCCUPIED  UNITS,  (a)  Every  loan  application  for 
the  HELP  program  shall  report  the  current  rents  of  each  unit  in  the  building  for 
which  assistance  is  sought. 

(b)  In  the  case  of  dwelling  units  which  the  Superintendent  of  the  Bureau  of 
Building  Inspection  certifies  as  dwelling  units  which  must  be  vacated  because  of 
residential  rehabilitation  to  be  performed  on  the  structure  where  they  are  located 
with  assistance  from  the  HELP  program  — 

(1)  The  property  owner  is  responsible  for  paying  the  reasonable  cost  of 
moving  expenses  only  of  each  low  and  moderate  income  household  displaced  from 
such  a unit;  maximum  moving  expense  shall  not  be  in  excess  of  $500; 

(2)  .Any  tenant  who  must  vacate  such  a dwelling  unit  shall  have  the  right  of 
first  refusal  to  occupy  that  unit  when  rehabilitation  of  the  property  is  completed; 

(3)  Notwithstanding  any  other  provisions  of  the  San  Francisco  Rent  Sta- 
bilization and  Arbitration  Ordinance,  or  any  rules  or  regulations  promulgated  in 
accordance  with  that  ordinance,  and  notwithstanding  the  provisions  of  any  suc- 
cessor ordinance  or  law  regulating  rent  increases  which  is  in  effect  at  the  time  the 
HELP  loan  is  made,  the  rent  charged  to  any  tenant  who  next  occupies  such  a unit 
following  rehabilitation  may  not  exceed  the  rent  which  could  be  charged  a reoc- 
cupying tenant  under  the  terms  of  such  ordinance  or  law  in  effect  at  the  time  the 
HELP  loan  is  made  (the  prior  rent  adjusted  in  accordance  with  Section  37.9  (a)  (11) 
of  Chapter  37  of  the  San  Francisco  Administrative  Code  or  comparable  provisions 
of  the  ordinance  in  effect  at  the  time  the  HELP  loan  is  made). 

For  purposes  of  Section  37.9  (a)  ( 1 1)  the  rehabilitation  cost  which  is  permitted 
to  be  passed  on  as  a rent  increase  to  any  tenant  who  chooses  to  occupy  a dwelling 
unit  after  rehabilitation  of  the  property  has  been  completed  shall  be  amortized  over 
the  original  amortization  period  of  the  HELP  loan. 

(4)  The  property  owner  shall  give  each  tenant  living  in  such  a unit  written 
notice,  30  days  prior  to  the  date  the  tenant  must  vacate,  of  the  right  to  have  no  more 
than  $500  of  the  reasonable  cost  of  moving  the  household  paid,  if  the  household 
qualifies  as  a low  and  moderate  income  household,  and  of  the  right  to  first  refusal  to 
reoccupy  the  unit  at  the  prior  rent  adjusted  in  accordance  with  Section  37.9  (a)  (11) 
of  Chapter  37  of  the  San  Francisco  Administrative  Code,  or  successor  provision,  as 
modified  in  clause  (3)  above.  A copy  of  the  notice  specified  in  clause  (3)  shall  be 
forwarded  to  the  Chief  Administrative  Officer. 

(c)  The  requirements  of  Subdivision  (b)  shall  be  included  in  the  terms  of  each 
HELP  loan  agreement. 

(d)  The  anticipated  cost  of  moving  households  affected  by  residential 
rehabilitation  may  be  included  in  the  property  owner’s  loan. 
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(e)  The  determinations  of  qualification  as  a low  and  moderate  income  house- 
hold and  of  the  amount  of  moving  expenses  due  a tenant  shall  be  made  by  the 
Central  Relocation  Service  of  the  Mayor’s  Office  using  the  standard  schedule  for 
such  computation.  (Added  by  Ord.  482-80,  App.  10/17/80) 

SEC.  40.26.  OPEN  HOUSING.  All  HELP  agreements  shall  provide  that 
so  long  as  the  loan  or  any  portion  of  it  is  outstanding  the  property  shall  be  open, 
upon  sale  or  rental  of  all  or  any  portion  thereof,  to  all  persons  regardless  of  race,  sex, 
marital  status,  color,  religion,  national  origin  or  ancestry.  (Added  by  Ord.  482-80. 
App.  10/17/80) 

SEC.  40.27.  EQUAL  EMPLOYMENT  OPPORTUNITY.  All  HELP  loan 
agreements  shall  provide  that  all  contracts  and  subcontracts  let  for  residential 
rehabilitation  financed  under  this  Chapter  are  to  be  let  without  regard  to  the  race, 
sex,  marital  status,  color,  religion,  national  origin  or  ancestry  of  the  contractor  or 
subcontractor.  Further,  all  HELP  loan  agreements  shall  provide  that  any  contractor 
or  subcontractor  engaged  in  residential  rehabilitation  financed  under  this  Chapter 
must  agree  to  provide  equal  opportunity  for  employment  without  regard  to  race, 
sex,  marital  status,  color,  religion,  national  origin  or  ancestrv.  (Added  bv  Ord. 
482-80,  App.  10/17/80) 

SEC.  40.28.  ENFORCEMENT  OF  LOAN  PROVISIONS.  The  provi- 
sions of  Section  40.26  and  the  provisions  of  Section  40.27  as  they  relate  to  enforce- 
ment of  nondiscrimination  on  the  basis  of  race.  sex.  marital  status,  color,  religion, 
national  origin  or  ancestry,  are  enforceable  by  the  Human  Rights  Commission.  The 
enforcement  powers,  responsibilities  and  procedures  of  the  Human  Rights  Com- 
mission set  forth  in  Chapters  12A  and  12B  of  the  San  Francisco  .Administrative 
Code  shall  be  applicable  to  carry  out  the  Commission’s  responsibilities  under  this 
Chapter.  (Added  by  Ord.  482-85.  .App.  10/17/80) 


ARTICLE  VIII 

MISCELLANEOUS  PROVISIONS 

SEC.  40.29.  LIMITATIONS  ON  CONVERSIONS,  (a)  HELP  loans  are 
intended  to  be  used  only  for  the  purpose  of  maintaining  eligible  multi-family 
buildings  for  their  current  use.  No  HELP  loan  may  be  used  for  rehabilitation  for  the 
purpose  of  conversion  of  a multi-family  building,  or  portion  thereof  to  a condo- 
minium; for  conversion  to  a tourist  hotel  unit,  as  defined  in  the  Residential  Hotel 
Unit  Conversion  Demolition  and  Change  in  Use  Ordinance:  or  for  conversion  to 
commercial  use;  nor  may  any  owner  cause  any  such  conversion  while  the  loan  is 
still  outstanding. 

(b)  No  building,  or  portion  thereof  may  be  converted  to  such  condominium, 
tourist  hotel  unit,  or  commercial  use  for  a period  of  five  years  following  the 
recording  of  a HELP  loan  on  the  building,  nor  for  a period  of  five  years  following 
the  assumption  of  such  a HELP  loan  within  the  first  five-year  period,  whether 
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intentionally  or  unintentionally,  and  whether  by  the  original  borrower  or  a suc- 
cessor in  interest.  To  assure  notice  and  enforceability  of  this  requirement  as  affects 
successors  in  interest,  no  HELP  loan  shall  be  made  without  the  recording  of  deed 
restrictions  as  provided  in  this  paragraph. 

(c)  Every  HELP  loan  agreement  shall  include  agreement  to  comply  with 
Subdivisions  (a)  and  (b)  of  this  Section. 

(d)  No  City  and  County  agency  may  approve  any  building  permit  or  subdivi- 
sion map  which  would  permit  violation  of  this  Section. 

(e)  Every  borrower,  or  successor  obligor,  of  a HELP  loan  shall  annually  file 
with  the  Bureau  of  Building  Inspection  an  affidavit  swearing  under  penalty  of 
perjury  that  no  conversion  prohibited  by  this  Section  has  occurred  during  the 
preceding  year. 

(f)  Except  as  provided  in  Subdivision  (b)  of  this  Section,  nothing  in  this 
Section  shall  prevent  conversions  of  multi-family  buildings  assisted  under  the 
program  following  repayment  of  the  entire  balance  due  on  the  HELP  loan.  (Added 
by  Ord.  482-80,  App.  10/17/80) 

SEC.  40.30.  RELOCATION  ASSISTANCE,  (a)  In  addition  to  moving 
costs,  a tenant  displaced  because  of  rehabilitation  financed  pursuant  to  this  Chapter 
of  the  dwelling  unit  or  building  in  which  the  tenant  lives  may  be  eligible  for 
relocation  assistance  under  the  City  and  County’s  Special  Rent  Assistance  Program 
under  the  Central  Relocation  Service  of  the  Mayor’s  Office. 

(b)  If  state  or  federal  funds  are  available  for  relocation  assistance,  such  funds 
shall  be  provided  to  eligible  recipients  pursuant  to  State  law.  If  such  funds  are 
available,  the  Chief  Administrative  Officer  shall  notify  all  owners  and  tenants  of 
buildings  rehabilitated  with  assistance  of  financing  issued  pursuant  to  this  Chapter 
of  the  availability  of  various  types  of  relocation  benefits,  the  eligibility  require- 
ments for  relocation  benefits  and  the  procedures  for  obtaining  relocation  benefits; 
and  the  terms  and  conditions  under  which  the  relocation  costs  shall  be  reimbursed 
to  the  City  and  County  by  the  owner. 

(c)  Current  and  continuing  information  on  the  availability  and  cost  of  com- 
parable housing  and  comparable  commercial  properties  and  locations  will  be 
maintained  and  available  to  the  public  at  the  Central  Relocation  Services  Office. 

(d)  Information  concerning  federal  and  State  housing  programs,  disaster 
loan  and  other  programs  administered  by  the  Small  Business  Administration,  and 
other  federal  or  State  programs  offering  assistance  to  displaced  persons,  will  be 
available  at  the  Central  Relocation  Services  Office. 

(e)  Persons  who  believe  that  they  have  been  discriminated  against  in  the 
rehousing  process  will  be  referred  to  the  Human  Rights  Commission  for  either 
action  or  referral  to  the  appropriate  law  enforcement  agencies. 

(f)  Central  Relocation  Services  shall  be  responsible  for  administration  of  any 
relocation  benefits  provided  pursuant  to  this  Section.  (Added  by  Ord.  482-80,  App. 
10/17/80) 

SEC.  40.31.  PRIVATE  CAUSE  OF  ACTION.  Any  tenant  of  any  dwelling 
unit  benefited  by  any  HELP  loan  whose  rent  may  be  increased,  who  may  be 
displaced,  or  who  may  otherwise  be  injured  by  any  violation  of  any  term  of  the 
HELP  loan  agreement  shall  be  entitled  to  institute  a private  action: 


AD-760 


San  Francisco  Administrative  Code 


Section  40.31 


(a)  To  enjoin  continued  violation  of  the  HELP  loan  agreement:  and 

(b)  To  recover  any  actual  damages  suffered  as  well  as  costs  and  attorneys  fees. 
(Added  by  Ord.  482-80,  App.  10/17/80) 

SEC.  40.32.  REVIEW.  This  ordinance  shall  be  reviewed  by  the  Board  of 
Supervisors  within  two  years  of  the  date  on  which  it  takes  effect.  .At  such  time  the 
Board  of  Supervisors  shall  conduct  hearings  regarding  the  continuation,  revision, 
or  termination  of  the  program  and  as  to  whether  this  Chapter  should  continue  in 
effect,  be  amended,  or  be  repealed.  (Added  by  Ord.  482-80,  .App.  10/17/80) 

SEC.  40.33.  CONSTRUCTION  AND  EFFECT  OF  CHAPTER.  The 
provisions  of  this  Chapter,  being  necessary  for  the  welfare  of  the  City  and  County  of 
San  Francisco  and  its  inhabitants,  shall  be  liberallv  construed  to  effect  its  purposes. 
(Added  by  Ord.  482-80,  App.  10/17/80) 

SEC.  40.34.  SEVERABILITY.  If  any  provision  of  this  Chapter,  or  the 
application  thereof  to  any  person  or  circumstance,  is  held  invalid,  the  validity  of  the 
remainder  of  the  chapter  and  the  applicability  of  such  provisions  to  other  persons 
and  circumstances  shall  not  be  affected  therebv.  (Added  by  Ord.  482-80.  App. 
10/17/80) 
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CHAPTER  41 

RESIDENTIAL  HOTEL  UNIT  CONVERSION  AND  DEMOLITION 


Sec.  41.1. 

Title. 

Sec.  41.2. 

Purpose. 

Sec.  41.3. 

Findings. 

Sec.  41.4. 

Definitions. 

Sec.  41.5. 

Applicability  of  this  Chapter. 

Sec.  41.6. 

Initial  Status  Determination. 

Sec.  41.7. 

Statements  of  Exemption;  .Applicability  of  this  Chapter. 

Sec.  41.8. 

Requirements  for  Nonprofit  Organizations. 

Sec.  41.9. 

Records  of  Use. 

Sec.  41.10. 

.Annual  Unit  Usage  Report. 

Sec.  41.11. 

.Administration. 

Sec.  41.12. 

Permit  to  Convert. 

Sec.  41.13. 

One-for-one  Replacement. 

Sec.  41.14. 

Mandatory  Denial  of  Permit  to  Conven. 

Sec.  41.15. 

■Approval  and  Issuance  of  Permit  to  Convert. 

Sec.  41.16. 

Appeal  of  Denial  or  Approval  of  Permit  to  Convert. 

Sec.  41.17. 

Rights  of  Permanent  Residents. 

Sec.  41.18. 

Demolition. 

Sec.  41.19. 

Temporary  Change  of  Occupancy. 

Sec.  41.20. 

Unlawful  Conversion;  Remedies:  Fines. 

Sec.  41.21. 

Annual  Review  of  Residential  Hotel  Status. 

Sec.  41.22. 

Construction. 

SEC.  41.1.  TITLE.  This  Chapter  shall  be  known  as  the  Residential  Hotel 
Unit  Conversion  and  Demolition  Ordinance.  (Added  by  Ord.  121-90,  App. 
4/12/90) 

SEC.  41.2.  PURPOSE.  It  is  the  purpose  of  this  ordinance  to  benefit  the 
general  public  by  minimizing  adverse  impact  on  the  housing  supply  and  on 
displaced  low  income,  elderly,  and  disabled  persons  resulting  from  the  loss  of 
residential  hotel  units  through  their  conversion  and  demolition.  This  is  to  be 
accomplished  by  establishing  the  status  of  residential  hotel  units,  by  regulating  the 
demolition  and  conversion  of  residential  hotel  units  to  other  uses,  and  by  appropri- 
ate administrative  and  judicial  remedies.  (.Added  by  Ord.  121-90.  .App.  4/12/90) 

SEC.  41.3.  FINDINGS.  The  Board  of  Supervisors  finds  that: 

(a)  There  is  a severe  shortage  of  decent,  safe,  sanitary  and  affordable  rental 
housing  in  the  City  and  County  of  San  Francisco  and  this  shortage  affects  most 
severely  the  elderly,  the  disabled  and  low-income  persons. 

(b)  The  people  of  the  City  and  County  of  San  Francisco,  cognizant  of  the 
housing  shonage  of  San  Francisco,  on  November  4.  1980.  adopted  a declaration  of 
policy  to  increase  the  city’s  housing  supply  by  20.000  units. 

(c)  Many  of  the  elderly,  disabled  and  low-income  persons  and  households 
reside  in  residential  hotel  units. 


.AD-763 


(6-90) 


Section  41.3 


San  Francisco  Administrative  Code 


(d)  A study  prepared  by  the  Department  of  City  Planning  estimated  that 
there  were  only  26,884  residential  hotel  units  in  the  City  in  December  of  1979,  a 
decrease  of 6,098  such  units  from  1975.  Since  enactment  of  this  Chapter,  residential 
hotel  units  have  continued  to  decrease,  at  a slower  rate:  in  1981,  there  were  20,466 
residential  hotel  units  as  defined  by  this  Chapter;  in  1988,  there  were  18,723 
residential  hotel  units,  a decrease  of  1,743  over  a period  of  7 years.  The  decrease  is 
caused  by  vacation,  conversion  or  demolition  of  residential  hotel  units.  Continued 
vacation,  conversion  or  demolition  of  residential  hotel  units  will  aggravate  the 
existing  shortage  of  affordable,  safe  and  sanitary  housing  in  the  City  and  County  of 
San  Francisco. 

(e)  As  a result  of  the  removal  of  residential  hotel  units  from  the  rental  housing 
market,  a housing  emergency  exists  within  the  City  and  County  of  San  Francisco  for 
its  elderly,  disabled  and  low-income  households. 

(f)  Residential  hotel  units  are  endangered  housing  resources  and  must  be 
protected. 

(g)  The  Board  of  Supervisors  and  the  Mayor  of  the  City  and  County  of  San 
Francisco  recognized  this  housing  emergency  and  enacted  an  ordinance  which 
established  a moratorium  on  the  demolition  or  conversion  of  residential  hotel  units 
to  any  other  use.  The  moratorium  ordinance  became  effective  on  November  21, 
1979. 

(h)  The  conversion  of  residential  hotel  units  affects  those  persons  who  are 
least  able  to  cope  with  displacement  in  San  Francisco’s  housing  market. 

(i)  It  is  in  the  public  interest  that  conversion  of  residential  hotel  units  be 
regulated  and  that  remedies  be  provided  where  unlawful  coversion  has  occurred,  in 
order  to  protect  the  resident  tenants  and  to  conserve  the  limited  housing  resources. 

(j)  The  tourist  industry  is  one  of  the  major  industries  of  the  City  and  County 
of  San  Francisco.  Tourism  is  essential  for  the  economic  well  being  of  San  Francisco. 
Therefore,  it  is  in  the  public  interest  that  a certain  number  of  moderately  priced 
tourist  hotel  units  be  maintained  especially  during  the  annual  tourist  season 
between  May  1st  and  September  30th. 

(k)  Tourist  activity  has  increased  steadily  in  San  Francisco  since  1983.  There 
are  currently  approximately  23,000  tourist  hotel  units  in  the  City  and  over  3,000 
additional  such  units  will  be  added  by  1988  through  new  construction.  However, 
there  are  presently  only  18,723  residential  hotel  units  and  this  number  is  not 
increasing.  In  addition,  rents  for  residential  hotel  units  have  risen  an  average  of  23 
percent  annually  since  1980,  making  such  units  less  and  less  affordable  as  a housing 
resource  for  the  elderly,  disabled  and  low-income  persons.  Since  the  adoption  of 
this  ordinance,  hotel  owners  have  begun  to  leave  residential  units  vacant  during  the 
non-tourist  season  (October  1st  — April  30th)  in  order  to  rent  these  units  to  tourists 
at  high  daily  rental  rates  during  the  tourist  season  (May  1st  — September  30th). 
This  activity,  which  further  reduces  the  available  supply  of  low  and  moderate 
income  housing  in  San  Francisco,  is  not  presently  prohibited  under  this  Chapter.  In 
order  to  assure  that  residential  hotel  owners  do  not  continue  to  withhold  these 
available  residential  units  from  prospective  permanent  residents  during  the  non- 
tourist season,  it  is  necessary  to  restrict  the  tourist  season  rental  of  vacant  residen- 
tial hotel  units.  Such  a restriction  will  not  interfere  with  San  Francisco’s  tourism, 
which  remains  essential  to  the  economic  well-being  of  the  City. 

(l)  Since  enactment  of  this  Chapter,  it  has  become  apparent  that  portions  of 
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this  Chapter  were  difficult  and  extremely  costly  to  interpret  and  enforce,  resulting 
in  an  inability  to  fulfill  the  essential  intent  of  this  Chapter  and  to  prevent  illegal 
conversions. 

(m)  Since  enactment  of  this  Chapter,  residential  units  have  been  converted  to 
tourist  units  and  the  hotel  operators  have  paid  the  40  percent  in-lieu  fee  to  the  City. 
This  amount,  40  percent  of  the  cost  of  construction  of  comparable  units  plus  site 
acquisition  cost,  has  not  been  adequate  to  provide  replacement  units.  Federal,  state 
and  local  funds  were  incorrectly  assumed  at  that  time  to  be  available  and  sufficient 
to  make  up  the  shortfall  between  the  40  percent  in-lieu  fee  and  actual  replacement 
costs.  For  example,  in  1979  the  federal  government  was  spending  32  billion  dollars 
on  housing  and  is  spending  only  7 billion  dollars  in  1989. 

(n)  Certain  uses  provide  both  living  accommodation  and  services,  such  as 
health  care,  personal  care  and  counseling,  to  residents  of  the  City.  Examples  of  such 
uses  are  hospital,  skilled  nursing  facility,  AIDS  hospice,  intermediate  care  facility, 
asylum,  sanitarium,  orphanage,  prison,  convent,  rectory,  residential  care  facility 
for  the  elderly,  and  community  care  facility.  Such  facilities  are  often  operated  in 
buldings  owned  or  leased  by  non-profit  organizations  and  provide  needed  services 
to  the  City’s  residents.  To  subject  such  facilities  to  the  provisions  of  this  Chapter 
may  deter  future  development  of  such  facilities.  It  is  desirable  that  such  facilities 
exist  and  the  City  should  encourage  construction  and  operation  of  such  facilities. 

(o)  In  addition,  a form  of  housing  facilities  called  “transitional  housing” 
provides  housing  and  supportive  services  to  homeless  persons  and  families  and  is 
intended  to  facilitate  the  movement  of  homeless  individuals  and  families  to 
independent  living  or  longer  term  supportive  residences  in  a reasonable  amount  of 
time.  Transitional  housing  has  individual  living  quarters  with  physical  charac- 
teristics often  similar  to  a residential  hotel  (i.e.  accommodations  which  provide 
privacy  to  residents)  and  provides  a source  of  interim  housing  for  homeless 
individuals  and  families  seeking  to  live  independently. 

(p)  The  City’s  public,  quasi-public  and  private  social  agencies  serving  the 
elderly  and  needy  persons  often  find  it  difficult  to  immediately  locate  suitable 
housing  units  for  such-persons  returning  to  independent  living  after  hospitalization 
or  upon  leaving  skilled-nursing  or  intermediate  care  facilities  within  a short  time 
after  their  discharge  from  a health  facility.  Such  persons  often  will  require  mini- 
mum supervision  and  other  interim  social  service  support.  The  provision  of  a 
stable  number  of  housing  units  for  such  emergency  needs  until  permanent  housing 
can  be  secured  and  supportive  services  arranged  are  necessary  and  desirable  for  the 
City.  Emergency  housing  will  have  physical  characteristics  similar  to  “transitional 
housing”  and  is  often  intended  to  be  occupied  fora  period  of  less  than  one  month. 

(q)  The  City  also  wishes  to  provide  positive  incentive  to  encourage  residen- 
tial hotel  owners  and  operators  to  comply  with  the  terms  of  this  Chapter.  Hotel 
owners  have  expressed  a need  to  rent  certain  residential  units  on  a short  term  basis 
during  the  winter  months.  In  an  effort  to  address  this  need  and  to  encourage 
compliance  with  this  Chapter,  the  City  wishes  to  provide  an  opportunity  to  hotel 
owners  who  have  complied  with  the  terms  of  this  Chapter  to  rent  a limited  number 
of  residential  units  to  tourists  during  the  winter  months.  (Added  by  Ord.  121-90, 
App.  4/12/90) 
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SEC.  41.4.  DEFINITIONS,  (a)  Certificate  of  Use.  Following  the  initial 
unit  usage  and  annual  unit  usage  determination  pursuant  to  the  provisions  of 
Sections  41.6  and  41.10  below,  every  hotel  shall  be  issued  a certificate  of  use 
specifying  the  number  of  residential  and  tourist  units  herein. 

(b)  Comparable  Unit.  .A  unit  which  is  similar  in  size,  services,  rental  amount 
and  facilities,  and  which  is  located  within  the  existing  neighborhood  or  within  a 
neighborhood  with  similar  physical  and  socioeconomic  conditions. 

(c)  Conversion.  The  change  or  attempted  change  of  the  use  of  a residential 
unit  as  defined  in  subsection  (q)  below  to  a tourist  use,  or  the  elimination  of  a 
residential  unit  or  the  voluntary  demolition  of  a residential  hotel.  However,  a 
change  in  the  use  of  a residential  hotel  unit  into  a noncommercial  use  which  serves 
only  the  needs  of  the  permanent  residents,  such  as  resident’s  lounge,  storeroom  or 
common  area,  shall  not  constitute  a conversion  within  the  meaning  of  this  Chapter. 

(d)  Disabled  Person.  A recipient  of  disability  benefits. 

(e)  Elderly  Person.  .A  person  62  years  of  age  or  older. 

(0  Emergency  Housing.  .A  project  which  provides  housing  and  supportive 
services  to  elderly  or  low-income  persons  upon  leaving  a health  facility  and  which 
has  its  primary  purpose  of  facilitating  the  return  of  such  individuals  to  independent 
living.  The  emergency  housing  shall  provide  services  and  living  quarters  pursuant 
to  Section  41.13  herein  and  may  be  provided  as  part  of  a “transitional  housing” 
project. 

(g) Hotel.  Any  building  containing  six  or  more  guest  rooms  intended  or 
designed  to  be  used,  or  which  are  used,  rented  or  hired  out  to  be  occupied  or  which 
are  occupied  for  sleeping  purposes  and  dwelling  purposes  by  guests,  whether  rent  is 
paid  in  money,  goods,  or  services.  It  includes  motels,  as  defined  in  Chapter  XII, 
Part  II  of  the  San  Francisco  Municipal  Code  (Housing  Code),  but  does  not  include 
any  jail,  health  facilities  as  defined  by  Section  1250  of  the  Health  and  Safety  Code, 
asylum,  sanitarium,  orphanage,  prison  convent,  rectory,  residential  care  facility  for 
the  elderly  as  defined  in  Section  1569.2  of  the  Health  and  Safety  Code,  residential 
facilities  as  defined  in  Section  1502  of  the  Health  and  Safety  Code  or  other 
institution  in  which  human  beings  are  housed  or  detained  under  legal  restraint,  or 
any  private  club  and  nonprofit  organization  in  existence  on  September  23,  1979; 
provided,  however,  that  nonprofit  organizations  which  operated  a residential  hotel 
on  September  23,  1979  shall  comply  with  the  provisions  of  Section  41.8  herein. 

(h)  Interested  Party.  A permanent  resident  of  a hotel,  or  his  or  her  authorized 
representative,  or  a former  tenant  of  a hotel  who  vacated  a residential  unit  within 
the  past  90  days  preceding  the  filing  of  complaint  or  court  proceeding  to  enforce  the 
provisions  of  this  Chapter.  Interested  party  shall  also  mean  any  nonprofit  organiza- 
tion. as  defined  in  Section  41.4(k),  which  has  the  preservation  or  improvement  of 
housing  as  a stated  purpose  in  its  articles  of  incorporation  and/or  bylaws. 

(i)  Low-income  Household.  A household  whose  income  does  not  exceed  60 
percent  of  the  median  income  for  the  San  Francisco  Standard  Metropolitan  Statis- 
tical Area  as  published  by  the  United  States  Department  of  Housing  and  Urban 
Development  and  Housing  and  Community  Development  Act  of  1974. 

(j)  Low-Income  Housing.  Residential  units  whose  rent  may  not  exceed  30 
percent  of  the  gross  monthly  income  of  a low-income  household  as  defined  in 
subsection  (i)  above. 
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(k)  Nonprofit  Organization.  An  entity  exempt  from  taxation  pursuant  to 
Title  26,  Section  501  of  the  United  States  Code. 

(l)  Operator.  An  operator  includes  the  lessee  or  any  person  or  legal  entity 
whether  or  not  the  owner,  who  is  responsible  for  the  day-to-day  operation  of  a 
residential  hotel  and  to  whom  a hotel  license  is  issued  for  a residential  hotel. 

(m)  Owner.  Owner  includes  any  person  or  legal  entity  holding  any  ownership 
interest  in  a residential  hotel. 

(n)  Permanent  Resident.  A person  who  occupies  a guest  room  for  at  least  32 
consecutive  days. 

(o)  Posting  or  Post.  Where  posting  is  required  by  this  Chapter,  material  shall 
be  posted  in  a conspicuous  location  at  the  front  desk  in  the  lobby  of  the  hotel,  or  if 
there  is  no  lobby,  in  the  public  entranceway.  No  material  posted  may  be  removed  by 
any  person  except  as  otherwise  provided  in  this  Chapter. 

(p)  Residential  Hotel.  Any  building  or  structure  which  contains  a residential 
unit  as  defined  in  (q)  below  unless  exempted  pursuant  to  the  provisions  of  Sections 
41.5  or  41.7  below. 

(q)  Residential  Unit.  Any  guest  room  as  defined  in  Section  203.7  of  Chapter 
XII,  Part  II  of  the  San  Francisco  Municipal  Code  (Housing  Code)  which  had  been 
occupied  by  a permanent  resident  on  September  23,  1979.  Any  guest  room  con- 
structed subsequent  to  September  23, 1979  or  not  occupied  by  a permanent  resident 
on  September  23,  1979  shall  not  be  subject  to  the  provisions  of  this  Chapter, 
provided  however,  if  designated  as  a residential  unit  pursuant  to  Section  4 1 .6  of  this 
Chapter  or  constructed  as  a replacement  unit,  such  residential  units  shall  be  subject 
to  the  provisions  of  this  Chapter. 

(r)  Tourist  Hotel.  Any  building  containing  six  or  more  guest  rooms  intended 
or  designated  to  be  used  for  commercial  tourist  use  by  providing  accommodation 
to  transient  guests  on  a nightly  basis  or  longer.  A tourist  hotel  shall  be  considered  a 
commercial  use  pursuant  to  City  Planning  Code  Section  216(b)  and  shall  not  be 
defined  as  group  housing  permitted  in  a residential  area  under  City  Planning  Code 
Section  209.2. 

(s)  Tourist  Unit.  A guest  room  which  was  not  occupied  on  September  23, 
1979,  by  a permanent  resident  or  is  certified  as  tourist  unit  pursuant  to  Sections 
41.6,  41.7  or  41.8  below.  Designation  as  a tourist  unit  under  this  Chapter  shall  not 
supersede  any  limitations  on  use  pursuant  to  the  Planning  Code. 

(t)  Transitional  Housing.  A project  which  provides  housing  and  supportive 
services  to  homeless  persons  and  families  or  low-income  households  at  risk  of 
becoming  homeless  which  has  as  its  purpose  facilitating  the  movement  of  homeless 
individuals  or  at-risk  low-income  households  to  independent  living  within  a rea- 
sonable amount  of  time.  The  transitional  housing  shall  provide  services  and  living 
quarters  as  approved  by  the  Planning  Commission  that  are  similar  to  the  residen- 
tial unit  being  replaced  pursuant  to  Section  41.13  herein  and  shall  comply  with  all 
relevant  provisions  of  City  ordinances  and  regulations.  (Added  bv  Ord.  121-90, 
App.  4/12/90) 

SEC.  41.5.  APPLICABILITY  OF  THIS  CHAPTER.  The  provisions  of 
this  Chapter  shall  not  apply  to: 

(a)  The  change  in  use  of  a residential  unit  where  the  unit  has  been  found  to  be 
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unfit  for  human  habitation  prior  to  November  23,  1979  and  ordered  to  be  vacated 
by  the  Department  of  Public  Health;  or 

(b)  A hotel  wherein  95  percent  of  the  guest  rooms  were  tourist  units  on 
September  23,  1979;  or 

(c)  A unit  which  rented  for  over  $ 1,000  per  month  on  September  23, 1979;  or 

(d)  A hotel  in  which  95  percent  of  the  total  number  of  guest  rooms  rented  for 
more  than  $1,000  per  month  on  September  23,  1979;  or 

(e)  A building  which  was  unlawfully  converted  to  a rooming  house  or  hotel  in 
violation  of  the  provisions  of  the  City  Planning  Code;  or 

(f)  A building  which  meets  the  requirements  of  Section  41.7(c)  below  for  a 
claim  of  exemption  for  partially-completed  conversions;  or 

(g)  A building  which  meets  the  requirements  of  Section  41.7(b)  below  for  a 
claim  of  exemption  for  low-income  housing;  or 

(h)  A building  which  is  lawfully  approved  by  the  City  after  September  23, 
1979,  and  is  not  a replacement  unit  pursuant  to  Section  41.13  herein,  so  long  as  it  is 
operated  by  a public  entity  or  a nonprofit  organization  as  a jail,  health  facilities  as 
defined  by  Section  1250  of  the  Health  and  Safety  Code,  asylum,  sanitarium, 
orphanage,  prison,  convent,  rectory,  residential  care  facility  for  the  elderly  as 
defined  in  Section  1569.2  of  the  Health  and  Safety  Code,  residential  facilities  as 
defined  in  Section  1502  of  Health  and  Safety  Code,  or  other  institution  in  which 
human  beings  are  housed  or  detained  under  legal  restraint.  (Added  by  Ord.  121-90, 
App.  4/12/90) 

SEC.  41.6.  INITIAL  STATUS  DETERMINATION,  (a)  Filing  of  Initial 
Status  Determination;  Time  Limit.  Within  30  calendar  days  of  the  mailing  date  of 
the  summary  of  the  ordinance  and  the  prescribed  reporting  forms,  the  owner  or 
operator  of  each  hotel  shall  file  either  a statement  of  exemption,  a claim  of 
exemption  based  on  low-income  housing,  a claim  of  exemption  based  on  partially 
completed  conversion,  or  an  initial  unit  usage  report  as  specified  below.  All  filing 
shall  be  accompanied  by  supporting  evidence.  However,  upon  application  by  an 
owner  or  operator  and  upon  showing  a good  cause  therefor,  the  Superintendent  of 
the  Bureau  of  Building  Inspection  may  grant  an  extension  of  time  not  to  exceed  30 
days  for  filing.  Owner  or  operator  shall  post  a notice  on  the  day  of  filing  that  a copy 
of  the  initial  status  determination  document  filed  with  the  Superintendent  of  the 
Bureau  of  Building  Inspection  is  available  for  inspection  between  the  hours  of  9:00 
a.m.  and  5:00  p.m.  Monday  through  Friday. 

(b)  Filing  of  Initial  Unit  Usage  Report.  All  hotels  not  covered  by  the  exemp- 
tions in  Sections  41.5,  41.7  or  41.8  must  file  an  initial  unit  usage  report  containing 
the  following: 

(1)  The  number  of  residential  and  tourist  units  in  the  hotel  as  of  September 
23,  1979; 

(2)  The  designation  by  room  number  and  location  of  the  residential  units  and 
tourist  units  as  of  seven  calendar  days  prior  to  the  date  of  filing  the  report; 

(3)  The  total  number  of  residential  and  tourist  rooms  in  the  hotel  as  of  seven 
calendar  days  prior  to  date  of  filing  the  report. 

(c)  Insufficient  Filing.  If  the  Superintendent  of  the  Bureau  of  Building  Inspec- 
tion or  his  designee  determines  that  additional  information  is  needed  to  make  a 
determination,  the  Superintendent  shall  request  the  additional  information  in 
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wnting.  The  owner  or  operator  shall  furnish  the  requested  information  within  15 
calendar  days  upon  receipt  of  the  written  request.  Owner  or  operator  shall  immedi- 
ately post  a notice  that  a copy  of  the  requested  information  is  available  for 
inspection  between  the  hours  of  9:00  a.m.  and  5:00  p.m.  Monday  through  Friday  at 
the  Bureau  of  Building  Inspection.  If  the  requested  information  is  not  furnished,  all 
the  guest  rooms  not  supported  by  evidence  shall  be  deemed  to  be  residential  units. 

(d)  Certification  of  Units.  The  Superintendent  of  the  Bureau  of  Building 
Inspection  shall  review  the  information  and  accompanying  supporting  data.  A 
certified  copy  of  hotel  tax  returns  for  the  calendar  year  1 979  may  be  used  to  establish 
the  number  of  tourist  units  and  the  Superintendent  of  the  Bureau  of  Building 
Inspection  or  the  Superintendent’s  designee  may  personally  inspect  units  to  estab- 
lish the  number  of  tourist  units.  If,  in  the  opinion  of  the  Superintendent  of  the 
Bureau  of  Building  Inspection,  the  initial  unit  usage  report  is  supported  by  ade- 
quate supporting  evidence,  the  Superintendent  shall  certify  the  number  of  residen- 
tial and  tourist  units  within  90  calendar  days  of  its  submission.  The  owner  or 
operator  shall  have  the  burden  of  proving  the  number  of  tourist  units  claimed  by  a 
preponderance  of  evidence. 

Notwithstanding  any  other  provisions  in  this  Chapter,  if  an  owner  or  operator 
took  possession  of  the  hotel  operation  after  September  23. 1979  and  before  June  15, 
1981.  and  if  the  owner  or  operator  can  demonstrate  that  good  cause  exists  why  he/ 
she  cannot  obtain  supporting  evidence  from  the  previous  owner  or  operator  to  file 
the  initial  report,  the  owner  or  operator  shall  base  his/her  filing  on  information 
available  to  him/her  two  weeks  after  he/she  took  possession  of  the  hotel;  any  units 
which  are  vacant  on  that  date  shall  be  allocated  equally  between  tourist  and 
residential  uses;  provided  that  a permanent  resident  may  rebut  this  presumption  by 
clear  and  convincing  evidence. 

After  the  Superintendent  of  the  Bureau  of  Building  Inspection  certifies  the 
number  of  residential  and  tourist  units,  the  Superintendent  shall  issue  a certificate 
of  use.  The  Certificate  of  Use  shall  be  posted  permanently  in  the  lobby  or 
entranceway  of  the  hotel. 

(e)  Failure  to  File  Statement  of  Exemption,  Claim  of  Exemption  or  Initial 
Unit  Usage  Report.  If  no  initial  unit  usage  report,  or  statement  of  exemption,  or  a 
claim  of  exemption  based  on  partially  completed  conversion,  or  a claim  of  exemp- 
tion based  on  low-income  housing  for  all  of  the  guest  rooms,  is  filed  for  a hotel 
within  the  time  set  forth  in  Section  41.6(a).  the  Superintendent  of  Bureau  of 
Building  Inspection  shall  mail  a notice  to  the  owner  or  operator  of  record  by 
registered  or  certified  mail  stating  that  all  the  rooms  in  the  hotel  shall  be  deemed 
residential  units  unless  the  owner  or  operator  files  unit  usage  report  within  10 
calendar  days  of  the  mailing  date  of  said  notice  and  that  a late  filing  fee  of  $50  will  be 
assessed  in  addition  to  the  fee  set  forth  in  Section  41.11  of  this  Chapter.  If  the  owner 
or  operator  fails  to  submit  a unit  usage  report  within  10  calendar  days  after 
notification  by  the  Bureau  of  Building  Inspection,  a certificate  of  use  for  residential 
units  only  shall  be  issued. 

(0  Appeal  of  Initial  Determination.  An  owner  or  operator  may  appeal  the 
initial  unit  status  determination  by  the  Superintendent  of  the  Bureau  of  Building 
Inspection  provided  that  there  was  no  challenge  pursuant  to  the  provisions  of 
subsection  (g)  below,  and  further  provided  that  an  appeal  is  filed  within  10  calendar 
days  of  the  mailing  of  the  certification.  If  an  appeal  is  filed,  a copy  of  the  notice  of 
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appeal  shall  be  posted  by  the  owner  or  operator  and  a hearing  pursuant  to  the 
provisions  of  Section  41.8(b)  shall  be  scheduled. 

(g)  Challenge:  Standing;  Statute  of  Limitation.  Challenges  to  the  information 
contained  in  the  initial  status  determination  report  filed  by  the  owner  or  operator 
may  be  filed  by  an  interested  party  in  writing  provided  that  it  is  submitted  within  15 
calendar  days  from  the  date  the  report  to  the  Bureau  of  Building  Inspection  is  filed. 
Upon  receipt  of  a challenge,  a hearing  shall  be  held  by  the  Superintendent  of  the 
Bureau  of  Building  Inspection  or  his  designee  pursuant  to  the  provisions  of  Section 
41.11(b).  The  owner  or  operator  shall  have  the  burden  of  proving  by  a prepon- 
derance of  evidence  that  the  information  filed  is  correct. 

(h)  Reporting  Forms  for  Initial  Unit  Usage  Report.  Compliance  by  any  party 
or  by  the  City  of  San  Francisco  with  notice,  filing,  challenge,  designation  of  unit  and 
certification  requirements  of  Ordinance  330-81  regarding  the  initial  status  of  units 
shall  satisfy  similar  requirements  set  forth  in  this  Chapter  and  all  such  notices, 
filings,  challenges,  designations  or  certificates  shall  have  the  same  force  and  effect 
as  if  made  pursuant  to  this  subsection.  (Added  by  Ord.  121-90,  App.  4/12/90) 

SEC.  41.7.  STATEMENTS  OF  EXEMPTION;  APPLICABILITY  OF 
THIS  CHAPTER,  (a)  Statement  of  E.xemption  Based  on  Inapplicability  of  This 
Chapter.  Any  hotel  claiming  that  this  Chapter  does  not  apply,  under  the  provisions 
of  Sections  41.5(a)  through  41.5(d),  shall  file  a statement  of  exemption  specifying 
the  basis  for  the  exemption.  Any  hotel  claiming  exemption  under  the  provisions  of 
Sections  41.5(b)  through  41.5(d)  shall  also  state  the  total  number  of  guest  rooms  and 
the  number  of  residential  hotel  units  with  monthly  rent  over  $1,000  per  month. 

(b)  Claim  of  Exemption  Based  on  Low-Income  Housing.  To  qualify  for  a 
claim  of  exemption  based  on  low-income  housing,  the  units  to  be  rehabilitated 
meet  the  following  requirements: 

( 1 ) A claim  for  this  exemption  has  been  filed  and  the  requisite  fees  paid  to  the 
Bureau  of  Building  Inspection  no  later  than  60  calendar  days  after  the  effective  date 
of  this  ordinance; 

(2)  With  the  exception  of  ground  floor  commercial  space,  the  entire  building 
must  be  completely  occupied  as  low-income  housing; 

(3)  The  Superintendent  of  the  Bureau  of  Building  Inspection  finds  that  the 
proposed  elimination  of  a unit  is  necessary  to  comply  with  Building  Code  and 
Housing  Code  requirements;  and 

(4)  Alternate  guest  rooms  are  made  available  within  the  building  to  the 
displaced  permanent  residents;  or 

(5)  In  those  circumstances  where  it  is  necessary  to  relocate  a permanent 
resident  off  site,  the  permanent  resident  shall  receive  the  actual  moving  expenses 
and  the  difference  between  the  rent  at  the  time  of  relocation  and  the  rent  of  the 
temporary  housing  during  the  period  of  rehabilitation. 

(6)  The  owner  or  operator  and  successors  in  interest  shall  continue  to  main- 
tain all  units  in  the  rehabilitated  hotel  as  low-income  housing  for  25  years.  A deed 
restriction  on  such  use  shall  be  submitted  to  the  City  Attorney’s  Office  for  approval. 
An  approved  copy  of  the  deed  restriction  shall  be  forwarded  to  the  Superintendent 
of  the  Bureau  of  Building  Inspection  and  the  original  shall  be  filed  with  the 
Recorder  by  the  owner  or  operator. 

(c)  Claim  of  Exemption  Based  on  Partially  Completed  Conversion.  A claim  of 
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exemption  based  on  partially  completed  conversion  shall  not  be  approved  until 
and  unless  owner  or  operator  shows  that  all  of  the  following  requirements  are  met: 

(1)  An  application  for  partially  completed  conversion  was  filed  no  later  than 
60  calendar  days  after  the  effective  date  of  this  ordinance; 

(2)  The  owner  or  operator  has  commenced  work  on  extensive  Capital 
Improvements  and  Rehabilitation  Work  prior  to  November  23, 1979,  as  defined  in 
Section  37.2  of  the  San  Francisco  Administrative  Code  (the  San  Francisco  Rent 
Stabilization  and  Arbitration  Ordinance)  and  has  completed  such  work  on  at  least 
35  percent  of  the  units  intended  to  be  converted  or  has  expended  40  percent  of  the 
total  sum  budgeted  for  said  work; 

(3)  The  owner  or  operator  or  previous  owner  or  operator  shall  have  clearly 
demonstrated  his/her  intention  to  convert  all  of  the  residential  units  in  the  subject 
building  to  tourist  units  as  of  November  23,  1979.  Satisfactory  evidence  of  inten- 
tion to  convert  may  be  demonstrated  by  the  following  factors,  including  but  not 
limited  to: 

(A)  Whether  an  architect  has  been  engaged  to  prepare  plans  and  specifica- 
tions; or 

(B)  Whether  applications  for  construction  work  have  been  received;  or 

(C)  Whether  applications  for  the  necessary  permits  have  been  submitted  to 
all  relevant  city  departments;  or 

(D)  Whether  a building  permit  has  been  issued. 

(4)  Each  permanent  resident  displaced  by  the  conversion  is  offered  reloca- 
tion assistance  as  set  forth  in  Section  41.17(b)  below;  and 

(5)  For  each  vacant  residential  unit  converted,  but  not  occupied  by  a perma- 
nent resident,  a sum  of  $250  per  unit  not  to  exceed  a total  of  $10,000  shall  be 
deposited  in  the  San  Francisco  Residential  Hotel  Preservation  Account  of  the 
Repair  and  Demolition  Fund  established  pursuant  to  Section  203.1  of  the  San 
Francisco  Building  Code  (being  Chapter  1,  Article  2,  Part  II  of  the  San  Francisco 
Municipal  Code)  to  be  used  exclusively  for  the  repair,  purchase  and  rehabilitation 
of  residential  hotel  units  by  agencies  of  the  City  and  County  of  San  Francisco  and  to 
be  administered  by  the  Department  of  Public  Works. 

(d)  Consistent  with  Planning  Code  Section  183,  any  unit  deemed  to  be  a 
tourist  unit  which  has  remained  continuously  vacant  for  three  years  following  the 
zoning  change  in  a zoning  district  not  allowing  tourist  hotels  shall  lose  its  noncon- 
forming status,  and  may  be  opened  only  for  residential  hotel  or  group  housing  uses. 
(Added  by  Ord.  121-90,  App.  4/12/90) 

SEC.  41.8.  REQUIREMENTS  FOR  NONPROFIT  ORGANIZA- 
TIONS. (a)  Initial  Unit  Usage  Report.  Within  90  days  of  the  adoption  of  this 
amended  Chapter,  the  Bureau  of  Building  Inspection  shall  notify  all  nonprofit 
organizations  operating  hotels  that  the  nonprofit  organization  must  comply  with 
the  Initial  Status  Determination  provisions  of  Section  41.6  herein. 

(b)  Annual  Unit  Usage  Report.  All  nonprofit  organizations  operating  hotels 
with  residential  units  shall  comply  with  the  provisions  of  Section  41.10  herein  in  the 
event  that  the  status  of  the  units  in  the  hotel  changes  from  the  designation  con- 
tained in  the  Initial  Unit  Usage  Report. 

(c)  One-for-one  Replacement.  If  a nonprofit  organization  seeks  to  demolish 
residential  units  or  remove  residential  units  from  housing  use.  or  sells  or  otherwise 
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transfers  the  building  containing  residential  use,  it  shall  comply  with  the  provisions 
of  Section  41.13  of  this  Chapter. 

(d)  Applicability  of  this  Chapter.  This  chapter  shall  not  apply  to  a hotel  which 
has  a certificate  of  use  for  all  residential  units  but  contained  no  permanent  residents 
on  September  23.  1979,  provided  that  the  hotel  is  owned,  leased  or  operated  by  a 
nonprofit  organization  at  the  time  this  exemption  is  sought.  The  owner,  operator  or 
lessee  of  such  a hotel  must  file  with  the  Superintendent  evidence  to  support  such 
exemption.  If  the  exemption  is  approved,  the  Superintendent  shall  issue  a certifi- 
cate of  use  designating  all  the  hotel's  units  as  tourist  units;  provided,  however,  that 
the  certificate  shall  not  be  issued  until  the  hotel  owner,  operator  or  lessee  has  paid 
any  penalties  imposed  under  Section  41.6(e)  or  Section  41.10(f)  or  (g),  or  released 
any  liens  imposed  under  Section  41.20(d).  (Added  by  Ord.  121-90,  App.  4/12/90) 

SEC.  41.9.  RECORDS  OF  USE.  (a)  Daily  Log.  Following  the  effective 
date  of  this  Chapter  each  residential  hotel  shall  maintain  a daily  log  containing  the 
status  of  each  room,  whether  it  is  occupied  or  vacant,  whether  it  is  used  as  a 
residential  unit  or  tourist  unit  and  the  name  under  which  the  occupant  is  registered. 
Each  hotel  shall  also  maintain  copies  of  rent  receipts  showing  the  amount  and 
period  paid  for.  The  daily  log  shall  be  available  for  inspection  pursuant  to  the 
provision  of  Section  41. 1 1(c)  of  this  Chapter  upon  demand  by  the  Superintendent  of 
the  Bureau  of  Building  Inspection  or  the  Superintendent’s  designee  between  the 
hours  of  9 a.m.  and  5 p.m.,  Monday  through  Friday  unless  the  Superintendent  of 
the  Bureau  of  Building  Inspection  and  the  City  Attorney  reasonably  believe  that 
further  enforcement  efforts  are  necessary  for  specified  residential  hotels,  in  which 
case  the  Bureau  of  Building  Inspection  shall  notify  the  hotel  owner  or  operator  that 
the  daily  logs  shall  be  available  for  inspection  between  the  hours  of  9 a.m.  and  7 
p.m. 

(b)  Weekly  Report.  Following  the  initial  determination,  an  owner  or  operator 
of  residential  units  shall  post  on  each  Monday  before  12  noon  the  following 
information: 

(1)  The  number  of  tourist  units  to  which  the  owner  or  operator  is  currently 
entitled  and  the  date  the  certificate  of  use  was  last  issued; 

(2)  The  number  of  guest  rooms  which  were  used  as  tourist  units  each  day  of 
the  preceding  week.  Evidence  of  compliance  with  requirements  imposed  hereunder 
shall  be  preserved  by  the  owner  or  operator  for  a period  of  not  less  than  two  years 
after  each  posting  is  required  to  be  made.  The  owner  or  operator  shall  permit  the 
Superintendent  of  the  Bureau  of  Building  Inspection  or  his  designee  to  inspect  the 
hotel  records  and  other  supporting  evidence  to  determine  the  accuracy  of  the 
information  posted.  (Added  by  Ord.  121-90,  App.  4/12/90) 

SEC.  41.10.  ANNUAL  UNIT  USAGE  REPORT,  (a)  Filing.  On 
November  1st  of  each  year  every  hotel  owner  or  operator  subject  to  this  Chapter 
shall  file  with  the  Bureau  of  Building  Inspection  an  Annual  Unit  Usage  Report 
containing  the  following  information: 

(1)  The  total  number  of  units  in  the  hotel  as  of  October  15th  of  the  year  of 
filing; 

(2)  The  number  of  residential  and  tourist  units  as  of  October  15th  of  the  year 
of  filing; 
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(7)  The  current  rental  rates  for  each  residential  unit  to  be  converted;  and 

(8)  The  length  of  tenancy  of  the  permanent  residents  affected  by  the  proposed 
conversion;  and 

(9)  A statement  regarding  how  one-for-one  replacement  of  the  units  to  be 
converted  will  be  accomplished,  including  the  proposed  location  of  replacement 
housing  if  replacement  is  to  be  provided  off-site;  and 

(10)  A declaration  under  penalty  of  peijury  from  the  owner  or  operator 
stating  that  he  has  complied  with  the  provisions  of  Section  41.14(b)  below  and  his 
filing  of  a permit  to  convert.  On  the  same  date  of  the  filing  of  the  application,  a 
notice  that  an  application  to  convert  has  been  filed  shall  be  posted  until  a decision  is 
made  on  the  application  to  convert.  (Amended  by  Ord.  400-83,  App.  7/21/83) 

SEC.  41.10.  ONE-FOR-ONE  REPLACEMENT,  (a)  Prior  to  the  issuance 
of  a permit  to  convert,  the  owner  or  operator  shall  provide  one-for-one  replacement 
of  the  units  to  be  converted  by  one  of  the  following  methods: 
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(3)  The  number  of  vacant  residential  units  rs  of  October  15th  of  the  year  of 
filing;  if  more  than  50  percent  of  the  units  are  vacant,  explain  why; 

(4)  The  average  rent  for  the  residential  hotel  units  as  of  October  15th  of  the 
year  of  filing; 

(5)  The  number  of  residential  units  rented  by  week  or  month  as  of  October 
15th  of  the  year  of  filing;  and 

(6)  The  designation  by  room  number  and  location  of  the  residential  units  and 
tourist  units  as  of  October  15th  of  the  year  of  filing.  Owner  or  operator  shall 
maintain  such  designated  units  as  tourist  or  residential  units  for  the  following  year 
unless  owner  or  operator  notifies  in  writing  the  Bureau  of  Building  Inspection  of  a 
redesignation  of  units;  owner  or  operator  may  redesignate  units  throughout  the 
year  provided  they  notify  the  Bureau  of  Building  Inspection  in  writing  by  the  next 
business  day  following  such  redesignation  and  maintain  the  proper  number  of 
residential  and  tourist  units  at  all  times.  The  purpose  of  this  provision  is  to  simplify 
enforcement  efforts  while  providing  owner  or  operator  with  reasonable  and  suffi- 
cient flexibility  in  designation  and  renting  of  rooms; 

(7)  The  nature  of  services  provided  to  the  permanent  residents  and  whether 
there  has  been  an  increase  or  decrease  in  the  services  so  provided; 

(8)  A copy  of  the  Daily  Log,  showing  the  number  of  units  which  are  residen- 
tial, tourist  or  vacant  on  October  1st,  February  1st,  May  1st  and  August  1st  of  the 
year  of  filing. 

(b)  Notice  of  Annual  Unit  Usage  Report,  On  the  day  of  filing,  the  owner  or 
operator  shall  post  a notice  that  a copy  of  the  Annual  Unit  Usage  Report  submitted 
to  the  Bureau  of  Building  Inspection  is  available  for  inspection  between  the  hours 
of  9:00  a.m.  and  5:00  p.m.  Monday  through  Friday,  which  notice  shall  remain 
posted  for  30  days. 

(c)  Extension  of  Time  for  Filing.  Upon  application  by  an  owner  or  operator 
and  upon  showing  good  cause  therefor,  the  Superintendent  of  the  Bureau  of 
Building  Inspection  may  grant  one  extension  of  time  not  to  exceed  30  days  for  said 
filing. 

(d)  Certificate  of  Annual  Unit  Usage  Report.  After  receipt  of  a completed 
Annual  Unit  Usage  Report,  the  Bureau  of  Building  Inspection  shall  issue  a certified 
acknowledgement  of  receipt. 

(e)  Renewal  of  Hotel  License  and  Issuance  of  New  Certificate  of  Use.  As  of  the 
effective  date  of  this  Chapter,  no  hotel  license  may  be  issued  to  any  owner  or 
operator  of  a hotel  unless  the  owner  or  operator  presents  with  his/her  license 
application  a certified  acknowledgment  of  receipt  from  the  Bureau  of  Building 
Inspection  of  the  Annual  Unit  Usage  Report  for  the  upcoming  year. 

(0  Insufficient  Filing;  Penalties.  The  Superintendent  of  the  Bureau  of  Build- 
ing Inspection  authorized  to  assess  a penalty  as  set  forth  below  for  insufficient 
filing,  with  interest  on  the  penalty  accruing  at  the  rate  of  one  and  one-half  percent 
per  full  month,  compounded  monthly  from  the  date  the  penalty  is  due  as  stated  in 
the  Superintendent’s  written  notification  below. 

If  the  Superintendent  or  the  Superintendent’s  designee  determines  that  addi- 
tional information  is  needed  to  make  a determination,  he  shall  send  both  the  owner 
and  operator  a written  request  to  furnish  such  information  within  1 5 calendar  days 
of  the  mailing  of  the  written  request.  The  letter  shall  state  that  if  the  requested 
information  is  not  furnished  in  the  time  required,  the  residential  and  tourist  units 
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shall  be  presumed  to  be  unchanged  from  the  previous  year  and  that  the  Superin- 
tendent shall  impose  a $500  penalty  for  failure  to  furnish  the  additional  informa- 
tion within  the  15-day  period.  If  the  Superintendent  does  not  timely  receive  the 
information,  the  Superintendent  shall  notify  both  the  owner  and  operator,  by  mail, 
that  the  Superintendent  is  imposing  a $500  penalty  which  must  be  paid  within  30 
days  of  the  mailing  of  the  notification,  and  that  interest  on  the  penalty  shall  accrue 
from  the  expiration  of  the  30  days  at  the  rate  of  one  and  one-half  percent  per  full 
month,  compounded  monthly.  The  written  notification  shall  state  that  if  the 
penalty  is  not  paid,  a lien  to  secure  the  amount  of  the  penalty,  plus  the  accrued 
interest,  will  be  recorded  against  the  real  property  pursuant  to  the  provisions  of 
Section  41.20(d)  of  this  Chapter. 

(g)  Failure  to  File  .Annual  Unit  Usage  Report;  Penalties.  The  Superintendent 
of  the  Bureau  of  Building  Inspection  is  authorized  to  assess  penalties  as  set  forth 
below  for  failure  to  file  an  Annual  Unit  Usage  Report,  with  interest  on  penalties 
accruing  at  the  rate  of  one  and  one-half  percent  per  full  month,  compounded 
monthly  from  the  date  the  penalty  is  due  as  stated  in  the  Superintendent’s  notifica- 
tion below. 

If  the  owner  or  operator  fails  to  file  an  Annual  Unit  Usage  Report,  the 
Superintendent  or  the  Superintendent’s  designee  shall  notify  the  owner  and  oper- 
ator by  registered  or  certified  mail  and  shall  post  a notice  informing  the  owner  and 
operator  that  unless  submission  of  the  .Annual  Unit  Usage  Report  and  application 
for  renewal  of  the  hotel  license  is  made  within  1 5 calendar  days  of  the  mailing  of  the 
letter,  the  residential  and  tourist  units  shall  be  presumed  to  be  unchanged  from  the 
previous  year,  and  the  Superintendent  shall  impose  a penalty  of  $300  per  month  of 
each  month  the  annual  report  is  not  filed.  If  the  Superintendent  does  not  receive  the 
report  the  Superintendent  shall  notify  both  the  owner  and  operator,  by  mail  that  the 
Superintendent  is  imposing  the  appropriate  penalty,  as  prorated,  which  must  be 
paid  within  30  days  of  the  mailing  of  the  notification  and  that  interest  on  the 
penalty  shall  accrue  from  the  expiration  of  the  30  days  at  the  rate  of  one  and  one- 
half  percent  per  full  month,  compounded  monthly.  The  written  notification  shall 
state  that  if  the  penalty  is  not  paid,  a lien  to  secure  the  amount  of  the  penalty,  plus 
the  accrued  interest,  will  be  recorded  against  the  real  property  pursuant  to  the 
provisions  of  Section  41.20(d)  of  this  Chapter. 

(h)  Appeal  of  Annual  Usage  Determination.  An  owner  or  operator  may 
appeal  the  annual  unit  usage  determination  by  the  Superintendent  of  the  Bureau  of 
Building  Inspection  provided  that  there  was  no  challenge  pursuant  to  the  provi- 
sions of  subsection  (i)  below,  and  further  provided  that  an  appeal  is  filed  within  20 
calendar  days  from  the  date  of  annual  unit  usage  determination.  If  an  appeal  is  filed, 
a copy  of  the  notice  of  appeal  shall  be  posted  by  the  owner  or  operator  and  a hearing 
pursuant  to  the  provisions  of  Section  41.11(b)  shall  be  scheduled. 

(i)  Challenge;  Standing;  Statute  of  Limitation.  Any  interested  party  may  file  a 
challenge  to  the  information  contained  in  the  annual  unit  usage  report  filed  by  the 
owner  or  operator  provided  that  such  a challenge  is  in  writing  and  is  submitted 
within  30  calendar  days  from  the  date  the  report  to  the  Bureau  of  Building 
Inspection  is  filed.  Upon  receipt  of  a challenge,  a hearing  pursuant  to  the  provisions 
of  Section  41.1 1(b)  shall  be  scheduled.  The  owner  or  operator  shall  have  the  burden 
of  proving  by  a preponderance  of  evidence  that  the  information  filed  is  correct. 
(Added  by  Ord.  121-90,  App.  4/12/90) 
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SEC.  41.11.  ADMINISTRATION,  (a)  Fees.  The  owner  or  operator  shall 
pay  the  following  filing  fees  to  the  Bureau  of  Building  Inspection  to  cover  its  costs  of 
investigating  and  reporting  on  eligibility.  See  Section  333.2.  Hotel  Conversion  Fee 
Schedule,  Part  II,  Chapter  1 of  the  San  Francisco  Municipal  Code  (Building  Code) 
for  the  applicable  fees.  The  party  that  brings  an  unsuccessful  challenge  to  a report 
pursuant  to  this  Article  shall  be  liable  for  the  change  in  Section  333.2,  Hotel 
Conversion  Fee  Schedule.  Unsuccessful  Challenge,  Part  II,  Chapter  1 of  the  San 
Francisco  Municipal  Code  (Building  Code).  Fees  shall  be  waived  for  an  individual 
who  files  an  affidavit  under  penalty  of  peijur\'  stating  that  he  or  she  is  an  indigent 
person  who  cannot  pay  the  filing  fee  without  using  money  needed  for  the  necessities 
of  life. 


SEE  SAN  FRANCISCO  MUNICIPAL  CODE  (BUILDING  CODE) 
SECTION  333.2  HOTEL  CONVERSION  FEE  SCHEDULE 

(b)  Hearing.  (1)  Notice  of  Hearing.  Whenever  a hearing  is  required  or 
requested  in  this  Chapter,  the  Superintendent  of  the  Bureau  of  Building  Inspection 
shall,  within  45  calendar  days,  notify  the  owner  or  operator  of  the  date,  time,  place 
and  nature  of  the  hearing  by  registered  or  certified  mail.  The  Superintendent  of  the 
Bureau  of  Building  Inspection  shall  appoint  a hearing  officer.  Notice  of  such  a 
hearing  shall  be  posted  by  the  Bureau  of  Building  Inspection.  The  owner  or  operator 
shall  state  under  oath  at  the  hearing  that  the  notice  remained  posted  for  at  least  10 
calendar  days  prior  to  the  hearing.  Said  notice  shall  state  that  all  permanent 
residents  residing  in  the  hotel  may  appear  and  testify  at  the  public  hearing,  pro- 
vided that  the  Bureau  of  Building  Inspection  is  notified  of  such  an  intent  72  hours 
prior  to  the  hearing  date. 

(2)  Pre-hearing  Submission.  No  less  than  three  working  days  prior  to  any 
hearing,  parties  to  the  hearing  shall  submit  written  information  to  the  Bureau  of 
Building  Inspection  including,  but  not  limited  to,  the  following;  the  request  or 
complaint,  the  statement  of  issues  to  be  determined  by  the  Hearing  Officer,  and  a 
statement  of  the  evidence  upon  which  the  request  or  complaint  is  based. 

(3)  Hearing  Procedure.  If  more  than  one  hearing  for  the  same  hotel  is 
required,  the  Superintendent  of  the  Bureau  of  Building  Inspection  shall  consolidate 
all  of  the  appeals  and  challenges  into  one  hearing;  however,  if  a civil  action  has  been 
filed  pursuant  to  the  provisions  of  Section  41.20(e)  of  the  Chapter,  all  hearings  on 
administrative  complaints  of  unlawful  conversions  involving  the  same  hotel  shall 
be  abated  until  such  time  as  final  judgment  has  been  entered  in  the  civil  action;  an 
interested  party  may  file  a complaint  in  intervention.  The  hearing  shall  be  tape 
recorded.  Any  party  to  the  appeal  may,  at  his/her  own  expense,  cause  the  hearing  to 
be  recorded  by  a certified  coun  reporter.  The  hearing  officer  is  empowered  to  issue 
subpoenas  upon  application  of  the  parties  seven  calendar  days  prior  to  the  date  of 
the  hearing.  During  the  hearing,  evidence  and  testimony  may  be  presented  to  the 
hearing  officer.  Parties  to  the  hearing  may  be  represented  by  counsel  and  have  the 
right  to  cross-examine  witnesses.  All  testimony  shall  be  given  under  oath.  Written 
decision  and  findings  shall  be  rendered  by  the  hearing  officer  within  twenty 
working  days  of  the  hearing.  Copies  of  the  findings  and  decision  shall  be  served 
upon  the  parties  to  the  hearing  by  registered  or  cenified  mail.  A notice  that  a copy  of 
the  findings  and  decisions  is  available  for  inspection  between  the  hours  of  9;00  a.m. 
and  5;00  p.m.  Monday  through  Friday  shall  be  posted  by  the  owner  or  operator. 
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(4)  .\dministrative  Review.  Unless  otherwise  expressly  provided  in  this  Chap- 
ter. any  decision  of  the  hearing  officer  shall  be  final  unless  a valid  written  appeal  is 
filed  with  the  Board  of  Permit  Appeals  within  15  days  following  the  date  of  the 
hearing  otTicer’s  written  determination.  Such  an  appeal  may  be  taken  by  any 
interested  party  as  defined  by  Section  41.4  (g)  herein. 

(c)  Inspection.  The  Superintendent  of  the  Bureau  of  Building  Inspection  shall 
conduct,  from  time  to  time,  on-site  inspections  of  the  daily  logs,  other  supporting 
documents  and  units  listed  as  vacant  in  the  daily  logs  to  determine  if  owner  or 
operator  has  complied  with  the  provisions  of  this  Chapter.  In  addition,  the  Superin- 
tendent of  the  Bureau  of  Building  Inspection  or  the  Superintendent’s  designee  shall 
conduct  such  an  inspection  as  soon  as  practicable  upon  the  request  of  a permanent 
resident  of  the  hotel.  If  upon  such  an  inspection,  the  Superintendent  or  the  Superin- 
tendent’s designee  determines  that  an  apparent  violation  of  the  provisions  of  this 
Chapter  has  occurred,  he/she  shall  post  a notice  of  apparent  violation  informing  the 
permanent  residents  of  the  hotel  thereof  or  shall  take  action  as  set  forth  in  Section 
41.1 1(d)  and  (e)  below.  This  notice  shall  remain  posted  until  the  Superintendent  of 
the  Bureau  of  Building  Inspection,  or  the  Superintendent’s  designee,  determines 
that  the  hotel  is  no  longer  in  violation  of  the  provisions  of  this  Chapter. 

(d)  Criminal  Penalties  for  Violations.  Any  person  or  entity  wilfully  failing  to 
maintain  daily  logs  as  provided  in  Sections  4 1.9(a)  and  (b)  of  this  Chapter,  or  failing 
to  post  materials  as  provided  in  Sections  41.6(a),  (c)  and  (0. 41.9(b),  41.10(b),  (g)  and 
(h),  41.1 1(b)  (3),  41. 12(b)(  10)  and  41.18(b)  and  (c)  of  this  Chapter  or  wilfully  provid- 
ing false  information  in  the  daily  logs  shall  be  guilty  of  an  infraction  for  the  first  such 
violation  or  a misdemeanor  for  any  subsequent  violation,  and  the  complaint 
charging  such  violation  shall  specify  whether  the  violation  charged  is  a misde- 
meanor or  an  infraction. 

If  charged  as  an  infraction,  the  penalty  upon  conviction  therefor  shall  be  not 
less  than  $100  or  more  than  $500. 

If  charged  as  a misdemeanor,  the  penalty  upon  conviction  therefor  shall  be  a 
fine  of  not  less  than  $500  or  more  than  $1,000  or  imprisonment  in  the  county  jail, 
not  exceeding  six  months,  or  both  fine  and  imprisonment. 

Every  day  such  violation  shall  continue  shall  be  considered  as  a new  offense. 

For  purposes  of  Sections  41.11(d)  and  (e),  violation  shall  include,  but  not 
limited  to,  intentional  disobedience,  omission,  failure  or  refusal  to  comply  with  any 
requirement  imposed  by  the  aforementioned  Sections  or  with  any  notice  or  order  of 
the  Superintendent  or  the  Director  of  Public  Works  regarding  a violation  of  this 
Chapter. 

(e)  False  Information  Misdemeanor.  It  shall  be  unlawful  for  an  owner  or 
operator  to  wilfully  provide  false  information  to  the  Superintendent  of  the  Bureau 
of  Building  Inspection  or  the  Superintendent’s  designees.  Any  owner  or  operator 
who  files  false  information  shall  be  guilty  of  a misdemeanor.  Conviction  of  a 
misdemeanor  hereunder  shall  be  punishable  by  a fine  of  not  more  than  $500  or  by 
imprisonment  in  the  County  Jail  for  a period  not  to  exceed  six  months,  or  by  both. 

(0  The  Superintendent  of  the  Bureau  of  Building  Inspection  may  impose  a 
penalty  of  $250  per  violation  for  failure  to  maintain  daily  logs  as  required  under 
Section  41.9  above  and  for  failure  to  post  materials  as  required  under  Sections 
41.6(a),  (c)  and  (f),  41.9(b),  41.10(b),  (g)  and  (h),  41.11(b)  (3),  41.12(b)(10),  and 
41.18(b)  and  (c).  In  order  to  impose  such  penalties,  the  Superintendent  shall  notify 
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both  the  owner  and  operator  by  certified  mail  that  the  Superintendent  is  imposing 
the  penalty  or  penalties,  which  must  be  paid  within  30  days  of  the  mailing  of  the 
notification.  The  written  notification  shall  state  that  if  the  penalty  is  not  paid,  a lien 
to  secure  the  amount  of  the  penalty  will  be  recorded  against  the  real  property 
pursuant  to  the  provisions  of  Section  41.20(d)  of  this  Chapter. 

(g)  Costs  of  Enforcement.  The  proceeds  from  the  filing  fees  and  civil  fines 
assessed  shall  be  used  exclusively  to  cover  the  costs  of  investigation  and  enforce- 
ment of  this  ordinance  by  the  City  and  County  of  San  Francisco.  The  Superintend- 
ent of  the  Bureau  of  Building  Inspection  shall  annually  report  these  costs  to  the 
Board  of  Supervisors  and  recommend  adjustments  thereof. 

(h)  Inspection  of  Records.  The  Bureau  of  Building  Inspection  shall  maintain 
a file  for  each  residential  hotel  which  shall  contain  copies  of  all  applications, 
exemptions,  permits,  reports  and  decisions  filed  pursuant  to  the  provisions  of  this 
Chapter.  All  documents  maintained  in  said  files,  except  for  all  tax  returns  and 
documents  specifically  exempted  from  the  California  Public  Record  Act,  shall  be 
made  available  for  public  inspection  and  copying. 

(i)  Promulgation  of  Rules  and  Regulations.  The  Superintendent  of  the  Bureau 
of  Building  Inspection  shall  propose  rules  and  regulations  governing  the  appoint- 
ment of  an  administrative  officer  and  the  administration  and  enforcement  of  this 
Chapter.  After  reasonable  notice  and  opportunity  to  submit  written  comment  are 
given,  final  rules  and  regulations  shall  be  promulgated.  (Added  by  Ord.  121-90, 
App.  4/12/90) 

SEC.  41.12.  PERMIT  TO  CONVERT,  (a)  Any  owner  or  operator,  or  his/ 
her  authorized  agent,  of  a residential  hotel  may  apply  for  a permit  to  convert  one  or 
more  residential  units  by  submitting  an  application  and  the  required  fee  to  the 
Central  Permit  Bureau. 

(b)  The  permit  application  shall  contain  the  following  information: 

(1)  The  name  and  address  of  the  building  in  which  the  conversions  are 
proposed;  and 

(2)  The  names  and  addresses  of  all  owners  or  operators  of  said  building;  and 

(3)  A description  of  the  proposed  conversion  including  the  nature  of  the 
conversion,  the  total  number  of  units  in  the  building,  their  current  uses;  and 

(4)  The  room  numbers  and  locations  of  the  units  to  be  converted;  and 

(5)  Preliminary  drawings  showing  the  existing  floor  plans  and  proposed  floor 
plans;  and 

(6)  A description  of  the  improvements  or  changes  proposed  to  be  constructed 
or  installed  and  the  tentative  schedule  for  start  of  construction;  and 

(7)  The  current  rental  rates  for  each  residential  unit  to  be  converted;  and 

(8)  The  length  of  tenancy  of  the  permanent  residents  affected  by  the  proposed 
conversion;  and 

(9)  A statement  regarding  how  one-for-one  replacement  of  the  units  to  be 
converted  will  be  accomplished,  including  the  proposed  location  of  replacement 
housing  if  replacement  is  to  be  provided  off-site;  and 

(10)  A declaration  under  penalty  of  perjury  from  the  owner  or  operator 
stating  that  he/she  has  complied  with  the  provisions  of  Section  41.14(b)  below  and 
his/her  filing  of  a permit  to  convert.  On  the  same  date  of  the  filing  of  the  applica- 
tion, a notice  that  an  application  to  conven  has  been  filed  shall  be  posted  until  a 
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decision  IS  made  on  the  application  to  convert. 

(c)  Upon  receipt  of  a completed  application  to  convert  or  demolish,  the 
Bureau  of  Building  Inspection  shall  send  the  application  to  the  Department  of  City 
Planning  for  review  and  shall  mail  notice  of  such  application  to  interested  commu- 
nity organizations  and  such  other  persons  or  organizations  who  have  previously 
requested  such  notice  in  wnting.  The  notice  shall  identify  the  hotel  requesting  the 
permit,  the  nature  of  the  permit,  the  proposal  to  fulfill  the  replacement  require- 
ments of  Section  41.13  herein,  and  the  procedures  for  requesting  a public  hearing. 
Owner  or  operator  shall  post  a notice  informing  permanent  residents  of  such 
information. 

(d)  .Any  interested  party  may  submit  a written  request  within  15  days  of  the 
date  notice  is  posted  pursuant  to  subsection  (c)  above  to  the  City  Planning  Com- 
mission to  schedule  and  conduct  a public  hearing  on  the  proposed  conversion  in 
order  to  solicit  public  opinion  on  whether  to  approve  or  deny  a permit  to  convert  or 
demolish  residential  units  and  to  determine  whether  proposed  replacement  units 
are  “comparable  units”  as  defined  in  Section  41.4(b)  herein.  (Added  by  Ord.  121-90, 
App.  4/12/90) 

SEC,  41.13.  ONE-FOR-ONE  REPLACEMENT,  (a)  Prior  to  the  issuance 
of  a permit  to  convert,  the  owner  or  operator  shall  provide  one-for-one  replacement 
of  the  units  to  be  converted  by  one  of  the  following  methods: 

(1)  Construct  or  cause  to  be  constructed  a comparable  unit  to  be  made 
available  at  comparable  rent  to  replace  each  of  the  units  to  be  converted;  or 

(2)  Cause  to  be  brought  back  into  the  housing  market  a comparable  unit  from 
any  building  which  was  not  subject  to  the  provisions  of  this  Chapter;  or 

(3)  Construct  or  cause  to  be  constructed  or  rehabilitated  apartment  units  for 
elderly,  disabled  or  low-income  persons  or  households  which  may  be  provided  at  a 
ratio  of  less  than  one-to-one;  or  construct  or  cause  to  be  constructed  transitional 
housing  which  may  include  emergency  housing.  The  construction  of  any  replace- 
ment housing  under  this  subsection  shall  be  evaluated  by  the  City  Planning 
Commission  in  accordance  with  the  provisions  of  Section  303  of  the  City  Planning 
Code.  A notice  of  said  City  Planning  Commission  hearing  shall  be  posted  by  the 
owner  or  operator  10  calendar  days  before  the  hearing;  or 

(4)  Pay  to  the  City  and  County  of  San  Francisco  an  amount  equal  to  80 
percent  of  the  cost  of  construction  of  an  equal  number  of  comparable  units  plus  site 
acquisition  cost.  All  such  payments  shall  go  into  a San  Francisco  Residential  Hotel 
Preservation  Fund  Account.  The  Department  of  Real  Estate  shall  determine  this 
amount  based  upon  two  independent  appraisals;  or 

(5)  Contribute  to  a public  entity  or  nonprofit  organization,  who  will  use  the 
funds  to  construct  comparable  units,  an  amount  at  least  equal  to  80  percent  of  the 
cost  of  construction  of  an  equal  number  of  comparable  units  plus  site  acquisition 
cost.  The  Department  of  Real  Estate  shall  determine  this  amount  based  upon  two 
independent  appraisals.  In  addition  to  compliance  with  all  relevant  City  ordi- 
nances and  regulations,  the  public  entity  or  nonprofit  organization  and  the  housing 
development  proposal  of  such  public  entity  or  nonprofit  organization  shall  be 
subject  to  approval  by  the  Mayor’s  Office  of  Housing. 

(A)  Such  contribution  shall  be  paid  to  the  approved  public  entity  or  nonprofit 
organization  in  installments  from  an  escrow  account  supervised  by  the  Mayor’s 
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Office  of  Housing,  upon  application  by  such  public  entity  or  nonprofit  organization 
to  the  Mayor’s  Office  of  Housing,  for  specified  expenditures,  including  but  not 
limited  to  site  acquisition  costs,  architect’s  fees,  and  construction  costs;  such 
payment  shall  be  approved  by  the  Mayor’s  Office  of  Housing  prior  to  release  of 
funds. 

(B)  The  permit  to  convert  shall  be  issued  by  the  City  when  owner  or  operator 
deposits  the  full  amount  of  funds  in  an  escrow  account  described  in  subsection 
41.13(a)(5)(A)  above,  or  provides  other  form  of  non-refundable  security  acceptable 
to  the  City  .Attorney  and  the  Mayor’s  Office  of  Housing. 

(C)  In  the  event  that  the  public  entity  or  nonprofit  organization  is  unable  to 
complete  construction  of  the  replacement  housing,  any  unpaid  amounts  shall  be 
released  to  the  City.  .All  such  funds  shall  go  into  a San  Francisco  Residential  Hotel 
Preservation  Fund  Account. 

(b)  Any  displaced  permanent  resident  relocated  to  replacement  units  pro- 
vided under  Subdivision  (a)  above  shall  be  deemed  to  have  continued  his  occu- 
pancy in  the  converted  unit  for  the  purpose  of  administering  Subsection  (k)  of 
Section  37.2,  San  Francisco  Administrative  Code  (San  Francisco  Rent  Stabilization 
and  Arbitration  Ordinance). 

(c)  Any  replacement  units  shall  continue  to  be  subject  to  the  provisions  of 
this  Chapter. 

(d)  In  the  event  that  a completed  application  for  a permit  to  convert  is  filed  by 
a hotel  owner  or  operator  no  later  than  the  effective  date  of  this  amended  Chapter, 
and  such  hotel  owner  or  operator  elects  to  provide  one-for-one  replacement  of  the 
residential  units  pursuant  to  Section  41.13(a)  (4)  or  Section  41.13(a)  (5)  herein,  the 
hotel  owner  or  operator  shall  be  obligated  to  pay  to  the  City  and  County  of  San 
Francisco  an  amount  equal  to  40  percent  of  the  cost  of  construction  of  an  equal 
number  of  comparable  units  plus  site  acquisition  cost,  provided  that  such  hotel 
owner  or  operator  shall  pay  such  amount  to  the  City  or  provide  to  the  City  security 
for  such  payment  in  a form  satisfactory-  to  the  Mayor’s  Office  of  Housing  and  the 
City  .Attorney  within  90  days  following  the  date  that  the  Bureau  of  Building 
Inspection  determines  that  the  application  for  a permit  to  conven  is  complete,  or.  if 
necessary.  10  days  following  final  action,  including  any  appeals,  by  the  Planning 
Commission  or  appellate  body,  or  10  days  following  the  Depanment  of  Real 
Estate’s  determination  of  such  amount,  whichever  occurs  latest.  In  the  event  that  a 
hotel  owner  or  operator  elects  to  provide  one-for-one  replacement  pursuant  to 
Section  41.13(a)(2)  or  (a)(5)  herein  and  the  Mayor’s  Office  of  Housing  has  not 
approved  a proposal  or  organization  thereunder  prior  to  the  effective  date  of  this 
amended  Chapter,  the  Bureau  of  Building  Inspection  shall  not  reject  such  applica- 
tion as  incomplete  for  such  lack  of  information.  If  a hotel  owner  or  operator  applies 
for  a permit  to  convert  using  the  one-for-one  replacement  option  described  in 
41.13(a)(2)  or  (a)(5)  and  the  Mayor’s  Office  of  Housing  does  not  approve  a housing 
development  proposal  or  a nonprofit  organization,  or  such  project  fails  to  progress 
through  no  fault  of  the  owner  or  operator,  such  applicant  shall  be  permitted  to 
provide  one-for-one  replacement  pursuant  to  Section  41.13(a)(4)  at  40  percent  of 
the  cost  of  construction  of  an  equal  number  of  comparable  units  plus  site  acquisi- 
tion costs,  provided  that  such  applicant  files  the  application  under  Section 
41.13(a)(2)  or  (a)(5)  no  later  than  the  effective  date  of  this  amended  Chapter.  The 
hotel  owner  or  operator  shall  identify  such  housing  proposal  or  nonprofit  organiza- 
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tion  within  180  days  of  the  effective  date  of  this  amended  Chapter.  In  the  event  that 
the  Mayor’s  Office  of  Housing  finds  that  the  permit  applicant  has  acted  in  good 
faith  in  seeking  a project,  the  Mayor’s  Office  of  Housing  may  exercise  its  reasonable 
discretion  to  extend  the  provisions  of  this  subsection  for  an  additional  180  days.  In 
the  event  that  a project  approved  by  the  Mayor’s  Office  of  Housing  fails  to  move 
forward  through  no  fault  of  the  permit  applicant,  the  applicant  may  substitute 
another  project  within  six  months  of  being  notified  by  the  Mayor’s  Office  of 
Housing  of  a failure  of  the  prior  project  to  move  forward.  The  Mayor’s  Office  of 
Housing  may  extend  this  period  for  an  additional  180  days  to  identify  such  new 
proposal.  The  City  shall  issue  a permit  to  convert  under  this  subsection  41.13(d) 
only  if  the  hotel  owner  or  operator  has  either  paid  the  40-percent  in  lieu  fee  to  the 
City  pursuant  to  Section  41.13(a)(4)  herein  or  complied  with  the  requirements  of 
Sections  41.13(a)(2)  or  (a)(5)  as  applicable.  In  the  event  that  a hotel  owner  or 
operator  has  not  complied  with  any  of  these  requirements  and  the  City  has  not 
issued  a permit  to  convert  or  if  the  Mayor’s  Office  of  Housing  has  not  found  the 
hotel  owner  or  operator  has  acted  in  good  faith  in  seeking  a project  pursuant  to 
subsections  41. 13(a)(2)  or  (a)(5)  or  this  subsection,  no  later  than  180  days  following 
the  effective  date  of  this  amended  Chapter,  or  such  later  date  as  herein  provided, 
this  Subsection  41.13(d)  shall  no  longer  be  applicable,  City  shall  refund  any 
amounts  deposited  as  security  pursuant  to  the  terms  herein,  and  such  hotel  owner 
or  operator  shall  comply  with  all  applicable  terms  of  this  Chapter. 

(e)  When  a residential  unit  is  approved  for  conversion  to  another  use  pur- 
suant to  the  provisions  of  Subsection  41.13(a)(2),  (a)(4)  or  (a)(5)  above,  such  unit 
shall  not  be  deemed  to  be  reconverted  into  a residential  unit  regardless  of  any 
interim  uses  after  payment  as  set  forth  in  Subsections  41.13(a)(2),  (a)(4)  or  (a)(5). 
(Added  by  Ord.  121-90,  App.  4/12/90) 

SEC.  41.14.  MANDATORY  DENIAL  OF  PERMIT  TO  CONVERT.  A 
permit  to  convert  shall  be  denied  by  Superintendent  of  the  Bureau  or  Building 
Inspection  if 

(a)  The  requirements  of  Sections  41.12  or  41.13.  above,  have  not  been  fully 
complied  with; 

(b)  The  application  is  incomplete  or  contains  incorrect  information; 

(c)  An  applicant  has  committed  unlawful  action  as  defined  in  this  Chapter 
within  12  months  previous  to  the  issuance  for  a permit  to  convert; 

(d)  The  proposed  conversion  or  the  use  to  which  the  unit  would  be  converted 
is  not  permitted  by  the  City  Planning  Code.  (Added  by  Ord.  121-90,  App.  4/12/90) 

SEC.  41.15.  APPROVAL  AND  ISSUANCE  OF  PERMIT  TO  CON- 
VERT. The  Superintendent  of  the  Bureau  of  Building  Inspection  shall  issue  a 
permit  to  convert,  provided  that; 

(a)  The  requirements  of  Section  41.12  have  been  met; 

(b)  Evidence  of  compliance  with  the  requirements  of  Section  41.13  has  been 
submitted.  Satisfactory  evidence  of  compliance  may  be; 

( 1 ) A certification  of  final  completion  or  permit  of  occupancy  on  the  replace- 
ment housing;  or 

(2)  .A  receipt  from  the  City  Treasurer  that  the  in-lieu  payment  determined  by 
the  Department  of  Real  Estate  has  been  received;  and 
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(3)  Evidence  of  compliance  with  the  requirements  of  Section  41.17  herein. 

(c)  The  proposed  conversion  or  the  use  to  which  the  unit  would  be  converted 
is  permitted  by  the  City  Planning  Code. 

(d)  Concurrent  with  the  issuance  of  a permit  to  convert,  the  Superintendent  of 
the  Bureau  of  Building  Inspection  shall  issue  a new  certificate  of  use  which  shall  state 
the  newly  certified  number  of  residential  units  and  tourist  units.  (Added  by  Ord.  121- 
90,  App.  4/12/90) 

SEC.  41.16.  APPEAL  OF  DENIAL  OR  APPROVAL  OF  PERMIT  TO 
CONVERT,  (a)  Denial  or  approval  of  a permit  application  may  be  appealed  to  the 
Board  of  Permit  Appeals,  pursuant  to  Sections  8 et  seq.  Part  III  of  the  San  Francisco 
Municipal  Code. 

(b)  The  owner  or  operator  shall  submit  a statement  under  the  penalty  of  perjury 
that  he  has  notified  all  the  affected  permanent  residents  of  his  appeal  and  of  the  date, 
time  and  place  of  the  hearing  before  the  Board  of  Permit  Appeals,  seven  calendar  days 
prior  to  the  scheduled  hearing. 

(c)  The  appellant  shall  have  the  burden  of  proving  that  the  determination  of  the 
Superintendent  of  the  Bureau  of  Building  Inspection  is  invalid.  (Added  by  Ord.  121- 
90,  App.  4/12/90) 

SEC.  41.17.  RIGHTS  OF  PERMANENT  RESIDENTS,  (a)  To  apply  for 
a permit  to  convert,  an  owner  or  operator  of  the  hotel  shall  do  the  following: 

(1)  Any  interested  community  organization  and  all  permanent  residents  residing 
in  said  building  at  the  time  of  an  application  for  a permit  to  convert  and  thereafter 
shall  be  timely  informed  of  all  public  hearings  and  administrative  decisions  concerning 
said  conversion;  said  notice  shall  be  posted  by  the  owner  or  operator, 

(2)  A permanent  resident  has  the  right  to  occupy  his/her  residential  unit  for  60 
calendar  days  from  the  issuance  of  the  permit  to  convert; 

(3)  Owner  or  operator  shall  offer  a permanent  resident  available  comparable 
units  in  the  building,  or  to  any  replacement  housing  provided  pursuant  to  Subsection 
41.13(a)(1)  or  (2); 

(4)  All  displaced  permanent  residents  are  entitled  to  relocation  assistance  as 
provided  for  in  subsection  (b)  below; 

(5)  Seven  calendar  days  prior  to  the  filing  of  an  application  for  a permit  to 
convert,  the  owner  or  operator  shall  notify,  in  writing,  by  personal  service,  or 
registered  or  certified  mail,  every  permanent  resident  affected  by  the  proposed 
conversion  of  his/her  intent  to  convert  designated  units; 

(6)  The  notification  required  by  Subsection  (5)  above  shall  also  inform  the 
permanent  residents  of  their  rights  under  Subsections  (1)  through  (4)  above. 

(b)  Relocation  Assistance. 

(1)  A permanent  resident,  who  as  a result  of  the  conversion  of  his/her  unit  must 
relocate  off  site,  shall  be  reimbursed  the  actual  moving  expenses  not  to  exceed  $300 
or  may  consent  to  be  moved  by  the  owner  or  operator. 

(2)  A displaced  permanent  resident  shall  have  the  right  of  first  refusal  for  the 
rental  or  leasing  of  replacement  units,  if  any,  provided  pursuant  to  the  provisions  of 
Sections  41.13(a)(1)  or  41.13(a)(2). 
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(3)  A permanent  resident  displaced  by  partially  completed  conversion  under 
the  provisions  of  Section  41.7(c)  shall  be  entitled  to  a displacement  allowance  of 
SI. 000  per  displaced  person.  (Added  by  Ord.  121-90,  App.  4/12/90) 

SEC.  41.18.  DEMOLITION,  (a)  This  section  shall  apply  only  to  demolition 
of  residential  hotel  buildings  pursuant  to  an  abatement  order  of  the  Director  of  Public 
Works  or  the  Superior  Court  of  the  State  of  California,  or  demolition  necessitated  by 
major  fires,  natural  causes  or  accidents  where  the  cost  of  repair  exceeds  50  percent 
of  the  replacement  value  of  the  building. 

(b)  Upon  submission  of  an  application  for  a demolition  permit,  the  owner  or 
operator  shall  post  a copy  of  said  application. 

(c)  Upon  notification  by  the  Central  Permit  Bureau  that  a demolition  permit 
has  been  issued,  the  owner  or  operator  shall  post  a notice  explaining  the  procedure 
for  challenging  the  issuance  of  the  demolition  permit  to  the  Board  of  Permit  Appeals. 

(d)  When  issued  a demolition  permit,  the  owner  or  operator  shall  provide  a 
written  notice  of  the  demolition  within  10  calendar  days  of  issuance  of  the  permit  to 
each  residential  permanent  resident.  Each  permanent  resident  shall  be  notified  in 
writing  of  his/her  rights  to  relocation  assistance  and  to  occupy  the  same  unit  for  a 
period  of  up  to  60  days  after  issuance  of  the  demolition  permit. 

(e)  The  subsequent  issuance  of  a building  permit  for  construction  on  the 
demolished  site  shall  be  conditioned  on  the  owner  or  operator’s  agreement  to  replace, 
on  a one-for-one  basis,  the  demolished  residential  units  as  required  by  the  provisions 
of  Section  41.13.  No  building  permit  shall  be  issued  until  owner  or  operator  complies 
with  the  provisions  of  Section  41.13. 

(0  The  conditions  for  issuance  of  a demolition  permit  set  forth  in  subsection 
(e)  above  shall  be  recorded  by  the  owner  at  the  time  of  issuance  of  the  demolition 
permit  in  order  to  provide  notice  of  said  conditions  to  all  subsequent  purchasers  and 
interested  parties.  (Added  by  Ord.  121-90,  App.  4/12/90) 

SEC.  41.19.  TEMPORARY  CHANGE  OF  OCCUPANCY,  (a)  Temporary 
Change  of  Occupancy. 

(1)  A tourist  unit  may  be  rented  to  a permanent  resident,  until  voluntary 
vacation  of  that  unit  by  the  permanent  resident  or  upon  eviction  for  cause,  without 
changing  the  legal  status  of  that  unit  as  a tourist  unit. 

(2)  A permanent  resident  may  be  relocated  for  up  to  21  days  to  another  unit 
in  the  residential  hotel  for  purposes  of  complying  with  the  Building  Code  require- 
ments imposed  by  the  UMB  Seismic  Retrofit  Ordinance,  Ordinance  No.  219-92, 
without  changing  the  designation  of  the  unit. 

(3)  A residential  unit  which  is  vacant  at  any  time  during  the  period  commencing 
on  May  1st  and  ending  on  September  30th  annually  may  be  rented  as  a tourist  unit, 
provided  that  (i)  the  residential  unit  was  vacant  due  to  voluntary  vacation  of  a 
permanent  resident  or  was  vacant  due  to  lawful  eviction  for  cause  after  the  permanent 
resident  was  accorded  all  the  rights  guaranteed  by  State  and  local  laws  during  his/her 
tenancy,  (ii)  the  daily  log  shows  that  the  residential  unit  was  legally  occupied  for  at 
least  50  percent  of  the  period  commencing  on  October  1st  and  ending  on  April  30th 
of  the  previous  year,  unless  owner  or  operator  can  produce  evidence  to  the  Bureau 
of  Building  Inspection  explaining  such  vacancy  to  the  satisfaction  of  the  Bureau  of 
Building  Inspection,  including  but  not  limited  to  such  factors  as  repair  or  rehabilition 
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I work  performed  in  the  unit  or  good-faith  efforts  to  rent  the  unit  at  fair  market  value; 
and  (iii)  the  residential  unit  shall  immediately  revert  to  residential  use  upon  applica- 
tion of  a prospective  permanent  resident. 

25-percent  Limit. 

However,  at  no  time  during  the  period  commencing  on  May  1st  and  ending  on 
September  30th  may  an  owner  or  operator  rent  for  noru-esidential  use  or  tourist  use 
more  than  25  percent  of  the  hotel’s  total  residential  units  unless  the  owner  or  operator 
can  demonstrate  that  (i)  the  requirements  of  41.19(a)(3)  above  are  met,  (ii)  good-faith 
efforts  were  made  to  rent  such  units  to  prospective  permanent  residents  at  fair  market 
value  for  comparable  units  and  that  such  efforts  failed  and  (iii)  the  owner  or  operator 
has  not  committed  unlawful  action  as  defined  in  this  Chapter  within  12  months  prior 
to  this  request.  Owners  or  operators  who  seek  to  exceed  this  limit  must  request  a 
hearing  pursuant  to  Section  41.1 1(b)  above  and  the  decision  whether  to  permit  owners 
or  operators  to  exceed  this  limit  is  within  the  discretion  of  the  hearing  officer. 

(b)  Special  Requirements  for  Hearings  on  Tourist  Season  Rental  of  Residen- 
tial Units.  Where  an  owner  or  operator  seeks  a hearing  in  order  to  exceed  the  limit 
on  tourist  season  rental  of  vacant  residential  units  pursuant  to  Section  41.19(a)(3),  the 
requirements  of  41.11(b)(1),  (b)(2)  and  (b)(3)  above  shall  be  applicable  except  as 
specifically  modified  or  enlarged  herein: 

(1)  Notice  of  Hearing.  Notice  of  hearing  as  provided  in  Section  41.11(b)(1) 
above  shall  be  given  within  15  calendar  days.  The  notice  requirements  for  the  owner 
or  operator  shall  also  be  applicable  to  any  interested  party  who  has  submitted  a prior 

f written  request  to  the  Superintendent  to  be  notified  of  such  hearings. 

(2)  Time  of  Hearing.  The  hearing  shall  be  held  within  30  days  of  the  submis- 
sion of  the  owner  or  operator’s  written  request  for  hearing. 

(3)  Burden  of  Proof.  Burden  of  proof  is  on  the  owner  or  operator. 

(4)  Interested  Party.  Any  interested  party  shall  be  deemed  a “party  to  the 
hearing”  for  purposes  of  Section  41.11(b)(1). 

(5)  Determination  of  the  Hearing  Officer.  Based  upon  the  evidence  presented 
at  the  hearing,  conducted  in  accordance  with  Section  41.11(b)(3)  above,  the  hearing 
officer  shall  make  findings  as  to  (i)  whether  the  residential  unit  was  vacant  due  to 
voluntary  vacation  of  a permanent  resident  or  was  vacant  due  to  lawful  eviction,  (ii) 
whether  the  residential  unit  was  occupied  for  at  least  50  percent  of  the  period 
commencing  on  October  1st  and  ending  on  April  30th  of  the  previous  year,  (iii) 
whether  the  owner  or  operator  has  committed  unlawful  action  under  this  Chapter 
within  12  months  prior  to  this  request,  and  (iv)  whether  the  owner  or  operator  made 
good-faith  efforts  to  rent  vacant  residential  units  to  prospective  permanent  residents 
at  no  more  than  fair  market  value  for  a comparable  unit  during  the  tourist  season  and 
yet  was  imable  to  secure  such  rentals.  Good-faith  efforts  shall  include,  but  not  be 
limited  to,  advertising  the  availability  of  the  residential  units  to  the  public.  In 
determining  fair  market  value  of  the  residential  units,  the  hearing  officer  shall  consider 
any  data  on  rental  of  comparable  units,  as  defined  in  Section  41.4(b)  herein. 

(6)  Decision.  The  hearing  officer  shall  render  a written  decision  and  findings 
within  10  working  days  of  the  hearing. 

k (7)  Effect  of  Decision.  The  hearing  officer’s  decision  shall  remain  in  effect  for 

I the  tourist  season  for  which  the  owner  or  operator  requested  the  hearing.  If  the  owner 
or  operator  wishes  to  exceed  the  25  percent  limit  during  any  subsequent  tourist  season, 
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a new  wntten  request  for  hearing  must  be  submitted  to  the  Superintendent  of  the 
Bureau  of  Building  Inspection. 

(8)  Construction.  The  purpose  of  this  Section  41.19(b)  is  to  supplement  or 
modify  provisions  of  Section  4 1 . 1 1 (b)  (1)  through  (b)(3).  Unless  otherwise  specifically 
modified,  all  provisions  of  Sections  41.1 1(b)(1)  through  (b)(3)  are  deemed  applicable 
to  hearings  concerning  the  tourist  season  limitation  on  rental  of  vacant  residential 
units. 

(c)  Winter  Rentals.  A residential  unit  which  is  vacant  at  any  time  during  the 
period  commencing  on  October  1st  and  ending  on  April  30th  annually  may  be  rented 
as  a tourist  unit,  provided  that: 

( 1 ) Such  owner  or  operator  has  been  permitted  to  rent  residential  units  as  tourist 
units  in  excess  of  25  percent  of  the  residential  units  pursuant  to  Section  41.19(a)(3) 
above; 

(2)  The  owner  or  operator  has  not  committed  unlawful  action  as  defined  in  this 
Chapter  within  12  months  prior  to  the  time  of  this  request; 

(3)  A residential  hotel  may  not  rent  in  excess  of  33  percent  of  the  total  number 
of  residential  units  or  20  residential  units,  whichever  is  less,  pursuant  to  this  subsec- 
tion; 

(4)  Applicants  to  temporarily  convert  residential  units  pursuant  to  this  subsec- 
tion shall  submit  applications  to  the  Department  of  Public  Works,  in  accordance  with 
rules  and  regulations  promulgated  by  Ae  Department  of  Public  Works; 

(5)  A maximum  of  60  residential  units  may  be  approved  per  year  to  be  rented 
as  tourist  units  or  nonresidential  units  pursuant  to  this  Subsection  41.19(c).  In  the 
event  that  the  number  of  such  applications  exceeds  60  residential  units,  the  Depart- 
ment of  Public  Works  shall  establish  a lottery  system  based  on  priority  ranking  where 
preference  shall  be  accorded  to  residential  hotel  owners  who  have  been  eligible  more 
frequently  than  other  hotel  owners  for  temporary  conversion  pursuant  to  Subsection 
41.19(a)(3)  above; 

(6)  Such  nonresidential  use  is  permitted  by  the  zoning  for  such  residential  hotel; 

and 

(7)  No  application  for  such  temporary  conversion  shall  be  approved  by  the 
Department  of  ^blic  Works  to  fill  the  unused  portion  of  the  60  residential  unit 
limitation  for  the  previous  year.  (Added  by  Ord.  121-90,  App.  4/12/90;  amended  by 
Ord.  219-92,  App.  7/14/92) 

SEC.  41.20.  UNLAWFUL  CONVERSION;  REMEDIES;  FINES,  (a) 
Unlawful  Actions.  It  shall  be  unlawful  to: 

(1)  Change  the  use  of,  or  to  eliminate  a residential  hotel  unit  or  to  demolish 
a residential  hotel  unit  except  pursuant  to  a lawful  abatement  order,  without  first 
obtaining  a permit  to  convert  in  accordance  with  the  provisions  of  this  Chapter; 

(2)  Rent  any  residential  unit  for  a term  of  tenancy  less  than  seven  days  except 
as  permitted  by  Section  41.19  of  this  Chapter; 

(3)  Offer  for  rent  for  nonresidential  use  or  tourist  use  a residential  unit  except 
as  permitted  by  this  Chapter. 

(b)  Hearing  for  Complaints  of  Unlawful  Conversions.  Upon  the  filing  of  a 
complaint  by  an  interested  party  that  an  unlawful  conversion  has  occurred  and 
payment  of  the  required  fee,  the  Superintendent  of  the  Bureau  of  Building  Inspection 
shdl  schedule  a hearing  pursuant  to  the  provisions  of  Section  41.1 1(b).  The  complain- 
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ant  shall  bear  the  burden  of  proving  that  a unit  has  been  unlawfully  converted.  The 
hearing  officer  shall  consider,  among  others,  the  following  factors  in  determining 
whether  a conversion  has  occurred: 
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(1)  Shortening  of  the  term  of  an  existing  tenancy  without  the  prior  approval  of 
the  permanent  resident; 

(2)  Reduction  of  the  basic  services  provided  to  a residential  unit  intended  to 
lead  to  conversion.  For  the  purpose  of  this  section,  basic  services  are  defined  as 
access  to  common  areas  and  facilities,  food  service,  housekeeping  services  and 
security; 

(3)  Repeated  failure  to  comply  with  order  of  the  Bureau  of  Building  Inspec- 
tion or  the  Department  of  Public  Health  to  correct  code  violations  with  intent  to 
cause  the  permanent  residents  to  voluntarily  vacate  the  premises; 

(4)  Repeated  citations  by  the  Superintendent  of  the  Bureau  of  Building 
Inspection  or  the  Department  of  Public  Health  of  code  violations; 

(5)  Offer  of  the  residential  units  for  nonresidential  use  or  tourist  use  except  as 
permitted  in  this  Chapter; 

(6)  Eviction  or  attempts  to  evict  a permanent  resident  from  a residential 
hotel  on  grounds  other  than  those  specified  in  Sections  37. 9(a)(  1)  through  37.9(a)(8) 
of  the  San  Francisco  Administrative  Code  except  where  a permit  to  convert  has 
been  issued; 

(7)  Repeated  posting  by  the  Superintendent  of  the  Bureau  of  Building  Inspec- 
tion of  notices  of  apparent  violations  of  this  Chapter  pursuant  to  Section  41.11(c) 
above. 

(c)  Civil  Penalties.  Where  the  hearing  officer  finds  that  an  unlawful  conver- 
sion has  occurred,  the  Superintendent  shall  impose  a civil  penalty  of  three  times  the 
daily  rate  per  day  for  each  unlawfully  converted  unit  from  the  day  the  complaint  is 
filed  until  such  time  as  the  unit  reverts  to  its  authorized  use.  The  daily  rate  shall  be 
the  rate  unlawfully  charged  by  the  hotel  owner  or  operator  to  the  occupants  of  the 
unlawfully  converted  unit.  The  Superintendent  may  also  impose  penalties  upon 
the  owner  or  operator  of  the  hotel  to  reimburse  City  or  complainant  for  the  costs  of 
enforcement,  including  reasonable  attorneys’  fees,  of  this  Chapter.  The  hearing 
officer’s  decision  shall  notify  the  parties  of  this  penalty  provision  and  shall  state 
that  the  Superintendent  of  the  Bureau  of  Building  Inspection  is  authorized  to 
impose  the  appropriate  penalty  by  written  notification  to  both  the  owner  and 
operator,  requesting  payment  within  30  days.  If  the  penalty  imposed  is  not  paid,  a 
lien  to  secure  the  amount  of  the  penalty  will  be  recorded  against  the  real  property 
pursuant  to  the  provisions  of  Section  41.20(d)  of  this  Chapter. 

(d)  Lien  Proceedings. 

(1)  Preparation  of  Delinquency  Report.  If  any  penalty  imposed  pursuant  to 
Sections  41.10(d),  41.10(f),  41.11(f)  or  41.20(c)  is  not  received  within  the  required 
time  period,  the  Superintendent  of  the  Bureau  of  Building  Inspection  shall  initiate 
proceedings  to  make  the  penalty,  plus  accrued  interest,  a special  assessment  lien 
against  the  red  property  regulated  under  this  Chapter.  The  Superintendent  shall 
prepare  a delinquency  report  for  the  Board  of  Supervisors.  For  each  delinquent 
account,  the  report  shall  contain  the  owner’s  name,  the  amount  due,  including 
interest,  and  a description  of  the  real  property.  The  report  shall  also  indicate  which 
of  the  delinquent  accounts  should  be  exempted  from  the  lien  procedure  because  of 
the  small  amounts  involved,  or  because  another  debt  collection  procedure  is  more 
appropriate.  The  descriptions  of  the  parcels  shall  be  those  used  for  the  same  parcels 
on  the  Assessor’s  map  books  for  the  current  year. 

(2)  Notice.  Five  days  prior  to  forwarding  the  delinquency  report  to  the  Board 
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of  Supervisors,  the  Superintendent  shall  mail  a copy  of  the  report  to  any  affected 
owner  and  shall  post  the  report  at  the  affected  properties.  Upon  receipt  of  the 
repon.  the  Board  of  Supervisors  shall  fix  a time,  date  and  place  for  hearing  the 
repon  and  any  protest  or  objections  thereto,  and  shall  mail  notice  of  the  hearing  to 
each  owner  of  real  property  described  in  the  report  not  less  than  10  days  prior  to  the 
date  of  heanng. 

(3)  Hearing  and  Confirmation.  The  Board  ofSupervisors  shall  hear  the  report 
with  opponunity  for  any  protests  or  objections  of  the  owners  of  the  real  property 
liable  to  be  assessed  for  delinquent  accounts.  The  Board  may  make  such  revisions, 
corrections  or  modifications  of  the  report  as  it  may  deem  just,  after  which,  by 
motion  or  resolution,  it  shall  be  confirmed.  The  Board’s  decision  on  the  report  on 
all  protests  or  objections  thereto  shall  be  final  and  conclusive;  provided,  however, 
that  any  delinquent  account  may  be  removed  from  the  report  by  payment  in  full  at 
any  time  prior  to  confirmation  of  the  report.  The  Clerk  of  the  Board  shall  cause  the 
confirmed  report  to  be  verified  in  form  sufficient  to  meet  recording  requirements. 

(4)  Collection  of  Assessment.  Upon  confirmation  of  the  report  by  the  Board, 
the  delinquent  charges  contained  herein  shall  constitute  a special  assessment 
against  the  property  listed  in  the  repon.  Each  such  assessment  shall  be  subordinate 
to  all  existing  special  liens  previously  imposed  upon  such  property  and  paramount 
to  all  other  liens  except  those  for  state,  county  and  municipal  taxes  with  which  it 
shall  be  in  parity.  The  lien  shall  continue  until  the  assessment  and  all  interest  due 
and  payable  thereon  are  paid.  All  laws  applicable  to  the  levy,  collection  and 
enforcement  of  municipal  taxes  shall  be  applicable  to  said  special  assessment. 

(5)  Recordation:  Charges,  The  Clerk  of  the  Board  shall  cause  the  confirmed 
and  verified  report  to  be  recorded  in  the  County  Recorder’s  Office  within  10  days  of 
its  confirmation.  The  special  assessment  lien  on  each  parcel  of  property  described 
in  said  report  shall  carry  additional  charges  for  administrative  expenses  of  $100  or 
10  percent  of  the  amount  of  the  unpaid  balance,  including  interest,  whichever  is 
higher. 

(6)  Filing  with  Controller  and  Tax  Collector:  Distribution  of  Proceeds.  After 
the  report  is  recorded,  the  Clerk  of  the  Board  shall  file  a certified  copy  with  the 
Controller  and  Tax  Collector,  whereupon  it  shall  be  the  duty  of  said  officers  to  add 
the  amount  of  said  assessment  to  the  next  regular  bill  for  taxes  levied  against  said 
parcel  or  parcels  of  land  for  municipal  purposes,  and  thereafter  said  amount  shall 
be  collected  at  the  same  time  and  in  the  same  manner  as  ordinary  City  and  County 
taxes  are  collected,  and  shall  be  subject  to  the  same  penalties  and  the  same 
procedure  under  foreclosure  and  sale  in  case  of  delinquency  as  provided  for 
property  taxes  of  the  City  and  County  of  San  Francisco.  Except  for  the  release  of  lien 
recording  fee  authorized  in  Subsection  (7)  below,  all  sums  collected  by  the  Tax 
Collector  pursuant  to  this  section  shall  be  held  in  trust  by  the  Treasurer  and 
distributed  as  provided  in  Section  41.8(e)  of  this  Chapter. 

(7)  Release  of  Lien;  Recording  Fee.  U pon  payment  to  the  Tax  Collector  of  the 
special  assessment,  the  Tax  Collector  shall  cause  a Release  Lien  to  be  recorded  with 
the  County  Recorder,  and  from  the  sum  collected  pursuant  to  Subsection  (6)  above, 
shall  pay  to  the  County  Recorder  a recording  fee  of  $6.00. 

(e)  Civil  .Action  An  interested  party  may  institute  a civil  proceeding  tbr 
injunctive  relief  and  damages.  The  Superintendent  of  the  Bureau  of  Building 
Inspection  may  institute  a civil  proceeding  for  injunctive  relief  Counsel  for  the 
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interested  party  shall  notify  the  City  Attorney’s  office  of  the  City  and  County  of  San 
Francisco  of  any  action  filed  pursuant  to  this  section.  In  determining  whether  an 
unlawful  conversion  has  occurred,  the  court  may  consider,  among  other  factors, 
those  enumerated  in  Section  41.20(b)  of  this  Chapter.  The  interested  party  institut- 
ing a civil  proceeding,  or  the  City  suing  to  enforce  this  Chapter,  if  prevailing  parties, 
shall  be  entitled  to  the  costs  of  enforcing  this  Chapter,  including  reasonable  attor- 
ney’s fees,  pursuant  to  an  order  of  the  Court.  (Added  by  Ord.  121-90,  App.  4/12/90) 

SEC.  41.21.  ANNUAL  REVIEW  OF  RESIDENTIAL  HOTEL  STATUS, 

(a)  The  Bureau  of  Building  Inspection  shall  prepare  and  submit  to  the  Board  of 
Supervisors  an  annual  status  report  containing  the  following: 

(1)  Current  data  on  the  number  of  residential  hotels  and  the  number  of 
residential  units  in  each  of  the  residential  hotels  in  the  City  and  County  of  San 
Francisco,  including,  to  the  extent  feasible,  information  regarding  rents,  services 
provided,  and  violations  of  the  City's  codes; 

(2)  Current  data  on  the  number  of  residential  hotel  units  converted  pursuant 
to  a permit  to  convert; 

(3)  Current  data  on  the  number  of  hotel  units  demolished  or  eliminated  due 
to  code  abatement  proceedings  and  fire; 

(4)  Current  data  on  the  number  of  residential  hotel  units  illegally  converted; 

(5)  Current  data  on  the  number  of  replacement  housing  units  rehabilitated  or 
constructed; 

(6)  A summary  of  the  enforcement  efforts  by  all  City  agencies  responsible  for 
the  administration  of  this  Chapter,  and 

(7)  An  evaluation  of  the  workability  and  effectiveness  of  the  permitted 
temporary  change  of  occupancy  procedures  and  winter  rentals  in  Section  41.19 
herein;  and ' 

(8)  A report  on  expenditures  from  the  San  Francisco  Residential  Hotel  Pres- 
ervation Fund  Account. 

(b)  The  Economic  and  Social  Policy  Committee  of  the  Board  of  Supervisors 
shall  conduct  a hearing  on  the  annual  report  submitted  by  the  Bureau  of  Building 
Inspection  and  shall  recommend  appropriate  actions  to  be  taken  by  the  Board  of 
Supervisors. 

(c)  The  Bureau  of  Building  Inspection  should  establish  a San  Francisco 
Residential  Hotel  Operators  Advisory  Committee  composed  of 

— 3 members  nominated  by  the  San  Francisco  Hotel  Association  (for-profit 
operators); 

— 3 members  nominated  by  the  Golden  Gate  Hotel  Association  (for-profit 
operators); 

— 2 members  nominated  by  the  Council  of  Community  Housing  Organiza- 
tions (nonprofit  hotel  operators); 

— Deputy  Mayor  for  Housing. 

The  committee  shall  meet  no  less  than  once  every  three  months  to  advise  the 
Mayor’s  Office  of  Housing  on  matters  including,  but  not  limited  to: 

(1)  Proposed  revisions  to  this  ordinance: 

(2)  Programs  that  various  City  agencies  (i.e.  Mayor’s  Office  of  Housing, 
Department  of  Social  Services,  etc.)  should  develop  to  assist  the  City’s  residential 
hotel  operators; 
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(3)  .Any  state  or  federal  laws  the  City  should  support,  oppose  or  seek  to  revise 
that  impact  residential  hotel  operators; 

(4)  Any  new  City,  State  or  Federal  programs  the  City  shall  encourage  that 
would  provide  financial  or  technical  support  or  assistance  to  San  Francisco  Resi- 
dential Hotel  Operators.  (Added  by  Ord.  121-90,  App.  4/12/90) 

SEC.  41.22.  CONSTRUCTION,  (a)  Nothing  in  this  Chapter  may  be  con- 
strued to  supersede  any  other  lawfully  enacted  ordinance  of  the  City  and  County  of 
San  Francisco,  except  that  definitions  provided  in  this  Chapter  shall  govern  the 
enforcement  of  this  Chapter. 

(b)  Clauses  of  this  Chapter  are  declared  to  be  severable  and  if  any  provision 
or  clause  of  this  Chapter  or  the  application  thereof  is  held  to  be  unconstitutional  or 
to  be  otherwise  invalid  by  any  court  of  competent  jurisdiction,  such  invalidity  shall 
not  affect  other  provisions  of  this  Chapter.  (Added  by  Ord.  121-90,  App.  4/12/90) 
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SEC.  41A.1.  TITLE.  This  chapter  shall  be  known  as  the  Apartment  Unit 
Conversion  Ordinance.  (Added  by  Ord.  331-81,  App.  6/26/81) 


SEC.  41A.2.  PURPOSE.  It  is  the  purpose  of  this  ordinance  to  benefit  the 
general  public  by  minimizing  adverse  impacts  on  the  housing  supply  and  on  persons 
and  households  of  all  income  levels  resulting  from  the  loss  of  apartment  units  through 
their  conversion  to  tourist  and  transient  use.  This  is  to  be  accomplished  by  regulating 
the  conversion  of  apartment  units  to  tourist  and  transient  use,  and  through  appropriate 
administrative  and  judicial  remedies.  (Added  by  Ord.  331-81,  App.  6/26/81) 


SEC.  41AJ.  FINDINGS.  The  Board  of  Supervisors  finds  that: 

(a)  There  is  a severe  shortage  of  decent,  safe,  sanitary  and  affordable  rental 
housing  in  the  City  and  County  of  San  Francisco. 

(b)  The  people  of  the  (Tity  and  County  of  San  Francisco,  cognizant  of  the 
housing  shortage  in  San  Francisco,  on  November  4,  1980,  adopted  a declaration  of 
policy  to  increase  the  City  and  County’s  housing  supply  by  20,000  units. 

(c)  Many  of  the  City  and  County’s  elderly,  disabled  and  low-income  persons 
and  households  reside  in  apartment  units. 

(d)  As  a result  of  the  removal  of  apartment  units  from  the  rental  housing 
market,  a housing  emergency  exists  within  the  City  and  County  of  San  Francisco  for 
its  elderly,  disabled  and  low-income  households. 

(e)  The  Board  of  Supervisors  and  the  Mayor  of  the  City  and  County  of  San 
Francisco  recognized  this  housing  emergency  and  enacted  an  ordinance  which 
established  a moratorium  on  the  conversion  of  apartment  units  to  tourist  and  transient 
use. 

(f)  The  conversion  of  apartment  units  to  tourist  and  transient  use  impacts 
especially  on  persons  seeking  housing  in  the  low  to  moderate  price  range. 

(g)  It  is  in  the  public  interest  that  conversion  of  apartment  units  be  regulated 
and  that  remedies  be  provided  when  unlawful  conversion  has  occurred,  in  order  to 
protect  the  resident  tenants  and  to  conserve  the  limited  housing  resources.  (Added  by 
Ord.  331-81,  App.  6/26/81) 

SEC.  41A.4.  DEFINITIONS,  (a)  Apartment  Unit.  Room  or  rooms  in  any 
building,  or  portion  thereof,  which  is  designed,  built,  rented,  leased,  let  or  hired  out 
to  be  occupied,  or  which  is  occupied  as  the  home  or  residence  of  four  or  more 
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households  living  independently  of  each  other  in  dwelling  units  as  defined  in  the  San 
Francisco  Housing  Code,  provided  that  the  apartment  unit  was  occupied  by  a perma- 
nent resident  on  or  after  February  8.  1981.  It  is  presumed  that  an  apartment  unit  was 
occupied  by  a permanent  resident  on  or  after  February  8.  1981,  and  the  owner  has 
the  burden  of  proof  to  show  that  an  apartment  unit  is  not  subject  to  this  Chapter. 

(b)  Residential  Use.  Any  use  for  occupancy  as  a dwelling  unit  by  a permanent 
resident. 

(c)  Tourist  or  Transient  Use.  Use  of  an  apartment  unit  for  occupancy  on  less 
than  a 30-day  term  of  tenancy. 

(d)  Permanent  Resident  A person  who  occupies  an  apartment  unit  for  at  least 
60  consecutive  days  with  intent  to  establish  that  unit  as  his  or  her  principal  place  of 
residence. 

(e)  Conversion  or  Convert  The  change  of  the  use  or  to  rent  an  apartment  unit 
from  residential  use  to  tourist  or  transient  use. 

(f)  Owner.  Owner  includes  any  person  who  is  the  owner  of  record  of  the  real 
property.  Owner  includes  a lessee  where  an  interested  party  alleges  that  a lessee  is 
offering  an  apartment  unit  for  tourist  or  transient  use. 

(g)  Interested  Party.  A permanent  resident  of  the  building  in  which  the  tourist 
or  transient  use  is  alleged  to  occur  or  the  City  and  County  of  San  Francisco. 

(h)  Director.  The  Director  of  the  Department  of  Building  Inspection.  (Added 
by  Ord.  331-81,  App.  6/26/81;  amended  by  Ord.  74-98,  App.  3/16/98) 

SEC.  41A.5.  UNLAWFUL  CONVERSION;  REMEDIES,  (a)  Unlawful  i 
Actions.  It  shall  be  unlawful  for  any  owner  to  offer  an  apartment  unit  for  rent  for 
tourist  or  transient  use. 

(b)  Determination  of  Violation.  Upon  the  filing  of  a complaint  by  a permanent 
resident  that  an  unlawful  conversion  has  occurred,  the  Director  shall  talce  reasonable 
steps  necessary  to  determine  the  validity  of  the  complaint.  The  Director  may  indepen- 
dently determine  whether  an  owner  may  be  renting  an  apartment  unit  for  tourist  or 
transient  use  as  defined  in  this  Chapter.  To  determine  if  there  is  a violation  of  this 
Chapter,  the  Director  may  initiate  an  investigation  of  the  subject  property.  This 
investigation  may  include,  but  is  not  limited  to,  an  inspection  of  the  subject  property 
and  a request  for  any  pertinent  information  from  the  owner,  such  as  leases  or  other 
documents. 

(c)  Civil  Action.  Except  as  provided  by  Subsection  (1)  below,  any  interested 
party  may  institute  proceedings  for  injunctive  and  monetary  relief  for  violation  of  this 
Chapter.  In  addition,  the  owner  may  be  liable  for  civil  penalties  of  not  more  than 
$1,000  per  day  for  Ae  period  of  the  unlawful  rental.  If  the  interested  party  is  the 
prevailing  party,  such  party  shall  be  entitled  to  the  costs  of  enforcing  this  Chapter, 
including  reasonable  attorneys’  fees,  pursuant  to  an  order  of  the  Court.  If  the  interest- 
ed party  is  a permanent  resident,  then  the  interested  party  shall  retain  the  entire 
monetary  award.  Any  monetary  award  obtained  by  the  City  and  County  of  San 
Francisco  in  such  a civil  action  shall  be  deposited  in  the  Mayor’s  Office  of  Housing, 
Housing  Affordability  Fund  less  the  reasonable  costs  incurred  by  the  City  and  County 
of  San  Francisco  in  pursuing  the  civil  action. 

(1)  If  the  interested  party  is  a permanent  resident,  such  resident,  as  a condition  g 
to  initiating  civil  proceedings  pursuant  to  Subsection  (c),  must  satisfy  the  requirements  ® 
set  forth  in  Section  41A.8(b)(2). 
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(d)  Criminal  Penalties.  Any  owner  who  rents  an  apartment  unit  for  tourist  or 
transient  use  as  defined  in  this  Chapter  shall  be  guilty  of  a misdemeanor.  Any  person 
convicted  of  a misdemeanor  hereunder  shall  be  punishable  by  a fine  of  not  more  than 
$1,000  or  by  imprisonment  in  the  County  Jail  for  a period  of  not  more  than  six 
months,  or  by  both.  Each  apartment  unit  rented  for  tourist  or  transient  use  shall 
constitute  a separate  offense. 

(e)  Method  of  Enforcement,  Director.  The  Director  shall  have  the  authority 
to  enforce  this  Chapter  against  violations  thereof  by  any  or  all  of  the  means  provided 
for  in  this  Section.  (Added  by  Ord.  331-81,  App.  6/26/81;  amended  by  Ord.  74-98, 
App.  3/6/98) 

SEC.  41A.6.  REPORT  ON  APARTMENT  CONVERSION,  (a)  The  Depart- 
ment of  City  Planning  shall  report  to  the  Board  of  Supervisors  on  the  conversion  of 
apartment  units  to  tourist  and  commercial  uses  and  shall  formulate  comprehensive 
legislation  for  the  Board  of  Supervisors  to  consider  within  one  year  of  the  passage 
of  this  ordinance. 

(b)  The  Department  of  City  Planning  shall  specifically  determine  the  following: 

(1)  The  social,  economic  and  physical  impact  of  such  conversion  upon  low  and 
moderate-income  households,  which  comprise  a significant  portion  of  the  residents 
of  apartment  units.  These  groups  shall  include,  but  not  be  limited  to,  the  elderly,  the 
disabled,  minorities,  single  heads  of  households  with  minor  children,  and  other  persons 
with  limited  economic  resources; 

(2)  The  impact  that  such  conversions  will  have  upon  the  total  stock  of  low  and 
moderate-income  housing  in  the  City  and  County  of  San  Francisco  as  a whole,  as  well 
as  the  impact  upon  the  areas  in  which  the  units  in  question  are  located; 

(3)  The  effect  of  prohibition  of  the  conversion  of  said  apartment  units  to  tourist 
or  commercial  uses  unless  replacement  housing  units  are  provided  on  a one-to-one 
basis.  (Added  by  Ord.  331-81,  App.  6/26/81) 

SEC.  41A.7.  CONSTRUCTION,  (a)  Nothing  in  this  Chapter  may  be  construed 
to  supersede  any  other  lawfully  enacted  ordinance  of  the  City  and  County  of  San 
Francisco. 

(b)  Clauses  of  this  Chapter  are  declared  to  be  severable  and  if  any  provision 
or  clause  of  this  chapter  or  the  application  thereof  is  held  to  be  unconstitutional  or 
to  be  otherwise  invalid  by  any  court  of  competent  jurisdiction,  such  invalidity  shall 
not  affect  other  provisions  of  this  Chapter.  (Added  by  Ord.  331-81,  App.  6/26/81) 

SEC.  41A.8.  PROCEDURES  FOR  DETERMINING  AND  APPEALING 
ADMINISTRATIVE  PENALTIES,  (a)  Notice  of  Complaint  Within  10  days  of  the 
filing  of  a complaint  or  upon  the  Director’s  independent  finding  that  there  may  be 
a violation  of  this  Chapter,  the  Director  shall  notify  the  owner  by  certified  mail  that 
the  owner’s  apartment  unit  is  the  subject  of  an  investigation  for  an  unlawful  rental. 

(b)  Director’s  Determination  of  a Violation;  Notice.  Upon  reviewing  the 
information  set  forth  in  the  complaint,  if  any,  and  any  information  obtained  by  the 
Director  during  his  or  her  investigation,  the  Director  shdl  determine  whether  an  owner 
has  violated  this  Chapter.  The  Director  shall  notify  by  certified  mail  the  complainant 
and  the  owner  of  his  or  her  determination. 
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( 1 ) If  the  Director  determines  that  a violation  has  occurred,  the  Director’s  notice 

shall: 

(A)  Specify  a reasonable  period  of  time  during  which  the  owner  must  correct 
or  otherwise  remedy  the  violation;  and 

(B)  State  that  if  the  violation  is  not  corrected  or  otherwise  remedied  within  this 
period,  the  owner  may  be  required  to  pay  the  administrative  penalties  set  forth  in 
Subsection  (c). 

(2)  If  the  Director  determines  that  no  violation  has  occurred,  for  purposes  of 
filing  a civil  action  authorized  by  Section  41A.5(c)(l),  the  Director’s  determination 
is  final. 

(c)  Imposition  of  Administrative  Penalties  for  Unabated  Violations  and 
Enforcement  Costs.  (1)  Administrative  Penalties.  If  the  Director,  upon  further 
investigation,  finds  that  the  violation  has  continued  unabated  beyond  the  time 
specified  in  the  notice  required  by  Subsection  (b)(1)(A),  the  Director  may  impose  an 
administrative  penalty  of  not  more  than  three  times  the  rental  rate  charged  for  each 
unlawfully  converted  unit  from  the  day  the  unlawful  rental  commenced  until  such  time 
as  the  unlawful  rental  terminates.  The  rental  rate  charged  shall  be  the  rent  charged, 
whether  daily,  weekly,  or  otherwise  calculated,  for  the  apartment  unit  during  the 
period  of  the  unlawful  use. 

(2)  Enforcement  Costs.  The  Director  also  may  require  the  owner  to  reimburse 
the  City  for  the  costs  of  enforcement  of  this  Chapter,  which  shall  include,  but  not  be 
limited  to,  reasonable  attorneys’  fees. 

(d)  Notice  of  Director’s  Determination  of  Continuing  Violation  and  Imposi- 
tion of  Penalties.  The  Director  shall  notify  the  owner  by  certified  mail  that  the 
violation  has  continued  unabated  and  that  administrative  penalties  shall  be  imposed 
pursuant  to  Subsection  (c).  The  notice  shall  state  the  basis  of  the  Director’s  determina- 
tion regarding  the  continued  existence  of  the  violation  and  the  resulting  imposition 
of  penalties.  The  notice  also  shall  inform  the  owner  of  the  right  to  request  a hearing 
within  10  days  of  the  notice  date  to  contest  the  Director’s  determination  on  the 
continuation  of  the  violation  and  the  imposition  of  penalties. 

(e)  Confirmation  of  Continuing  Violation  and  Imposition  of  Penalties.  If 
no  request  is  timely  filed  for  an  administrative  review  hearing,  the  Director’s  determi- 
nation regarding  the  continuation  of  the  violation  and  the  imposition  of  penalties  shall 
be  deemed  confirmed.  The  Director  may  then  request  payment  of  the  administrative 
penalties  and  enforcement  costs  within  30  days  of  the  certified  mailed  notice  to  the 
owner.  If  the  administrative  penalties  and  enforcement  costs  are  not  paid,  the  Director 
is  authorized  to  initiate  lien  procedures  to  secure  the  amoimt  of  the  penalties  and  costs 
against  the  real  property  that  is  subject  to  this  Chapter,  pursuant  to  the  provisions  of 
Section  41.20(d)  of  this  Code;  provided  however,  that  the  City  Treasurer  shall 
distribute  all  stuns  collected  pursuant  to  Subsection  (1)  herein, 

(f)  Notice  of  Administrative  Review  Hearing.  Whenever  an  administrative 
review  hearing  is  requested  pursuant  to  Subsection  (d),  the  Director,  within  45 
calendar  days  of  the  request,  shall  notify  the  owner  of  the  date,  time,  and  place  of  the 
hearing  by  certified  mail.  Notice  of  the  hearing  shall  be  conspicuously  posted  on  the 
building  that  is  the  subject  of  the  hearing.  The  owner  shall  state  under  oath  at  the 
hearing  that  the  notice  remained  posted  for  at  least  10  calendar  days  prior  the  hearing. 
The  Director  shall  appoint  a hearing  officer  to  conduct  the  hearing. 
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(g)  Pre-hearing  Submission.  No  less  than  three  working  days  prior  to  the 
administrative  review  hearing,  parties  to  the  hearing  shall  submit  written  information 
to  the  Department  of  Building  Inspection  including,  but  not  limited  to,  the  following: 
the  issues  to  be  determined  by  the  hearing  officer  and  the  evidence  to  be  offered  at 
the  hearing.  Such  information  shall  be  forwarded  to  the  hearing  officer  prior  to  the 
hearing  along  with  any  information  compiled  by  the  Director. 

(h)  Hearing  Procedure.  If  more  than  one  hearing  is  requested  for  apartment 
units  located  in  the  same  building  at  or  about  the  same  time,  the  Director  shall 
consohdate  all  of  the  hearings  into  one  hearing.  The  hearing  shall  be  tape  recorded. 
Any  party  to  the  hearing  may  at  his  or  her  own  expense,  cause  the  hearing  to  be 
recorded  by  a certified  court  reporter.  Parties  may  be  represented  by  counsel  and  have 
the  right  to  cross-examine  wimesses.  All  testimony  shall  be  given  under  oath.  Written 
decisions  and  findings  shall  be  rendered  by  the  hearing  officer  within  20  working  days 
of  the  hearing.  Copies  of  the  findings  and  decision  shall  be  served  upon  the  parties 
by  certified  mail.  A notice  that  a copy  of  the  findings  and  decision  is  available  for 
inspection  between  the  hours  of  9:00  a.m.  and  5:00  p.m.  Monday  through  Friday  shall 
be  posted  by  the  owner  in  the  building  in  the  same  location  in  which  the  notice  of 
the  administrative  review  hearing  was  posted. 

(i)  Finality  of  the  Hearing  Officer’s  Decision  and  Appeal.  The  decision  of 
the  hearing  officer  shall  be  final.  Within  20  days  after  service  of  the  hearing  officer’s 
decision,  any  party  other  than  the  City  and  County  of  San  Francisco,  may  seek  review 
of  the  hearing  officer’s  decision  by  the  municipal  court,  according  to  the  procedures 
set  forth  in  California  Government  Code  Section  53069.4. 

(j)  Confirmation  of  Hearing  Officer  Decision.  If  no  notice  of  appeal  of  the 
hearing  officer’s  decision  is  timely  filed,  the  decision  shall  be  deemed  confirmed.  If 
any  imposed  administrative  penalties  and  costs  have  not  been  deposited  at  this  time, 
the  Director  may  proceed  to  collect  the  penalties  and  costs  pursuant  to  the  hen 
procedures  set  forth  in  Subsection  (e). 

(k)  Collection  of  Penalties  after  Municipal  Court  Decision.  If  the  court  finds 
in  favor  of  the  contestant,  the  amount  of  the  municipal  court  fiUng  fee  shall  be 
reimbursed  to  the  contestant  by  the  City  and  County  of  San  Francisco.  If  the  adminis- 
trative penalty  has  been  deposited,  the  City  and  County  of  San  Francisco  shall 
distribute  the  administrative  penalty  in  accordance  with  the  judgment  of  the  court.  If 
the  administrative  penalties  and  enforcement  costs  have  not  been  deposited  and  the 
decision  of  the  municipal  court  is  against  the  contestant,  the  Director  may  proceed 
to  collect  the  penalties  and  costs. 

(l)  Deposit  of  Penalties.  Administrative  penalties  paid  pursuant  to  this  Chapter 
shall  be  deposited  in  the  Mayor’s  Office  of  Housing,  Housing  Affordability  Fund  less 
the  reasonable  costs  incurred  by  the  City  and  County  of  San  Francisco  in  pursuing 
the  lien  procedures  set  forth  in  Subsection  (e),  if  such  procedures  were  undertaken. 
If  enforcement  costs  were  imposed  pursuant  to  Subsection  (c),  such  funds  shall  be 
distributed  according  to  the  purpose  for  which  they  were  collected.  (Added  by  Ord. 
74-98,  App.  3/6/98) 
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Section  41C.1 


CHAPTER  41C 


Sec.  41C.1. 

TIME-SHARE  CONVERSION  ORDINANCE 

Title. 

Sec.  41C.2. 

Findings. 

Sec.  41C.3. 

Definitions. 

Sec.  41C.4. 

Conversions  Prohibited. 

Sec.  4 1C. 5. 

Enforcement. 

Sec.  4 1C. 6. 

Review  of  Ordinance. 

Sec.  4 1C.  7. 

Severability. 

SEC.  41C.1.  TITLE.  This  Chapter  may  be  referred  to  as  the  Time-Share 
Conversion  Ordinance.  (Added  by  Ord.  82-86,  App.  3/21/86) 

SEC.  41C.2.  FINDINGS,  (a)  There  is  a severe  shortage  of  permanent  hous- 
ing in  San  Francisco. 

(b)  A small  supply  of  suitable  vacant  land,  zoning  constraints,  construction 
costs  and  other  factors  limit  the  construction  of  additional  housing  in  San  Fran- 
cisco. 

(c)  Population  pressures  and  other  demographic  trends  cause  great  demand 
and  are  likely  to  accelerate  the  demand  for  San  Francisco  housing. 

(d)  In  light  of  housing  demand  and  limited  new  construction,  conserving 
existing  permanent  housing  is  especially  important. 

(e)  Conversion  of  permanent  housing  to  tourist  or  other  temporary  use 
removes  housing  units  from  the  available  stock  and  worsens  the  existing  shortage. 

(f)  The  shortage  of  housing  most  acutely  affects  low-  and  moderate-income 
persons,  the  elderly  and  the  disabled,  both  those  already  living  in  San  Francisco  and 
those  wishing  to  move  to  the  City.  Conversion  of  permanent  housing  to  tourist  or 
other  temporary  use  most  seriously  affects  low-  and  moderate-income  persons,  the 
elderly  and  the  disabled,  both  those  already  living  in  San  Francisco  and  those 
wishing  to  move  to  the  City. 

(g)  At  this  time,  there  appears  to  be  no  shortage  of  lodging  facilities  for 
visitors  in  San  Francisco. 

(h)  It  is  in  the  public  interest  to  prohibit  any  additional  conversions  of 
permanent  housing,  whether  occupied  or  unoccupied,  to  time-share  use,  which  is 
principally  suitable  for  or  used  by  visitors  and  other  temporaryusers. 

(i)  The  purpose  of  this  ordinance  is  to  benefit  the  general  public  by  preserving 
the  supply  of  existing  permanent  housing  and  minimizing  adverse  effects  on 
persons  and  households  of  all  income  levels,  including  but  not  limited  to  lower-  and 
moderate-income,  elderly  and  disabled  persons,  by  prohibiting  the  conversion  of 
dwelling  units  to  time-share  use  and  authorizing  appropriate  remedies.  (Added  by 
Ord.  82-86,  App.  3/21/86) 

SEC.  41C.3.  DEFINITIONS.  When  used  in  this  ordinance,  the  following 
terms  shall  each  have  the  meaning  indicated. 

(a)  “Residential  unit”  shall  mean:  (i)  a dwelling  unit  as  defined  in  Section 
203.4  of  the  Housing  Code,  or:  (ii)  any  portion  of  a structure  which  portion  is  part  of 


AD-791 


Section  4 1C.  3 


San  Francisco  Administrative  Code 


a hotel  as  defined  in  Section  203.8  of  the  Housing  Code;  provided,  however,  that 
“residential  unit”  shall  not  include  any  unit  classified  as  a tourist  unit  or  a private 
club  under  Chapter  41  of  the  Administrative  Code,  or  any  unit  covered  by  a 
preliminary  public  report  issued  by  the  California  Department  of  Real  Estate, 
pursuant  to  Sections  1 1010  et  seq..  Business  and  Professions  Code,  prior  to  January 
1,  1986. 

(b)  “Time-share  use”  shall  mean  a right,  whatever  its  legal  form,  in  per- 
petuity, for  life,  or  for  a term  of  years,  to  the  recurrent,  exclusive  use  or  occupancy  of 
any  segment  of  real  property,  annually  or  on  some  other  periodic  basis,  for  a period 
of  time  that  has  been  or  will  be  allotted  from  among  periods  established  by  deed, 
condition,  agreement  or  other  means,  whether  or  not  coupled  with  an  estate  in  real 
property.  (Added  by  Ord.  82-86,  App.  3/21/86) 

SEC.  41C.4.  CONVERSIONS  PROHIBITED,  It  shall  be  unlawful  for  any 
person  to  convert  to  time-share  use,  offer  to  another  for  time-share  use  or  occupy  as 
a time-share  use  any  portion  of  any  structure  which  portion  was  a residential  unit 
not  in  time-share  use  on  the  initial  effective  date  of  this  Section.  This  prohibition 
shall  not  be  affected  by  any  intervening  change  in  use  of  the  unit.  (Added  by  Ord. 
82-86,  App.  3/21/86) 

SEC.  41C.5.  ENFORCEMENT.  Violation  of  this  ordinance  shall  be  a 
misdemeanor.  The  Bureau  of  Building  Inspection  shall  be  responsible  for  enforce- 
ment of  this  ordinance,  and  may  recommend  to  the  City  Attorney  or  District 
•Attorney  initiation  of  an  action  hereunder.  The  City  Attorney  shall  have  the  power 
to  bring  an  action  for  injunctive  or  other  judicial  relief  hereunder.  (Added  by  Ord. 
82-86,  App.  3/21/86) 

SEC.  41C.6.  REVIEW  OF  ORDINANCE.  Not  later  than  four  years  and 
six  months  after  the  initial  effective  date  of  this  Section,  the  Department  of  City 
Planning  shall  report  to  the  Board  of  Supervisors  with  respect  to  the  subject  matter 
of  this  ordinance  and  the  stock  of  permanent  housing  in  the  City  and  County  of  San 
Francisco,  and  may  recommend,  if  appropriate,  the  modification  or  repeal  of  this 
ordinance.  Not  later  than  six  months  after  receipt  of  said  report,  the  Board  of 
Supervisors  shall  hold  a hearing  to  consider  the  contents  of  the  report,  and  to 
consider  extension  or  repeal  of  this  ordinance.  Not  later  than  six  months  after 
receipt  of  said  report,  the  Board  of  Supervisors  shall  hold  a hearing  to  consider  the 
contents  of  the  report,  and  to  consider  extension  or  repeal  of  this  ordinance.  This 
ordinance  shall  be  repealed  five  years  after  its  initial  effective  date  unless  the  Board 
of  Supervisors  shall  on  or  before  that  date  extend  or  re-enact  it.  (Added  by  Ord. 
82-86,  App.  3/21/86) 

SEC.  41C.7.  SEVERABILITY.  Ifany  part  or  parts  of  this  ordinance  should 
be  held  unconstitutional  or  otherwise  invalid,  that  shall  not  affect  the  validity  of 
any  remaining  part  or  parts  of  this  ordinance.  The  Board  of  Supervisors  hereby 
declares  that  it  would  have  passed  each  part  of  this  ordinance  irrespective  of  the 
unconstitutionality  or  invalidity  of  any  other  part  or  parts.  (Added  by  Ord.  82-86, 
.App.  3/21/86) 
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CHAPTER  42 

INDUSTRIAL  DEVELOPMENT  AUTHORITY 


Sec.  42.1. 

Created  Under  Provisions  of  State  Law. 

Sec.  42.2. 

Definitions. 

Sec.  42.3. 

Governing  Body;  Name. 

Sec.  42.4. 

Selection  of  Board. 

Sec.  42.5. 

Terms  of  Office. 

Sec.  42.6. 

Chairperson  of  Board. 

Sec.  42.7. 

Organizational  Meeting. 

Sec.  42.8. 

Powers  and  Limitations  of  Authority. 

Sec.  42.9. 

Officers,  Employees  and  Agents. 

Sec.  42.10. 

Secretary. 

Sec.  42.11. 

Attorney. 

Sec.  42.12. 

Oath  of  Office. 

Sec.  42.13. 

Manner  of  Action  by  Authority. 

Sec.  42.14. 

Quorum. 

Sec.  42.15. 

Adoption  of  Resolution  and  Motions  by  Majority  Vote. 

Sec.  42.16. 

Taking  of  Ayes  and  Noes,  Entry  upon  Minutes. 

Sec.  42.17. 

Signing  of  Resolutions;  Attestation. 

Sec.  42.18. 

Establishment  of  Rules. 

Sec.  42.19. 

Administration  of  Oath  and  Affirmations. 

Sec.  42.20. 

Duties  of  Chairperson. 

Sec.  42.21. 

Duties  of  Secretary. 

Sec.  42.22. 

Quarterly  Reports  to  Board  of  Supervisors. 

SEC.  42.1.  CREATED  UNDER  PROVISIONS  OF  STATE  LAW.  There 
is  need  for  a public  corporation  to  be  known  as  the  Industrial  Development 
Authority  of  the  City  and  County  of  San  Francisco,  to  function  in  the  City  and 
County  under  the  provisions  of  the  California  Industrial  Development  Financing 
Act,  Title  10  (commencing  with  Section  91500)  of  the  Government  Code. 

An  Industrial  Development  Authority  shall  be  created  and  constituted  at  the 
same  time  and  in  the  same  manner  prescribed  by  the  California  Industrial  Devel- 
opment Financing  Act  of  said  code.  (Added  by  Ord.  595-80,  .App.  12/26/80) 

SEC.  42.2.  DEFINITIONS.  Unless  the  context  otherwise  requires,  the 
definitions  in  this  section  shall  govern  the  construction  of  this  chapter,  as  follows: 

(a)  “Act”  means  the  California  Industrial  Development  Financing  Act.  Title 
10  (commencing  with  Section  91500)  of  Government  Code. 

(b)  “Authority”  means  the  Industrial  Development  .Authority  of  the  City  and 
County  of  San  Francisco. 

(c)  “Board”  means  the  Board  of  Directors  of  the  authority. 

(d)  “Officer”  means  the  Chairperson  and  members  of  the  Board,  a secretary, 
a treasurer,  and  such  assistants  for  the  secretary  and  the  treasurer  as  the  Board  may 
appoint.  (Added  by  Ord.  595-80,  .App.  12/26/80) 
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SEC.  42.3.  GOVERNING  BODY;  NAME.  There  shall  be  a five  member 
board  which  shall  be  known  as  the  “Industrial  Development  Authority  of  the  City 
and  County  of  San  Francisco  Board  of  Directors.”  (Added  by  Ord.  595-80,  App. 
12/26/80) 

SEC.  42.4.  SELECTION  OF  BOARD.  For  purposes  of  selecting  original 
members  of  the  Board  and  each  replacement  to  the  Board  as  may  be  required  from 
time  to  time,  the  Mayor  shall  present  to  the  Board  of  Supervisors  of  the  City  and 
County  of  San  Francisco  the  name  of  one  person  for  each  vacancy  of  the  Board  for 
consideration  for  appointment  to  the  Board  by  the  Board  of  Supervisors.  The 
Board  of  Supervisors,  alone,  shall  officially  appoint  members  of  the  Board.  (Added 
by  Ord.  595-80,  App.  12/26/80) 

SEC.  42.5.  TERMS  OF  OFFICE.  At  the  time  of  the  appointment  of  the 
first  directors,  the  Board  of  Supervisors  shall  divide  the  directors  into  three  groups 
containing  as  nearly  equal  whole  numbers  as  possible.  The  first  term  of  the 
directors  included  in  the  first  group  shall  be  approximately  one  year;  the  first  term 
of  the  directors  in  the  second  group  shall  be  approximately  two  years;  the  first  term 
of  the  directors  included  in  the  third  group  shall  be  approximately  three  years,  as 
determined  by  the  Board  of  Supervisors,  and  thereafter  the  terms  of  all  directors 
shall  be  three  years.  Directors  shall  be  eligible  for  reappointment  for  an  unlimited 
number  of  terms.  (Added  by  Ord.  595-80,  App.  12/26/80) 

SEC.  42.6.  CHAIRPERSON  OF  BOARD.  The  authority  shall  have  a 
chairperson  of  its  board  who  shall  be  elected  by  the  members  of  the  Board  from 
among  its  membership.  (Added  by  Ord.  595-80,  App.  12/26/80) 

SEC.  42.7.  ORGANIZATIONAL  MEETING.  Within  90  days  after  the 
effective  date  of  this  ordinance,  the  Board  shall  meet  and  organize  as  a board  of  the 
authority.  (Added  by  Ord.  595-80,  App.  12/26/80) 

SEC.  42.8.  POWERS  AND  LIMITATIONS  OF  AUTHORITY.  The 
authority  shall  exercise  all  powers,  and  be  subject  to  all  limitations,  prescribed  in 
the  Act.  Direct  and  indirect  expenses  of  operation  of  the  authority  shall  be  paid 
exclusively  from  proceeds  of  bonds  issued  pursuant  to  the  Act  and  this  ordinance, 
or  from  fees  charged  by  the  authority  for  applications  and  other  filings.  (Added  by 
Ord.  595-80,  App.  12/26/80) 

SEC.  42.9.  OFFICERS,  EMPLOYEES  AND  AGENTS.  The  authority 
may  appoint  officers,  employees,  and  agents  as  prescribed  in  the  Act  and  not 
otherwise  inconsistent  with  this  chapter.  (Added  by  Ord.  595-80,  App.  12/26/80) 

SEC.  42.10.  SECRETARY.  The  authority  shall  appoint  a secretary.  (Added 
by  Ord.  595-80,  App.  12/26/80) 

SEC.  42.11.  ATTORNEY.TheCity  Attorney  ofthe  City  and  County  of  San 
Francisco  shall  serve  as  attorney  to  the  authority.  (Added  by  Ord.  595-80,  App. 
12/26/80) 
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SEC.  42.12.  OATH  OF  OFFICE.  Each  officer  of  the  authority  before 
entering  upon  the  duties  of  office  shall  take  and  subscribe  to  the  official  oath  and  file 
it  with  the  secretary  of  the  authority.  The  oath  of  office  may  be  before  the  secretary, 
any  member  of  the  authority,  or  any  officer  authorized  by  law  to  administer  oaths. 
(Added  by  Ord.  595-80,  App.  12/26/80) 

SEC.  42.13.  MANNER  OF  ACTION  BY  AUTHORITY.  The  authority 
shall  act  in  the  manner  and  be  subject  to  the  Charter  of  the  City  and  County  of  San 
Francisco  and  ordinances  enacted  thereto.  (Added  by  Ord.  595-80,  App.  12/26/80) 

SEC.  42.14.  QUORUM.  A majority  ofthe  Board  shall  constitute  a quorum 
for  the  transaction  of  business.  (Added  by  Ord.  595-80,  App.  12/26/80) 

SEC.  42.15.  ADOPTION  OF  RESOLUTION  AND  MOTIONS  BY 
MAJORITY  VOTE.  No  resolution  or  motion  shall  be  passed  or  become  effective 
without  the  affirmative  votes  of  at  least  a majority  of  the  members  of  the  Board. 
(Added  by  Ord.  595-80,  App.  12/26/80) 

SEC.  42.16.  TAKING  OF  AYES  AND  NOES,  ENTRY  UPON  MIN- 
UTES. The  ayes  and  noes  shall  be  taken  upon  the  passage  of  all  resolutions  or 
motions  and  entered  upon  the  minutes  of  the  Board.  (Added  by  Ord.  595-80,  App. 
12/26/80) 

SEC.  42.17.  SIGNING  OF  RESOLUTIONS;  ATTESTATION.  All  reso- 
lutions shall  be  signed  by  the  Chairperson  and  attested  by  the  Secretary.  (Added  by 
Ord.  595-80.  App.  12/26/80) 

SEC.  42.18.  ESTABLISHMENT  OF  RULES.  Except  for  any  applicable 
provisions  of  the  Act  prescribing  rules  for  the  proceedings  of  the  authority,  the 
authority  shall  establish  rules  for  its  proceedings.  The  authority  shall  submit  to  the 
Board  of  Supervisors  for  approval  guidelines  and  priority  businesses  and  types  of 
facilities  to  be  provided  financing  under  this  ordinance.  (Added  by  Ord.  595-80. 
App.  12/26/80) 

SEC.  42.19.  ADMINISTRATION  OF  OATHS  AND  AFFIRMA- 
TIONS. Each  member  of  the  Board,  or  the  Secretary,  may  administer  oaths  and 
affirmations  in  connection  with  the  taking  of  testimony  at  any  hearing,  investiga- 
tion, or  other  matters  pending  before  the  authority.  (Added  by  Ord.  595-80,  App. 
12/26/80) 

SEC.  42.20.  DUTIES  OF  CHAIRPERSON.  The  Chairperson  shall:  (a) 
sign  all  contracts  on  behalf  of  the  authority;  (b)  perform  other  duties  imposed  by  the 
Board.  (Added  by  Ord.  595-80,  App.  12/26/80) 

SEC.  42.21.  DUTIES  OF  SECRETARY.  The  Secretary  shall:  (a)  Counter- 
sign all  contracts  on  behalf  of  the  authority;  (b)  perform  other  duties  imposed  by  the 
Board.  (Added  by  Ord.  595-80,  App.  12/26/80) 
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SEC.  42.22.  QUARTERLY  REPORTS  TO  BOARD  OF  SUPER- 
X'lSORS.  The  authority  shall  file  with  the  Board  of  Supervisors  at  quarterly 
intervals  a detailed  report  of  all  its  transactions,  including  a statement  of  all 
revenues  and  expenditures.  The  budget  of  the  authority  shall  be  transmitted  to  the 
Board  of  Supervisors  and  approved  annually  by  the  Board  of  Supervisors  in 
conjunction  with  the  annual  budget  of  the  City  and  County  of  San  Francisco. 
(.Added  by  Ord.  595-80,  App.  12/26/80) 
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Sec.  43.1. 
Sec.  43.2. 
Sec.  43.3. 
Sec.  43.4. 
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Sec.  43.16. 
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CHAPTER  43 

RESIDENTIAL  MORTGAGE  REVENUE  BOND  LAW 


ARTICLE  I 

GENERAL  PROVISIONS  AND  DEFINITIONS 

Title. 

Purpose. 

Definitions. 

No  Limitation  on  Appropriations. 

ARTICLE  II 

FINANCING  RESIDENCES 
Loans  for  Residences. 

Acquisition,  Construction,  Leasing  and  Selling  of  Residences. 
Fees. 

Insurance. 

Rents  and  Charges. 

Security  for  Loans. 

Professional  Services. 

Equal  Opportunity. 

Public  Works  Requirements  Inapplicable. 

Regulations. 

Additional  Powers. 

ARTICLE  III 
BONDS 


Issuance  of  Bonds. 

Bonds  Not  Debt  of  City. 

Cost  of  Issuance. 

Resolution  and  Bond  Terms. 

Bond  Provisions. 

Pledge  of  Revenues,  Money  or  Property;  Lien. 
No  Personal  Liability. 

Purchase  of  Bonds  by  City. 

Actions  by  Bondholders. 

Refunding  Bonds. 

Validity  of  Bonds. 

ARTICLE  IV 

SUPPLEMENTAL  PROVISIONS 
Liberal  Construction. 
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ARTICLE  I 

GENERAL  PROVISIONS  AND  DEFINITIONS 

SEC.  43.1.  TITLE.  This  Chapter  may  be  cited  as  the  Residential  Mortgage 
Revenue  Bond  Law.  (Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.2.  PURPOSE.  The  Board  of  Supervisors  hereby  finds  and 
declares  that  it  is  necessary,  essential,  a public  purpose  and  a municipal  affair  for 
the  City  and  County  to  make,  purchase  and  contract  for  the  making  of  below- 
market-interest-rate  loans  for  the  purpose  of  providing  mortgage  financing  for  the 
acquisition,  construction,  or  rehabilitation  of  housing  in  the  City  and  County  to 
encourage  the  availability  of  adequate  housing  and  home  finance  for  persons  and 
families,  including  those  of  low  or  moderate  income,  and  to  develop  viable  com- 
munities by  providing  decent  housing  and  enhanced  living  environment. 

The  City  and  County  can  promote  such  interests  pursuant  to  this  Chapter 
without  adversely  affecting  areas  outside  the  City  and  County  and  without  conflict- 
ing with  efforts  by  the  State  of  California  to  solve  problems  of  statewide  concern. 
(Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.3.  DEFINITIONS.  Unless  the  context  otherwise  requires,  the 
terms  defined  in  this  Chapter  shall  have  the  following  meanings; 

(a)  “Board  of  Supervisors”  means  the  Board  of  Supervisors  of  the  City  and 
County  of  San  Francisco. 

(b)  “Bonds”  means  any  bonds,  notes,  certificates,  debentures  or  other  obliga- 
tions issued  by  the  City  and  County  pursuant  to  this  Chapter  and  payable  as 
provided  in  this  Chapter. 

(c)  “City”  means  the  City  and  County  of  San  Francisco. 

(d)  “Cost”  means  the  total  of  all  costs  incurred  by  or  on  behalf  of  a participat- 
ing party  to  carry  out  all  works  and  undertakings  and  to  obtain  all  rights  and  powers 
necessary  or  incident  to  the  acquisition,  construction,  or  rehabilitation  of  a resi- 
dence. “Cost”  may  include  all  costs  of  issuance  of  bonds  for  such  purposes  and  costs 
for  construction  undertaken  by  a participating  party  as  its  own  contractor. 

(e)  “Participating  party”  means  any  individual,  association,  corporation, 
partnership  or  other  entity  which  is  approved  by  the  City  and  County  to  undertake 
the  financing  of  the  costs  of  a residence  pursuant  to  this  Chapter. 

(f)  “Residence”  means  real  property  improved  with  a residential  structure. 
“Residence”  includes  condominium  and  cooperative  dwelling  units,  real  property 
improved  with  single-family  residential  structures,  and  real  property  improved 
with  multi-family  residential  structures. 

(g)  “Revenues”  means  amounts  received  by  the  City  and  County  as  pay- 
ments of  principal,  interest,  and  all  other  charges  with  respect  to  a loan  under  this 
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Chapter;  as  payments  under  a lease,  sublease  or  sale  agreement  with  respect  to  a 
residence;  as  proceeds  received  by  the  City  and  County  from  mortgage,  hazard  or 
other  insurance  on  or  with  respect  to  such  a loan  (or  any  property  securing  such 
loan),  lease,  sublease  or  sale  agreement,  all  other  rents,  charges,  fees,  income  and 
receipts  derived  by  the  City  and  County  from  the  financing  of  a residence  under  this 
Chapter;  any  amounts  received  by  the  City  and  County  as  investment  earnings  on 
moneys  deposited  in  any  fund  securing  bonds  and  such  other  legally  available 
moneys  as  the  Board  of  Supervisors  may,  in  its  discretion,  lawfully  designate  as 
revenues.  (Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.4.  NO  LIMITATION  ON  APPROPRIATIONS.  None  of  the 
Revenues,  as  defined  by  this  Chapter,  shall  be  taken  into  acount  in  any  manner  in 
determining  the  City  and  County’s  compliance  with  Article  XIIIB  of  the  California 
Constitution.  (Added  by  Ord.  245-81,  App.  5/13/81) 


ARTICLE  II 

FINANCING  RESIDENCES 

SEC.  43.5.  LOANS  FOR  RESIDENCES.  The  City  and  County  may  use 
the  proceeds  of  bonds  to  make,  purchase,  or  otherwise  contract  for  the  making  of,  a 
mortgage  or  other  secured  or  unsecured  loan,  upon  such  terms  and  conditions  as 
the  City  and  County  shall  deem  proper,  to  any  participating  party  for  the  costs  of  a 
residence.  (Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.6.  ACQUISITION,  CONSTRUCTION,  LEASING  AND 
SELLING  OF  RESIDENCES.  The  City  and  County  may  use  the  proceeds  of 
bonds,  or  other  moneys  provided  by  or  on  behalf  of  a participating  party,  to  acquire, 
construct,  enlarge,  remodel,  renovate,  alter,  improve,  furnish,  equip  and  lease  as 
lessee  a residence  solely  for  the  purpose  of  selling  or  leasing  as  lessor  such  residence 
to  such  participating  party,  and  may  contract  with  such  participating  party  to 
undertake  on  behalf  of  the  City  and  County  to  construct,  enlarge,  remodel,  reno- 
vate, alter,  improve,  furnish  and  equip  such  residence. 

The  City  and  County  may  sell  or  lease,  upon  such  terms  and  conditions  as  the 
City  and  County  shall  deem  proper,  to  a participating  party  any  residence  owned  by 
the  City  and  County  under  this  Chapter,  including  a residence  conveyed  to  the  City 
and  County  in  connection  with  a financing  under  this  Chapter  but  not  being 
financed  hereunder.  (Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.7.  FEES.  The  City  and  County  may  charge  participating  parties 
application,  commitment,  financing  and  other  fees,  in  order  to  recover  all  admin- 
istrative and  other  costs  and  expenses  incurred  in  the  exercise  of  the  powers  and 
duties  conferred  by  this  Chapter.  (Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.8.  INSURANCE.  The  City  and  County  may  obtain,  or  aid  in 
obtaining,  from  any  department  or  agency  of  the  United  States  or  of  the  State  of 
California  or  any  private  company,  any  insurance  or  guarantee  as  to,  or  of,  or  for  the 
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payment  or  repayment  of,  interest  or  principal,  or  both,  or  any  part  thereof  on  any 
loan,  lease  or  sale  obligation  or  any  instrument  evidencing  or  securing  the  same, 
made  or  entered  into  pursuant  to  the  provisions  of  this  Chapter;  and  may  accept 
payment  in  such  manner  and  form  as  provided  therein  in  the  event  of  default  by  a 
participating  party,  and  may  assign  any  such  insurance  or  guarantee  as  security  for 
bonds.  (.Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.9.  RENTS  AND  CHARGES.  The  City  and  County  may  fix  rents, 
payments,  fees,  charges  and  interest  rates  for  financing  under  this  Chapter  and  may 
agree  to  revise  from  time  to  time  such  rents,  payments,  fees,  charges  and  interest 
rates  to  reflect  changes  in  interest  rates  on  bonds,  losses  due  to  defaults  or  changes  in 
other  expenses  related  to  this  Chapter,  including  City  and  County  administrative 
expenses.  (Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.10.  SECURITY  FOR  LOANS.  The  City  and  County  may  hold 
deeds  of  trust  or  mortgages  or  security  interests  in  personal  property  as  security  for 
loans  under  this  Chapter  and  may  pledge  or  assign  the  same  as  security  for 
repayment  of  bonds.  Such  deeds  of  trust,  mortgages  or  security  interests,  or  any 
other  interest  of  the  City  and  County  in  any  residence,  may  be  assigned  to,  and  held 
on  behalf  of  the  City  and  County  by  any  bank  or  trust  company  appointed  to  act  as 
trustee  by  the  City  and  County  in  any  resolution  or  indenture  providing  for 
issuance  of  bonds.  (Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.11.  PROFESSIONAL  SERVICES.  The  City  and  County  may 
contract  for  such  engineering,  architectural,  financial,  accounting,  legal  or  other 
services  as  may  be  necessary  in  the  judgment  of  the  City  and  County  for  the 
purposes  of  this  Chapter.  (Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.12.  EQUAL  OPPORTUNITY.  The  City  and  County  shall  require 
that  contractors  and  subcontractors  engaged  in  the  construction  of  facilities 
financed  under  this  Chapter  shall  provide  equal  opportunity  for  employment, 
without  discrimination  as  to  race,  marital  status,  sex,  color,  religion,  national  origin 
or  ancestry.  (Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.13.  PUBLIC  WORKS  REQUIREMENTS  INAPPLICABLE. 
Except  as  specifically  provided  in  this  Chapter,  the  acquisition,  construction,  or 
rehabilitation  of  a residence  financed  under  this  Chapter  shall  not  be  subject  to  any 
requirements  relating  to  buildings,  works  or  improvements  owned  or  operated  by 
the  City  and  County,  and  any  requirement  of  public  competitive  bidding  or  other 
procedural  restriction  imposed  on  the  award  of  contracts  for  acquisition  or  con- 
struction of  a City  and  County  building,  work  or  improvement  or  to  the  lease, 
sublease,  sale  or  other  disposition  of  City  and  County  property  shall  not  be 
applicable  to  any  action  taken  under  this  Chapter.  (Added  by  Ord.  245-81,  App. 
5/13/81) 

SEC.  43.14.  REGULATIONS.  The  Mayor  of  the  City  and  County,  or  a 
person  designated  by  the  Mayor,  shall  prepare  and  submit  to  the  Board  of  Super- 
visors for  approval,  rules  or  regulations,  or  both,  permitted  under  this  Section. 
(Added  by  Ord.  245-81,  App.  5/13/81) 


AD-800 


San  Francisco  Administrative  Code 


Section  43.15 


SEC.  43.15.  ADDITIONAL  POWERS.  In  addition  to  all  other  powers 
specifically  granted  by  this  Chapter,  the  City  and  County  may  do  all  things  neces- 
sary or  convenient  to  carry  out  the  purposes  of  this  Chapter,  provided,  however, 
that  the  City  and  County  shall  not  have  the  power  to  operate  a residence  financed 
under  this  Chapter  as  a business,  except  temporarily  in  the  case  of  a default  by  a 
participating  party.  (Added  by  Ord.  245-81,  App.  5/13/81) 


ARTICLE  III 
BONDS 

SEC.  43.16.  ISSUANCE  OF  BONDS.  The  City  and  County  may,  from 
time  to  time,  issue  bonds  for  any  of  the  purposes  specified  in  Section  105.  Bonds 
shall  be  negotiable  instruments  for  all  purposes,  subject  only  to  the  provisions  of 
such  bonds  for  registration.  (Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.17.  BONDS  NOT  DEBT  OF  CITY.  Every  issue  of  bonds  shall  be  a 
limited  obligation  of  the  City  and  County  payable  from  all  or  any  specified  part  of 
the  revenues  and  the  moneys  and  assets  authorized  in  this  Chapter  to  be  pledged  or 
assigned  to  secure  payment  of  bonds.  Such  revenues,  moneys  or  assets  shall  be  the 
sole  source  of  repayment  of  such  issue  of  bonds.  Bonds  issued  under  the  provisions 
of  this  Chapter  shall  not  be  deemed  to  constitute  a debt  or  liability  of  the  City  and 
County  or  a pledge  of  the  faith  and  credit  of  the  City  and  County  but  shall  be 
payable  solely  from  specified  revenues,  moneys  and  assets.  The  issuance  of  bonds 
shall  not  directly,  indirectly,  or  contingently  obligate  the  City  and  County  to  levy  or 
pledge  any  form  of  taxation  or  to  make  any  appropriation  for  their  payment. 

All  bonds  shall  contain  on  the  face  thereof  a statement  to  the  following  effect: 

Neither  the  faith  and  credit  nor  the  taxing  power  of  the  City  and  County  is 

pledged  to  the  payment  of  the  principal  of  or  premium  or  interest  on  this 

bond. 

(Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.18.  COST  OF  ISSUANCE.  In  determining  the  amount  of  bonds 
to  be  issued,  the  City  and  County  may  include  all  costs  of  the  issuance  of  such 
bonds,  reserve  funds  and  capitalized  bond  interest.  (Added  by  Ord.  245-81.  App. 
5/13/81) 

SEC.  43.19.  RESOLUTION  AND  BOND  TERMS.  Bonds  may  be  issued 
as  serial  bonds,  term  bonds,  installment  bonds  or  pass-through  certificates  or  any 
combination  thereof  Bonds  shall  be  authorized  by  resolution  of  the  Board  of 
Supervisors  and  shall  bear  such  date  or  dates;  mature  at  such  time  or  times;  bear 
interest  at  such  fixed  or  variable  rate  or  rates;  be  payable  at  such  time  or  times;  be  in 
such  denominations,  be  in  such  form,  either  coupon  or  registered,  carry  such 
registration  privileges,  be  executed  in  such  manner,  be  payable  in  lawful  money  of 
the  United  States  of  America  at  such  place  or  places,  be  subject  to  such  terms  of 
redemption  and  have  such  other  terms  and  conditions  as  such  resolution,  or  any 
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indenture  authorized  by  such  resolution  to  be  entered  into  by  the  City  and  County, 
may  provide.  Bonds  may  be  sold  at  either  public  or  private  sale  and  for  such  prices 
as  the  City  and  County  shall  determine.  (Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.20.  BOND  PROVISIONS.  Any  resolution  authorizing  any  bonds 
or  any  issue  of  bonds,  or  any  indenture  authorized  by  such  resolution  to  be  entered 
into  by  the  City  and  County,  may  contain  provisions  respecting  any  of  the  following 
terms  and  conditions,  which  shall  be  a part  of  the  contract  with  the  holders  of  such 
bonds: 

(a)  The  terms,  conditions  and  form  of  such  bonds  and  the  interest  and 
principal  to  be  paid  thereon; 

(b)  Limitations  on  the  uses  and  purposes  to  which  the  proceeds  of  sale  of  such 
bonds  may  be  applied,  and  the  pledge  or  assignment  of  such  proceeds  to  secure  the 
payment  of  such  bonds; 

(c)  Limitations  on  the  issuance  of  additional  parity  bonds,  the  terms  upon 
which  additional  parity  bonds  may  be  issued  and  secured,  and  the  refunding  of 
outstanding  bonds; 

(d)  The  setting  aside  of  reserves,  sinking  funds  and  other  funds  and  the 
regulation  and  disposition  thereof; 

(e)  The  pledge  or  assignment  of  all  or  any  part  of  the  revenues  and  of  any 
other  moneys  or  assets  legally  available  therefor  and  the  use  and  disposition  of  such 
revenues,  moneys  and  assets; 

(f)  Limitation  on  the  use  of  revenues  for  operating,  administration  or  other 
expenses  of  the  City  and  County; 

(g)  Specification  of  the  acts  or  omissions  to  act  which  shall  constitute  a 
default  in  the  duties  of  the  City  and  County  to  holders  of  such  bonds,  and  providing 
the  rights  and  remedies  of  such  holders  in  the  event  of  default,  including  any 
limitations  on  the  right  of  action  by  individual  bondholders; 

(h)  The  appointment  of  a corporate  trustee  to  act  on  behalf  of  the  City  and 
County  and  the  holders  of  its  bonds,  the  pledge  or  assignment  of  loans,  deeds  of 
trust,  mortgages,  leases,  subleases,  sale  contracts  and  any  other  contracts  to  such 
trustee,  and  the  rights  of  such  trustee; 

(i)  The  procedure,  if  any,  by  which  the  terms  of  any  contract  with  bond- 
holders may  be  amended  or  abrogated,  the  amount  of  such  bonds  the  holders  of 
which  must  consent  thereto,  and  the  manner  in  which  such  consent  may  be  given; 
and 

(j)  Any  other  provisions  which  the  Board  of  Supervisors  may  deem  reason- 
able and  proper  for  the  purposes  of  this  Chapter  and  the  security  of  the  bond- 
holders. (Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.21.  PLEDGE  OF  REVENUES,  MONEY  OR  PROPERTY; 
LIEN.  Any  pledge  of  revenues  or  other  moneys  or  assets  pursuant  to  the  provisions 
of  this  Chapter  shall  be  valid  and  binding  from  the  time  such  pledge  is  made. 
Revenues,  moneys  and  assets  so  pledged  and  thereafter  received  by  the  City  and 
County  shall  immediately  be  subject  to  the  lien  of  such  pledge  without  any  physical 
delivery  thereof  or  further  act;  and  the  lien  of  any  such  pledge  shall  be  valid  and 
binding  as  against  all  parties  having  claims  of  any  kind  in  tort,  contract,  or 
otherwise  against  the  City  and  County,  irrespective  of  whether  such  parties  have 
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notice  thereof.  Neither  the  resolution  nor  any  indenture  by  which  a pledge  is 
created  need  be  filed  or  recorded  except  in  the  records  of  the  City  and  County. 
(Added  by  Ord.  245-81,  App.  5/13/Sl) 

SEC.  43.22.  NO  PERSONAL  LIABILITY.  Neither  the  members  of  the 
Board  of  Supervisors,  the  officers  or  employees  of  the  City  and  County,  nor  any 
person  executing  any  bonds  shall  be  liable  personally  on  the  bonds  or  be  subject  to 
any  personal  liability  or  accountability  by  reason  of  the  issuance  thereof  (Added  by 
Ord.  245-81,  App.  5/13/81) 

SEC.  43.23.  PURCHASE  OF  BONDS  BY  CITY.  The  City  and  County 
shall  have  the  power  out  of  any  funds  available  therefor  to  purchase  its  bonds.  The 
City  and  County  may  hold,  pledge,  cancel,  or  resell  such  bonds,  subject  to  and  in 
accordance  with  agreements  with  the  bondholders.  (Added  by  Ord.  245-81,  App. 
5/13/81) 

SEC.  43.24.  ACTIONS  BY  BONDHOLDERS.  Any  holder  of  bonds 
issued  under  the  provisions  of  this  Chapter  or  any  of  the  coupons  appertaining 
thereto,  and  any  trustee  appointed  pursuant  to  any  resolution  authorizing  the 
issuance  of  bonds,  except  to  the  extent  the  rights  thereof  may  be  restricted  by  such 
resolution  or  any  indenture  authorized  thereby  to  be  entered  into  by  the  City  and 
County,  may,  either  at  law  or  in  equity,  by  suit,  action,  mandamus  or  other 
proceedings,  protect  or  enforce  any  and  all  rights  specified  in  law  or  in  such 
resolution  or  indenture,  and  may  enforce  and  compel  the  performance  of  all  duties 
required  by  this  Chapter  or  by  such  resolution  or  indenture  to  be  performed  by  the 
City  and  County  or  by  any  officer,  employee,  or  agent  thereof  including  the  fixing, 
charging,  and  collecting  of  rates,  fees,  interest,  and  charges  authorized  and  required 
by  the  provisions  of  such  resolution  or  indenture  to  be  fixed,  charged,  and  collected. 
(Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.25.  REFUNDING  BONDS.  The  City  and  County  may  issue 
bonds  for  the  purpose  of  refunding  any  bonds  then  outstanding.  (Added  by  Ord. 
245-81,  App.  5/13/81) 

SEC.  43.26.  VALIDITY  OF  BONDS.  The  validity  of  the  authorization 
and  issuance  of  any  bonds  is  not  dependent  on  and  shall  not  be  affected  in  any  way 
by  any  proceedings  taken  by  the  City  and  County  for  the  approval  of  any  financing 
or  the  entering  into  of  any  agreement,  or  by  the  failure  to  provide  financing  or  enter 
into  any  agreement,  for  which  bonds  are  authorized  to  be  issued  under  this  Chapter. 
(Added  by  Ord.  245-81,  App.  5/13/81) 


ARTICLE  IV 

SUPPLEMENTAL  PROVISIONS 

SEC.  43.27.  LIBERAL  CONSTRUCTION.  This  Chapter,  being  neces- 
sary for  the  welfare  of  the  City  and  County  and  its  inhabitants,  shall  be  liberally 
construed  to  effect  its  purposes.  (Added  by  Ord.  245-81,  App.  5/13/81) 
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SEC.  43.28.  OMISSIONS  NOT  TO  AFFECT  VALIDITY  OF  BONDS. 
•Any  omission  of  any  officer  or  the  City  and  County  in  proceedings  under  this 
Chapter  or  any  other  defect  in  the  proceedings  shall  not  invalidate  such  proceedings 
or  the  bonds  issued  pursuant  to  this  Chapter.  (Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.29.  FULL  AUTHORITY.  This  Chapter  is  full  authority  for  the 
issuance  of  bonds  by  the  City  and  County  for  the  purposes  specified  herein.  (Added 
by  Ord.  245-81,  App.  5/13/81) 

SEC  43.30.  ADDITIONAL  AUTHORITY.  This  Chapter  shall  be  deemed 
to  provide  a complete,  additional,  and  alternative  method  for  doing  the  things 
authorized  thereby,  and  shall  be  regarded  as  supplemental  and  additional  to  the 
powers  conferred  by  other  laws.  The  issuance  of  bonds  under  the  provisions  of  this 
Chapter  need  not  comply  with  the  requirements  of  any  other  law  applicable  to  the 
issuance  of  bonds. 

The  purposes  authorized  hereby  may  be  effectuated  and  bonds  may  be  issued 
for  any  such  purposes  under  this  Chapter  notwithstanding  that  any  other  law  may 
provide  for  such  purposes  or  for  the  issuance  of  bonds  for  like  purposes  and  without 
regard  to  the  requirements,  restrictions,  limitations  or  other  provisions  contained 
in  any  other  law.  (Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.31.  CHAPTER  CONTROLLING.  To  the  extent  that  the  provi- 
sions of  this  Chapter  are  inconsistent  with  the  provisions  of  any  general  statute  or 
special  act  or  parts  thereof  the  provisions  of  this  Chapter  shall  be  deemed  control- 
ling. (Added  by  Ord.  245-81,  App.  5/13/81) 

SEC.  43.32.  SEVERABILITY.  If  any  provision  of  this  Chapter  or  the 
application  thereof  to  any  person  or  circumstance  is  held  invalid,  such  invalidity 
shall  not  affect  any  other  provision  or  application  of  this  Chapter  which  can  be 
given  effect  without  the  invalid  provision  or  application;  and  to  this  end  the 
provisions  of  this  Chapter  are  declared  to  be  severable.  The  Board  of  Supervisors 
hereby  declares  that  it  would  have  adopted  and  passed  this  Chapter  and  each 
section,  subsection,  sentence,  clause,  phrase  and  word  hereof,  irrespective  of  the 
fact  that  any  one  or  more  of  the  other  sections,  subsections,  sentences,  clauses, 
phrases  or  words  hereof  be  declared  invalid  or  unconstitutional  (Added  by  Ord. 
245-81,  App.,  5/13/81). 
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Section  44.1 


CHAPTER  44 

ADULT  DAY  HEALTH  CARE  PLANNING  COUNCIL 


Sec. 

44.1. 

Sec. 

44.2. 

Sec. 

44.3. 

Sec. 

44.4. 

Sec. 

44.5. 

Sec. 

44.6. 

Sec. 

44.7. 

Sec. 

44.8. 

Establishment  of  the  Council;  Appointment. 

Public  Hearing. 

Composition  of  Council. 

Terms  of  Council  Members. 

President  and  Vice  President  of  the  Council. 
Compensation. 

Power  and  Duties. 

Assistance  in  the  Development  of  the  County  Plan. 


SEC.  44.1.  ESTABLISHMENT  OF  THE  COUNCIL;  APPOINTMENT. 
Pursuant  to  Section  1572.5  of  the  California  Health  and  Safety  Code,  there  is  hereby 
established  an  advisory  council  of  17  members,  known  as  the  Adult  Day  Health 
Care  Planning  Council,  who  shall  be  appointed  by  the  Board  of  Supervisors. 
(Added  by  Ord.  329-81,  App.  6/19/81;  amended  by  Ord.  434-89,  App.  12/6/89) 


SEC.  44.2.  PUBLIC  HEARING.  In  accordance  with  Section  1572.7  of  the 
California  Health  and  Safety  Code,  there  shall  be  a public  hearing  prior  to  the 
establishment  of  the  Council.  (Added  by  Ord.  329-81,  App.  6/19/81) 

SEC.  44.3.  COMPOSITION  OF  COUNCIL.  The  composition  of  the 
Council  shall  be  as  follows: 

. (a)  Nine  persons  over  55  years  of  age  who  have  a demonstrated  interest  in  the 
special  health  and  social  needs  of  the  elderly  and  who  are  representative  of  organi- 
zations dedicated  primarily  to  the  needs  of  older  persons,  including  those  of  low 
income  and  racial  and  ethnic  minorities: 

(b)  One  representative  of  the  area  agency  on  aging  designated  pursuant  to 
Public  Law  94-135;  or,  if  none,  a county  agency  responsible  for  services  to  senior 
citizens; 

(c)  One  representative  of  a county  agency  responsible  for  administration  of 
health  programs  for  senior  citizens; 

(d)  A representative  of  the  County  Department  of  Public  Social  Services,  or 
the  equivalent  agency; 

(e)  One  representative  of  the  County  Medical  Society; 

(0  One  representative  of  a publicly  funded  senior  citizen  transportation 
program; 

(g)  One  representative  of  a health  facility  or  organization  of  health  facilities 
providing  acute  or  long-term  care  to  the  elderly; 

(h)  A member-at-large  who  has  demonstrated  interest  in  alternatives  to 
institutional  long-term  care;  and 

(i)  A functionally  impaired  adult  member  with  a demonstrated  interest  in 
community-based,  long-term  care  needs  of  the  functionally  impaired  who  is  18  or 
over,  and  under  55  years  of  age. 
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In  making  appointments  to  the  Council,  the  Board  shall  take  into  considera- 
tion any  recommendations  made  by  the  Mayor  with  respect  to  any  of  the  above 
categones.  (Added  by  Ord.  329-81,  App.  6/19/81;  amended  by  Ord.  434-89,  App. 
12/6/89) 

SEC.  44.4.  TERMS  OF  COUNCIL  MEMBERS.  The  term  of  each  mem- 
ber shall  be  for  three  years.  Where  a member,  prior  to  the  expiration  of  his  or  her 
term,  ceases  to  retain  the  status  which  qualified  him  or  her  for  appointment  to  the 
Council,  the  membership  shall  terminate  and  there  shall  be  a vacancy  on  the 
Council.  (Added  by  Ord.  329-81,  App.  6/19/81;  amended  by  Ord.  434-89,  App. 
12/6/89) 

SEC.  44.5.  PRESIDENT  AND  VICE  PRESIDENT  OF  THE  COUN- 
CIL. Commencing  with  the  date  upon  which  the  first  members  take  office,  the 
Council  shall  elect  a president  and  vice  president  from  among  its  members.  (Added 
by  Ord.  329-81,  App.  6/19/81) 

SEC.  44.6.  COMPENSATION.  Members  of  the  Council  shall  serve  with- 
out compensation.  (Added  by  Ord.  329-81,  App.  6/19/81) 

SEC.  44.7.  POWER  AND  DUTIES.  Pursuant  to  Section  1572.9  of  the 
California  Health  and  Safety  Code  and  guidelines  adopted  thereunder,  the  Council 
shall  have  the  following  powers  and  duties: 

(a)  To  prepare  a City  and  County  plan  for  the  development  of  a community- 
based  system  of  quality  adult  day  health  care; 

(b)  To  hold  public  hearings  on  the  City  and  County  plan  prior  to  the  plan’s 
adoption;  and 

(c)  To  review  all  applications  for  adult  day  health  care  licenses  within  the  City 
and  County  and  make  recommendations  to  the  California  Department  of  Health 
Services.  (Added  by  Ord.  329-81,  App.  6/19/81) 

SEC.  44.8.  ASSISTANCE  IN  THE  DEVELOPMENT  OF  THE 
COUNTY  PLAN.  The  Depanment  of  Public  Health  and  the  Commission  on  the 
Aging  shall  assist  the  Council  in  the  development  of  the  City  and  County  plan  for 
adult  day  health  care.  Staff  support  shall  be  provided  by  the  Department  of  Public 
Health.  (Added  by  Ord.  329-81,  App.  6/19/81) 
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CHAPTER  45 


JURY  FEES 


Sec.  45.1. 
Sec.  45.2. 
Sec.  45.3. 


Title. 

Grand  Juror  Fees. 
Trial  Juror  Fees. 


SEC.  45.1.  TITLE.  This  chapter  shall  be  known  as  the  Jury  Fees  Ordi- 
nance. (Amended  by  Ord.  514-84,  App.  12/21/84) 

SEC.  45.2.  GRAND  JUROR  FEES.  Grand  Jurors  shall  receive  for  each 
day’s  attendance,  upon  a regularly  called  grand  jury  meeting,  $11  per  meeting  and, 
in  addition  a Grand  Juror  shall  be  compensated  for  up  to  four  committee  meetings 
per  month  at  $11  per  meeting. 

For  the  purposes  of  this  section,  meetings  to  be  compensated  are  defined  as 
follows.  A grand  Jury  meeting  shall  mean  a meeting  of  the  full  grand  jury.  A 
committee  meeting  shall  mean  a meeting  of  the  grand  jury  which  is  less  than  the 
total  number  of  members  of  the  full  grand  jury  and  designated  by  the  foreperson  of 
the  grand  jury  to  conduct,  on  behalf  of  the  grand  jury,  an  investigation  of  the 
operations  of  City  and  County  government,  provided  that  the  committee  must  be 
investigating  a matter  under  its  jurisdiction.  (Amended  bv  Ord.  514-84.  App. 
12/21/84) 

SEC.  45.3.  TRIAL  JUROR  FEES.  Trial  jurors  shall  receive  for  each  day’s 
attendance  in  the  Superior  and  Municipal  Courts,  in  both  civil  and  criminal  cases, 
the  fee  of  $10.  In  addition,  trial  jurors  shall  be  reimbursed  at  the  rate  of  $1.50  for 
every  10  miles,  or  fraction  thereof,  actually  travelled  from  the  residence  of  the  juror 
in  attending  court  as  a juror,  in  going  only.  (Added  by  Ord.  514-84,  App.  12/21/84) 
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CHAPTER  48 

ECONOMIC  DEVELOPMENT  BOND  LAW 

ARTICLE  I 

GENERAL  PROVISIONS  AND  DEFINITIONS 

Sec.  48.1. 
Sec.  48.2. 
Sec.  48.3. 
Sec.  48.4. 

Title. 

Purpose. 

Definitions. 

No  Limitation  on  Appropriations. 

ARTICLE  II 

FINANCING  FACILITIES 

Sec.  48.20. 
Sec.  48.21. 
Sec.  48.22. 
Sec.  48.23. 
Sec.  48.24. 
Sec.  48.25. 
Sec.  48.26. 
Sec.  48.27. 
Sec.  48.28. 
Sec.  48.29. 

Loans  for  Facilities. 

Acquisition,  Construction,  Leasing  and  Selling  of  Facilities. 
Applications  for  Approval. 

Fees. 

Insurance. 

Rents  and  Charges. 

Security  for  Loans. 

Professional  Services. 

Public  Works  Requirements  Inapplicable. 

Additional  Powers. 

ARTICLE  III 

BONDS 

Sec.  48.40. 
Sec.  48.41. 
Sec.  48.42. 
Sec.  48.43. 
Sec.  48.44. 
Sec.  48.45. 
Sec.  48.46. 
Sec.  48.47. 
Sec.  48.48. 
Sec.  48.49. 
Sec.  48.50. 

Issuance  of  Bonds. 

Bonds  Not  Debt  of  City. 

Bond  Terms. 

Bond  Provisions. 

Pledge  of  Revenues,  Money  or  Property;  Lien. 

No  Personal  Liability. 

Purchase  of  Bonds  by  City. 

Actions  by  Bondholders. 

Refunding  Bonds. 

Bond  Anticipation  Notes. 

Validity  of  Bonds. 

ARTICLE  IV 

SUPPLEMENTAL  PROVISIONS 

Sec.  48.60. 
Sec.  48.61. 
Sec.  48.62. 

Liberal  Construction. 

Omissions  Not  to  Affect  Validity  of  Bonds. 

Full  Authority. 
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Additional  Authority. 
Chapter  Controlling. 
Severability. 


ARTICLE  I 

GENERAL  PROVISIONS  AND  DEFINITIONS 

SEC,  48.1.  TITLE.  This  Chapter  may  be  cited  as  the  Economic  Develop- 
ment Revenue  Bond  Law  of  the  City  and  County  of  San  Francisco.  (Added  by  Ord. 

No.  139-83,  .App.  3/18/83) 

SEC.  48.2.  PURPOSE.  The  Board  of  Supervisors  hereby  finds  and 
declares  that  it  is  necessary  and  essential  to  the  well-being  of  the  City  and  County 
that  it  provide  financial  assistance  to  promote  the  economic  development  of  the 
City  and  County.  Such  economic  development  will  serve  the  following  public 
purposes  and  municipal  affairs  of  the  City  and  County: 

(a)  The  full  and  gainful  employment  of  residents  of  the  City  and  County; 

(b)  The  full  and  efficient  utilization  and  modernization  of  existing  industrial, 
commercial  and  business  facilities; 

(c)  The  development  of  new  industrial,  commercial  and  business  facilities; 

(d)  The  growth  of  the  City  and  County’s  tax  base  through  increased  property 
values  and  consumer  purchasing; 

(e)  The  reduction  of  the  need  for  and  costs  of  welfare  and  other  remedial 
programs; 

(f)  The  reduction  of  urban  ills,  such  as  crime,  attributable  in  part  to  inade- 
quate economic  opportunities; 

(g)  The  stability  and  diversification  of  the  City  and  County’s  economy; 

(h)  The  lowering  of  the  cost  to  City  and  County  consumers  of  necessary  goods 
and  services; 

(i)  The  environmentally  optimum  disposition  of  waste  materials  of  the  City 
and  County;  and 

(j)  The  enhancement  of  the  general  economic  prosperity,  health,  safety  and 
welfare  of  the  residents  of  the  City  and  County. 

The  availability  of  the  financial  assistance  authorized  by  this  Chapter  will 
serve  those  purposes  and  the  general  plan  of  the  City  and  County  by  providing 
private  enterprises  and  the  City  and  County  with  new  methods  of  financing  capital 
outlays  in  the  City  and  County  and  by  ensuring  that  economic  development  within 
the  City  and  County  will  reflect  the  local  community’s  needs  and  objectives  and 
will  be  environmentally  optimum  with  respect  to  both  the  physical  and  social 
environment  of  the  City  and  County.  The  City  and  County  shall  promote  such 
public  interests  pursuant  to  this  Chapter  without  adversely  affecting  areas  outside 
the  City  and  County  and  without  conflicting  with  efforts  by  the  State  of  California 
to  solve  problems  of  statewide  concern.  (Added  by  Ord.  No.  139-83,  App.  3/18/83) 

SEC.  48.3.  DEFINITIONS.  Unless  the  context  otherwise  requires,  the  | 
terms  defined  in  this  Chapter  shall  have  the  following  meanings: 


Section  48.1 


Sec.  48.63. 
Sec.  48.64. 
Sec.  48.65. 
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(a)  “Board”  means  the  Board  of  Supervisors  of  the  City  and  County  of  San 
Francisco. 

(b)  “Bonds”  means  the  bonds,  notes,  certificates,  debentures  and  other  obli- 
gations and  evidences  of  indebtedness  authorized  to  be  issued  by  the  City  and 
County  pursuant  to  this  Chapter  and  payable  as  provided  in  this  Chapter. 

(c)  “City”  means  the  City  and  County  of  San  Francisco. 

(d)  “Cost”  means  the  total  of  all  costs  incurred  by  or  on  behalf  of  a Participat- 
ing Party  to  carry  out  all  works  and  undertakings  and  to  obtain  all  rights  and  powers 
necessary  or  incident  to  the  acquisition,  construction,  installation,  reconstruction, 
rehabilitation  or  improvement  of  a Facility.  “Cost”  may  include  all  costs  of  issu- 
ance of  bonds  for  such  purposes,  costs  for  construction  undertaken  by  a Participat- 
ing Party  as  its  own  contractor,  capitalized  bond  interest,  reserves  for  debt  service 
and  for  repairs,  replacements,  additions  and  improvements  to  a Facility,  and  other 
working  capital  incident  to  the  operation  of  a Facility. 

(e)  “Facility”  means  any  of  the  facilities,  places  or  buildings  within,  serving 
or  otherwise  substantially  connected  to  the  City  and  County  which  are,  or  will  be, 
maintained  and  operated  for  industrial,  manufacturing,  research  and  develop- 
ment, commercial  or  business  purposes,  or  energy  uses,  or  any  combination  of  such 
purposes  and  uses,  and  conform  to  the  general  plan  of  the  City  and  County  are 
approved  by  the  City  and  County  for  the  financing  authorized  by  this  Chapter,  such 
approval  being  given  only  when  the  City  and  County  finds  and  determines  that 
such  financing  (1)  will  substantially  promote  one  or  more  of  the  public  purposes 
listed  in  Section  48.2  and  (2)  will  not  have  the  proximate  effect  of  the  relocation  of 
any  substantial  operations  of  the  Participating  Party  from  one  area  of  the  State  to 
another  or  the  abandonment  of  any  substantial  operations  of  such  Participating 
Party  within  other  areas  of  the  State,  or,  if  such  financing  will  have  either  of  such 
effects,  then  such  financing  is  reasonably  necessary  to  prevent  the  relocation  of  any 
substantial  operations  of  the  Participating  Party  from  an  area  within  the  State  to  an 
area  outside  the  State. 

A “Facility”  may  also  be  an  activity  which  may  otherwise  be  financed  pur- 
suant to  the  California  Industrial  Development  Financing  Act  (Government  Code 
Section  91500  et  seq.)  to  the  extent  said  Act  permits  the  financing  of  such  activity 
under  alternative  authority.  “Facility”  includes,  without  limitation,  real  and  per- 
sonal property,  land,  buildings,  structures,  fixtures  machinery  and  equipment  and 
all  such  property  related  to  or  required  or  useful  for  the  operation  of  a Facility. 
Facility  does  not  include  any  facility,  place  or  building  used  or  to  be  used  primarily 
for  sectarian  instruction  or  study  or  as  a place  for  devotional  activities  or  religious 
worship. 

(f)  “Participating  Party”  means  any  individual,  association,  corporation, 
partnership  or  other  entity  which  is  approved  by  the  City  and  County  to  undertake 
the  financing  of  the  Costs  of  a Facility  for  which  this  Chapter  authorizes  the 
issuance  of  Bonds. 

(g)  “Responsible  Department”  means  the  Mayor  except  that,  unless  other- 
wise specified  by  the  Mayor,  Responsible  Department  for  proposals  for  financing 
under  this  Chapter  of  any  Facility  described  in  Section  103(b)  (4)  of  the  Internal 
Revenue  Code  of  1954,  as  amended,  shall  be  that  department,  office,  commission 
or  authority  of  the  City  and  County  having  jurisdiction  over  the  proposed  Facility. 
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(h)  “Revenue"  means  amounts  received  by  the  City  and  County  as  payments 
ofpnncipal.  interest,  and  all  other  charges  with  respect  to  a loan  authorized  by  this 
Chapter,  as  payments  under  a lease,  sublease  or  sale  agreement  with  respect  to  a 
Facility,  as  proceeds  received  by  the  City  and  County  from  mortgage,  hazard  or 
other  insurance  on  or  with  respect  to  a loan  (or  property  securing  such  loan),  lease, 
sublease  or  sale  agreement  all  other  rents,  charges,  fees,  income  and  receipts  derived 
by  the  City  and  County  from  the  financing  of  a Facility  authorized  by  this  Chapter, 
any  amounts  received  by  the  City  and  County  as  investment  earnings  on  moneys 
deposited  in  any  fund  securing  the  Bonds,  and  such  other  legally  available  moneys 
as  the  Board  of  Supervisors  may,  in  its  discretion,  lawfully  designate  as  Revenues. 
(Added  by  Ord.  No.  139-83,  App.  3/18/83) 

SEC.  48.4.  NO  LIMITATION  ON  APPROPRIATIONS.  Revenues,  as 
defined  by  this  Chapter,  and  the  expenditure  of  such  Revenues  shall  not  be  taken 
into  account  in  any  manner  in  determining  the  City  and  County’s  compliance  with 
•Article  XIIIB  of  the  California  Constitution.  (Added  by  Ord.  No.  139-83,  App. 
3/18/83) 


ARTICLE  II 

FINANCING  FACILITIES 

SEC.  48.20.  LOANS  FOR  FACILITIES.  The  City  and  County  is  hereby 
authorized  to  make,  purchase,  or  otherwise  contract  for  the  making  of,  a mortgage 
or  other  secured  or  unsecured  loan,  with  the  proceeds  of  Bonds  and  upon  such 
terms  and  conditions  as  the  City  and  County  shall  deem  proper,  to  any  Participat- 
ing Party  for  the  Costs  of  a Facility.  (Added  by  Ord.  No.  139-83,  App.  3/18/83) 

SEC.  48.21.  ACQUISITION,  CONSTRUCTION,  LEASING  AND 
SELLING  OF  FACILITIES.  The  City  and  County  is  authorized  to  acquire, 
construct,  enlarge,  remodel,  renovate,  alter,  improve,  furnish,  equip  and  lease  as 
lessee,  with  the  proceeds  of  Bonds,  a Facility  solely  for  the  purpose  of  selling  or 
leasing  as  lessor  such  Facility  to  such  Participating  Party,  and  is  further  authorized 
to  make  any  contracts  for  such  purposes.  The  City  and  County  is  also  authorized  to 
contract  with  such  Participating  Party  to  undertake  on  behalf  of  the  City  and 
County  to  construct,  enlarge,  remodel,  renovate,  alter,  improve,  furnish  and  equip 
such  Facility. 

The  City  and  County  is  authorized  to  sell  or  lease,  upon  such  terms  and 
conditions  as  the  City  and  County  shall  deem  proper,  to  a Participating  Party  any 
Facility  owned  by  the  City  and  County  under  this  Chapter,  including  a Facility 
conveyed  to  the  City  and  County  in  connection  with  a financing  authorized  by  this 
Chapter  but  not  being  financed  hereunder.  (Added  by  Ord.  No.  139-83,  App. 
3/18/83) 

SEC.  48.22.  APPLICATIONS  FOR  APPROVAL.  Any  person  may  apply 
to  the  responsible  department  for  approval  as  a Participating  Party  and  for  approval 
of  a Facility  for  financing  under  this  Chapter.  Applications  shall  set  forth  such 
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information  as  the  Responsible  Department  may  require  in  order  to  enable  the 
Responsible  Department  to  evaluate  the  applicant,  the  Facility  and  its  proposed 
costs.  (Added  by  Ord.  No.  139-83,  App.  3/18/83) 

SEC.  48.23.  FEES.  The  City  and  County  is  hereby  authorized  to  charge 
Participating  Parties  application,  commitment,  financing  and  other  fees,  in  order  to 
recover  all  administrative  and  other  costs  and  expenses  incurred  in  the  exercise  of 
the  powers  and  duties  conferred  by  this  Chapter.  The  Responsible  Department 
shall  transmit  a letter  agreement  or  contract  to  a Participating  Party  which  will 
obligate  such  party  to  pay  such  fees  and  expense  as  the  City  and  County  may  charge 
or  incur  hereunder.  (Added  by  Ord.  No.  139-83,  .App.  3/18/83) 

SEC.  48.24.  INSURANCE.  The  City  and  County  is  hereby  authorized  to 
obtain,  or  aid  in  obtaining,  from  any  department  or  agency  of  the  United  States  or 
of  the  State  of  California  or  any  private  company,  any  insurance  or  guarantee  as  to, 
or  of,  or  for  the  payment  or  repayment  of,  interest  or  principal,  or  both,  rents,  fees  or 
other  charges,  or  any  part  thereof,  on  any  loan,  lease  or  sale  obligation  or  any 
instrument  evidencing  or  securing  the  same,  made  or  entered  into  as  authorized  by 
this  Chapter:  and  is  authorized  to  accept  payment  in  such  manner  and  form  as 
provided  therein  in  the  event  of  default  by  a Participating  Party,  and  to  assign  any 
such  insurance  or  guarantee  as  security  for  Bonds.  (Added  bv  Ord.  No.  139-83..App. 
3/18/83) 

SEC.  48.25.  RENTS  AxND  CHARGES.  The  City  and  County  is  hereby 
authorized  to  fix  rents,  payments,  fees,  charges  and  interest  rates  for  a financing 
authorized  by  this  Chapter  and  to  agree  to  revise  from  time  to  time  such  rents, 
payments,  fees,  charges  and  interest  rates  to  reflect  changes  in  interest  rates  on 
Bonds,  losses  due  to  defaults  or  changes  in  other  administrative  expenses.  (.Added 
by  Ord.  No.  139-83.  .App.  3/18/83) 

SEC.  48.26.  SECURITY  FOR  LOANS.  The  City  and  County  is  hereby 
authorized  to  hold  deeds  of  trust  or  mortgages  or  security  interests  in  personal 
property  as  security  for  loans  and  other  obligations  authorized  by  this  Chapter  and 
to  pledge  or  assign  the  same  as  security  for  repayment  of  Bonds.  Such  deeds  of  trust, 
mortgages  or  security  interests,  or  any  other  interest  of  the  City  and  County  in  any 
Facility,  may  be  assigned  to.  and  held  on  behalf  of.  the  City'  and  County  by  any  bank 
or  trust  company  appointed  to  act  as  trustee  by  the  City  and  County  in  any 
resolution  or  indenture  providing  for  the  issuance  of  Bonds.  (Added  bv  Ord.  No. 
139-83,  .App.  3/18/83) 

SEC.  48.27.  PROFESSIONAL  SERVICES.  The  City  and  County  is 
hereby  authorized  to  contract  for  such  engineering,  architectural,  financing, 
accounting,  leasing,  legal  or  other  services  as  may  be  necessary  in  the  judgment  of 
the  City  and  Countv  to  accomplish  the  purposes  of  this  Chapter.  (.Added  bv  Ord. 
No.  139-83,  App.  3/18/83) 

SEC.  48.28.  PUBLIC  WORKS  REQUIREMENTS  INAPPLIC.\BLE. 
Except  as  specifically  provided  in  this  Chapter,  the  acquisition,  construction. 
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installation,  reconstruction,  rehabilitation  or  improvement  of  a Facility  financed 
under  this  Chapter  shall  not  be  subject  to  any  requirements  relating  to  buildings, 
works  or  improvements  owned  or  operated  by  the  City  and  County,  and  any 
requirement  of  public  competitive  bidding  or  other  procedural  restriction  imposed 
on  the  award  of  contracts  for  acquisition  or  construction  of  a City  and  County 
building,  work  or  improvement  or  to  the  lease,  sublease,  sale  or  other  disposition  of 
City  and  County  property  shall  not  be  applicable  to  any  action  taken  under  this 
Chapter.  (.Added  by  Ord.  No.  139-83,  App.  3/18/83) 

SEC.  48.29.  .ADDITIONAL  POWERS.  In  addition  to  all  other  powers 
specifically  granted  by  this  Chapter,  the  City  and  County  is  hereby  authorized  to 
contract  for  and  do  all  things  necessary  or  convenient  to  carry  out  the  purposes  of 
this  Chapter,  provided,  however,  that  the  City  and  County  shall  not  have  the  power 
to  operate  a Facility  financed  under  this  Chapter  as  a business,  except  temporarily 
in  the  case  of  a default  by  a Participating  Party.  (Added  by  Ord.  No.  139-83,  App. 
3/18/83) 


ARTICLE  III 
BONDS 

SEC.  48.40.  ISSUANCE  OF  BONDS.  The  City  and  County  is  authorized 
to  issue  Bonds  in  an  unlimited  aggregate  principal  amount,  from  time  to  time,  in 
such  series  and  amounts  as  are  determined  by  the  Board  of  Supervisors  to  be 
necessary  or  appropriate  to  provide  for  the  Costs  of  Facilities  approved  by  the 
Board  of  Supervisors.  Bonds  shall  be  negotiable  instruments  for  all  purposes, 
subject  only  to  the  provisions  of  such  Bonds  for  registration.  (Added  by  Ord.  No. 
139-83.  App.  3/18/83) 

SEC.  48.41.  BONDS  NOT  DEBT  OF  CITY.  All  of  the  Bonds  authorized 
under  this  Chapter  shall  be  limited  obligations  of  the  City  and  County  payable  from 
all  or  any  specified  part  of  the  revenues  and  the  moneys  and  assets  authorized  in 
this  Chapter  to  be  pledged  or  assigned  to  secure  payment  of  Bonds.  Such  revenues, 
moneys  or  assets  shall  be  the  sole  source  of  repayment  of  such  issues  of  Bonds. 
Bonds  issued  as  authorized  by  this  Chapter  shall  not  be  deemed  to  constitute  a debt 
or  liability  of  the  City  and  County  or  a pledge  of  the  faith  and  credit  of  the  City  and 
County  but  shall  be  payable  solely  from  specified  revenues,  moneys  and  assets.  The 
issuance  of  Bonds  shall  not  directly,  indirectly,  or  contingently  obligate  the  City 
and  County  to  levy  or  pledge  any  form  of  taxation  or  to  make  any  appropriation  for 
their  payment. 

All  Bonds  shall  contain  on  the  face  thereof  a statement  to  the  following  effect; 

Neither  the  faith  and  credit  nor  the  taxing  power  of  the  City  and  County  of  San 

Francisco  is  pledged  to  the  payment  of  the  principal  of  or  premium,  if  any,  or 

interest  on  this  bond. 

(Added  by  Ord.  No.  139-83,  App.  3/18/83) 
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SEC.  48.42.  BOND  TERMS.  Bonds  shall  be  issued  as  serial  bonds,  term 
bonds,  installment  bonds  or  pass-through  certificates  or  any  combination  thereof. 
The  Responsible  Department  shall  determine  the  terms  and  timing  of  the  issuance 
of  particular  Bonds  in  accord  with  the  resolution  of  the  Board  of  Supervisors 
approving  the  particular  Facility  to  be  financed  thereby.  Bonds  shall  bear  such  date 
or  dates,  mature  at  such  time  or  times  not  to  exceed  40  years,  bear  interest  at  such 
fixed  or  variable  rate  or  rates  approved  by  the  Participating  Party  whose  Facility  is 
being  financed  but  not  to  exceed  the  maximum  rate  permitted  by  law,  be  payable  at 
such  time  or  times,  be  in  such  denominations,  be  in  such  form,  either  coupon  or 
registered,  carry  such  registration  privileges,  be  executed  in  such  manner,  be 
payable  in  lawful  money  of  the  United  States  of  America  at  such  place  or  places,  be 
subject  to  such  terms  of  redemption  and  have  such  other  terms  and  conditions  as 
such  resolution,  or  any  indenture  to  be  entered  into  by  the  City  and  County 
pursuant  to  such  resolution,  shall  provide.  Bonds  shall  be  sold  at  either  public  or 
private  sale  and  for  such  prices  as  the  City  and  County  shall  determine.  (Added  by 
Ord.  No.  139-83,  App.  3/18/83) 

SEC.  48.43.  BOND  PROVISIONS.  Any  resolution  relating  to  the  issuance 
of  any  Bonds,  or  any  indenture  to  be  entered  into  by  the  City  and  County  pursuant 
to  such  resolution,  may  contain  provisions  respecting  any  of  the  following  terms 
and  conditions,  which  shall  be  a part  of  the  contract  with  the  holders  of  such  Bonds; 

(a)  The  terms,  conditions  and  form  of  such  Bonds  and  the  interest  and 
principal  to  be  paid  thereon; 

(b)  Limitations  on  the  uses  and  purposes  to  which  the  proceeds  of  sale  of  such 
Bonds  may  be  applied,  and  the  pledge  or  assignment  of  such  proceeds  to  secure  the 
payment  of  such  Bonds; 

(c)  Limitations  on  the  issuance  of  additional  parity  Bonds,  the  terms  upon 
which  additional  parity  Bonds  may  be  issued  and  secured,  and  the  refunding  of 
outstanding  Bonds; 

(d)  The  setting  aside  of  reserves,  sinking  funds  and  other  funds  and  the 
regulation  and  disposition  thereof; 

(e)  The  pledge  or  assignment  of  all  or  any  part  of  the  Revenues  and  of  any 
other  moneys  or  assets  legally  available  therefor  (including  loans,  deeds  of  trust, 
mortgages,  leases,  subleases,  sales  agreements  and  other  contracts  and  security 
interests)  and  the  use  and  disposition  of  such  Revenues,  moneys  and  assets,  subject 
to  such  agreements  with  the  holders  of  Bonds  as  may  then  be  outstanding; 

(f)  Limitation  on  the  use  of  Revenues  for  operating,  administration  or  other 
expenses  of  the  City  and  County; 

(g)  Specification  of  the  act  or  omissions  to  act  which  shall  constitute  a default 
in  the  duties  of  the  City  and  County  to  holders  of  such  Bonds,  and  providing  the 
rights  and  remedies  of  such  holders  in  the  event  of  default,  including  any  limita- 
tions on  the  right  of  action  by  individual  bondholders; 

(h)  The  appointment  of  a corporate  trustee  to  act  on  behalf  of  the  City  and 
County  and  the  holders  of  its  Bonds,  the  pledge  or  assignment  of  loans,  deeds  of 
trust,  mortgages,  leases,  subleases,  sale  contracts  and  any  other  contracts  to  such 
trustee,  and  the  rights  of  such  trustee; 


\ 
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(i)  The  procedure,  if  any,  by  which  the  terms  of  any  contract  with  bond- 
holders may  be  amended  or  abrogated  the  amount  of  such  Bonds  the  holders  of 
which  must  consent  thereto,  and  the  manner  in  which  such  consent  may  be  given; 
and 

(j)  .Any  other  provisions  which  the  Board  of  Supervisors  or  the  Responsible 
Department  may  deem  reasonable  and  proper  for  the  purposes  of  this  Chapter  and 
the  security  of  the  bondholders.  (Added  by  Ord.  No.  139-83,  App.  3/18/83) 

SEC.  48.44.  PLEDGE  OF  REVENUES,  MONEY  OR  PROPERTY; 
LIEN.  Any  pledge  of  Revenues  or  other  moneys  or  assets  as  authorized  by  this 
Chapter  shall  be  valid  and  binding  from  the  time  such  pledge  is  made.  Revenues, 
moneys  and  assets  so  pledged  and  thereafter  received  by  the  City  and  County  shall 
immediately  be  subject  to  the  lien  of  such  pledge  without  any  physical  delivery 
thereof  or  further  act,  and  the  lien  of  any  such  pledge  shall  be  valid  and  binding  as 
against  all  parties  having  claims  of  any  kind  in  tort,  contract,  or  otherwise  against 
the  City  and  County,  irrespective  of  whether  such  parties  have  notice  thereof. 
Neither  the  resolution  nor  any  indenture  by  which  a pledge  is  created  need  be  filed 
or  recorded  except  in  the  records  of  the  City  and  County.  (Added  by  Ord.  No. 
139-83,  App.  3/18/83) 

SEC.  48.45.  NO  PERSONAL  LIABILITY.  Neither  the  members  of  the 
Board  of  Supervisors,  the  officers  or  employees  of  the  City  and  County  or  the 
Responsible  Department,  nor  any  person  executing  any  Bonds  shall  be  liable 
personally  on  the  Bonds  or  be  subject  to  any  personal  liability  or  accountability  by 
reason  of  the  issuance  thereof.  (Added  by  Ord.  No.  139-83,  App.  3/18/83) 

SEC.  48.46.  PURCHASE  OF  BONDS  BY  CITY.  The  City  and  County 
shall  have  the  power  out  of  any  funds  available  to  purchase  its  Bonds.  The  City  and 
County  may  hold,  pledge,  cancel,  or  resell  such  Bonds,  in  accordance  with  agree- 
ments with  the  bondholders.  (Added  by  Ord.  No.  139-83,  App.  3/18/83) 

SEC.  48.47.  ACTIONS  BY  BONDHOLDERS.  Any  holder  of  Bonds 
issued  under  the  provisions  of  this  Chapter,  and  any  trustee  appointed  pursuant  to 
any  resolution  relating  to  the  issuance  of  Bonds,  except  to  the  extent  the  rights 
thereof  may  be  restricted  by  such  resolution  or  any  indenture  authorized  thereby  to 
be  entered  into  by  the  City  and  County,  may,  either  at  law  or  in  equity,  by  suit, 
action,  mandamus  or  other  proceedings,  protect  or  enforce  any  and  all  rights 
specified  in  law  or  in  such  resolution  or  indenture,  and  may  enforce  and  compel  the 
performance  of  all  duties  required  by  this  Chapter  or  by  such  resolution  or  indent- 
ure to  be  performed  by  the  City  and  County  or  by  any  officer,  employee,  or  agent  of 
the  City  and  County,  including  the  fixing,  charging,  and  collecting  of  rates,  fees, 
interest,  and  charges  authorized  and  required  by  the  provisions  of  such  resolution 
or  indenture  to  be  fixed,  charged,  and  collected.  (Added  by  Ord.  No.  139-83,  App. 
3/18/83) 

SEC.  48.48.  REFUNDING  BONDS.  The  City  and  County  is  hereby 
authorized  to  issue  Bonds  for  the  purpose  of  refunding  any  Bonds  then  outstanding. 
(Added  by  Ord.  No.  139-83,  App.  3/18/83) 
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SEC.  48.49.  BOND  ANTICIPATION  NOTES.  In  anticipation  of  the  sale 
of  Bonds  authorized  by  this  Chapter,  the  City  and  County  is  hereby  authorized  to 
issue  bond  anticipation  notes,  and  to  renew  the  same  from  time  to  time,  in  such 
series  and  amounts  as  are  determined  by  the  Board  of  Supervisors  to  be  necessary 
or  appropriate  for  the  Costs  of  Facilities  approved  by  the  Board  of  Supervisors. 
Such  notes  shall  be  payable  from  Revenues  or  other  moneys  or  assets  authorized  by 
this  Chapter  to  be  pledged  to  secure  payment  of  Bonds,  and  which  are  not  otherwise 
pledged,  or  from  the  proceeds  of  sale  of  the  particular  Bonds  in  anticipation  of 
which  they  are  issued.  Such  notes  shall  be  issued  in  the  same  manner  as  Bonds.  The 
Responsible  Department  shall  determine  the  terms  and  timing  of  the  issuance  of 
particular  bond  anticipation  notes  in  accord  with  the  provisions  of  Section  48.42 
and  the  resolution  of  the  Board  of  Supervisors  approving  the  particular  Facility  to 
be  financed  thereby.  Such  notes,  any  resolution  relating  to  the  issuance  of  such 
notes  and  any  indenture  to  be  entered  into  by  the  City  and  County  pursuant  to  such 
resolution  may  contain  any  provisions,  conditions  or  limitations  permitted  under 
Section  48.43.  (Added  by  Ord.  No.  139-83,  App.  3/18/83) 

SEC.  48.50.  VALIDITY  OF  BONDS.  The  validity  of  the  authorization 
and  issuance  of  any  Bonds  is  not  dependent  on  and  shall  not  be  affected  in  any  way 
by  any  proceedings  taken  by  the  City  and  County  for  the  approval  of  any  financing 
or  the  entering  into  of  any  agreement,  or  by  the  failure  to  provide  financing  or  enter 
into  any  agreement,  for  which  Bonds  are  authorized  to  be  issued  under  this  Chapter. 
(Added  by  Ord.  No.  139-83,  App.  3/18/83) 


ARTICLE  IV 

SUPPLEMENTAL  PROVISIONS 

SEC.  48.60.  LIBERAL  CONSTRUCTION.  This  Chapter,  being  neces- 
sary for  the  welfare  of  the  City  and  County  and  its  inhabitants,  shall  be  liberally 
construed  to  effect  its  purposes.  (Added  by  Ord.  No.  139-83,  App.  3/18/83) 

SEC.  48.61.  OMISSIONS  NOT  TO  AFFECT  VALIDITY  OF  BONDS. 

Any  omission  of  any  officer  of  the  City  and  County  in  proceedings  under  this 
Chapter  or  any  other  defect  in  the  proceedings  shall  not  invalidate  such  proceedings 
or  the  Bonds  issued  pursuant  to  this  Chapter.  (Added  by  Ord.  No.  139-83,  .App. 
3/18/83) 

SEC.  48.62.  FULL  AUTHORITY.  This  Chapter  is  full  authority  for  the 
issuance  of  Bonds  by  the  City  and  County  for  any  of  the  purposes  specified  herein. 
(Added  by  Ord.  No.  139-83,  App.  3/18/83) 

SEC.  48.63.  ADDITIONAL  AUTHORITY.  This  Chapter  shall  be  deemed 
to  provide  a complete,  additional,  and  alternative  method  for  doing  the  things 
authorized  thereby,  and  shall  be  regarded  as  supplemental  and  additional  to  the 
powers  conferred  by  other  laws.  The  issuance  of  Bonds  under  the  provisions  of  this 
Chapter  need  not  comply  with  the  requirements  of  any  other  law  applicable  to  the 
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issuance  of  bonds.  The  purposes  authorized  hereby  may  be  effectuated  and  Bonds 
are  authorized  to  be  issued  for  any  such  purposes  under  this  Chapter  notwithstand- 
ing that  any  other  law  may  provide  for  such  purposes  or  for  the  issuance  of  bonds 
for  like  purposes  and  without  regard  to  the  requirements,  restrictions,  limitations 
or  other  provisions  contained  in  any  other  law.  (Added  by  Ord.  No.  139-83,  App. 
3/18/83) 

SEC.  48.64.  CHAPTER  CONTROLLING.  To  the  extent  that  the  provi- 
sions of  this  Chapter  are  inconsistent  with  the  provisions  of  any  general  statute  or 
special  act  or  parts  thereof  the  provisions  of  this  Chapter  shall  be  deemed  control- 
ling. (Added  by  Ord.  No.  139-83,  App.  3/18/83) 

SEC.  48.65.  SEVERABILITY.  If  any  provisions  of  this  Chapter  or  the 
application  thereof  to  any  person  or  circumstance  is  held  invalid,  such  invalidity 
shall  not  affect  any  other  provision  or  application  of  this  Chapter  which  can  be 
given  effect  without  the  invalid  provision  or  application,  and  to  this  end  the 
provisions  of  this  Chapter  are  declared  to  be  severable.  The  Board  of  Supervisors 
hereby  declares  that  it  would  have  adopted  and  passed  this  Chapter  and  each 
section,  subsection,  sentence,  clause,  phrase  and  word  hereof,  irrespective  of  the 
fact  that  any  one  or  more  of  the  other  sections,  subsections,  sentences,  clauses, 
phrases  or  words  hereof  be  declared  invalid  or  unconstitutional.  (Added  by  Ord. 
No.  139-83,  App.  3/18/83) 
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CHAPTER  49 

SECURITY  DEPOSITS  FOR  RESIDENTIAL  RENTAL  PROPERTY 

Sec.  49. 1 . Security  Deposit  for  Residential  Rental  Property  Defined. 

Sec.  49.2.  Payment  of  Interest  on  Security  Deposits. 

Sec.  49.3.  Remedies. 

Sec.  49.4.  Waiver. 

Sec.  49.5.  Severability. 

SEC.  49.1.  SECURITY  DEPOSIT  FOR  RESIDENTIAL  RENTAL 
PROPERTY  DEFINED.  As  provided  in  Section  1950.5  of  the  California  Civil 
Code,  a security  deposit  is  any  payment,  fee,  deposit  or  charge  including,  but  not 
limited  to,  any  of  the  following:  (1)  The  compensation  of  a landlord  for  a tenant’s 
default  in  the  payment  of  rent;  (2)  the  repair  of  damages  to  the  premises  caused  by 
the  tenant;  (3)  the  cleaning  of  the  premises  upon  termination  of  the  tenancy.  (Added 
by  Ord.  No.  299-83,  App.  6/3/83) 

SEC.  49.2.  PAYMENT  OF  INTEREST  ON  SECURITY  DEPOSITS,  (a) 
A landlord  who  is  subject  to  the  provisions  of  Section  1950.5  of  the  California  Civil 
Code  shall  pay  at  least  five  percent  simple  interest  per  year  on  all  security  deposits 
held  for  at  least  one  year  for  his/her  tenants;  provided,  however,  that  this  require- 
ment shall  not  apply  where  the  rent  is  assisted  or  subsidized  by  any  government 
unit,  agency  or  authority. 

(b)  Interest  shall  begin  accruing  on  September  1,  1983,  or  on  whatever  date 
the  security  deposit  is  received  by  the  landlord  after  September  1,  1983.  Beginning 
on  September  1, 1984,  or  on  any  date  thereafter  upon  which  the  security  deposit  has 
been  held  by  the  landlord  for  one  year,  a tenant  shall  be  given  the  unpaid  accrued 
interest  in  the  form  of  ether  a direct  payment  or  a credit  against  the  tenant’s  rent. 
The  landlord  shall  choose  between  these  two  methods  of  payment. 

(c)  The  landlord  may  elect  to  pay  the  accrued  interest  as  provided  in  Subsec- 
tion (b)  above  on  a monthly  basis,  but  in  no  event  less  than  once  a year. 

(d)  Upon  termination  of  tenancy,  a tenant  whose  security  deposit  has  been 
held  for  one  year  or  more  shall  be  entitled  to  a direct  payment  of  any  unpaid  accrued 
interest  no  later  than  two  weeks  after  the  tenant  has  vacated  the  premises;  provided, 
however,  that  a landlord  may  retain  any  portion  of  the  unpaid  accrued  interest, 
subject  to  the  limitations  and  requirements  set  forth  in  Section  1950.5  (e)  of  the 
California  Civil  Code,  where  the  security  deposit  alone  is  insufficient  to  remedy 
tenant  default  in  the  payment  of  rent,  to  repair  damages  to  the  premises  caused  by 
the  tenant,  exclusive  of  ordinary  wear  and  tear,  or  to  clean  such  premises,  if 
necessary,  upon  termination  of  the  tenancy. 

(e)  Nothing  in  this  Chapter  shall  preclude  a landlord  from  exercising  his  or 
her  discretion  in  investing  security  deposits. 

(f)  Notwithstanding  the  provisions  of  (a)  through  (d)  above,  where  a landlord 
seeks  reimbursement  for  the  annual  Residential  Rent  Stabilization  and  Arbitration 
fee  as  provided  in  Sec.  37A.6  of  this  Code,  the  landlord  may  deduct  said  fee  from  the 
next  interest  payment  owed  to  the  tenant  pursuant  to  this  Chapter.  (Added  by  Ord. 
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No.  299-83.  .App.  6/3/83;  amended  by  Ord.  278-89,  App.  8/2/89;  Ord.  291-90,  App. 
8/1/90) 

SEC.  49.3.  REMEDIES.  The  rights,  obligations  and  remedies  of  tenants 
and  landlords  under  this  Chapter  shall  be  as  provided  in  Subsections  (f),  (g),  (h)  and 
(j)  of  Section  1950.5  of  the  California  Civil  Code.  (Added  by  Ord.  No.  299-83,  App. 
6/3/83) 

SEC.  49.4.  W.AIVER.  Any  waiver  by  a tenant  of  rights  under  this  Chapter 
shall  be  void  as  contrary  to  public  policy.  (Added  by  Ord.  No.  299-83,  App.  6/3/83) 

SEC.  49.5.  SEVERABILITY.  If  any  provision  or  clause  of  this  Chapter  or 
the  application  thereof  to  any  person  or  circumstance  is  held  to  be  unconstitutional 
or  to  be  otherwise  invalid  by  any  court  of  competent  jurisdiction,  such  invalidity 
shall  not  affect  other  Chapter  provisions,  and  clauses  of  this  Chapter  are  declared  to 
be  severable.  (Added  by  Ord.  No.  299-83,  App.  6/3/83) 
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Loan  Fees  and  Interest  Rates;  Deferrals  and  Waivers. 

Security  for  Loans. 

Insurance. 

Transfer  and  Assignment  of  Loans. 

ARTICLE  IV 

MISCELLANEOUS  PROVISIONS 

Sec.  50.30. 

Severability. 

ARTICLE  I 

GENERAL  PROVISIONS 

SEC.  50.1.  PURPOSE  AND  FINDINGS.  The  Board  of  Supervisors  hereby 
finds  and  declares  that  nonprofit  performing  arts  organizations  are  an  important 
cultural  element  of  the  quality  of  life  in  San  Francisco.  The  Board  also  finds  and 
declares  that  numerous  arts  organizations  either  operate  out  of  facilities  which  do  not 
meet  the  standards  imposed  by  City  and  State  fire,  building,  earthquake  and  other 
safety  codes  or  are  unable  to  acquire  adequate  operating  space.  Many  of  these  arts 
organizations  are  financially  unable  to  maintain  their  facilities  or  m^e  the  capital 
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improvements  needed  to  bring  their  facilities  into  compliance  with  these  codes.  This 
Chapter  is  therefore  enacted  in  order  to  make  low-cost  loans  available  to  qualified 
ans  organizations  for  faciUties  maintenance,  renovation  and  capital  improvements  so 
that  they  may  carry  on  their  work  in  facilities  which  are  in  full  compliance  with  all 
applicable  code  requirements  and  with  all  other  requirements  which  enable  the 
facilities  to  be  used  for  performing  arts.  In  addition,  this  Chapter  is  enacted  in  order 
that  low-cost  loans  may  be  made  to  these  arts  organizations  for  the  acquisition  or 
renovation  of  adequate  operating  space,  to  the  extent  that  funds  are  available  for  this 
purpose. 

The  Board  of  Supervisors  expressly  finds  and  declares  that  the  appropriation  and 
expenditure  of  public  funds  for  the  purposes  set  forth  above  will  serve  a public 
purpose  and  will  benefit  the  residents  of  San  Francisco  as  a whole.  Nonprofit  arts 
organizations  which  work  in  substandard  facilities  are  currently  faced  with  the  choice 
of  either  continuing  to  work  in  environments  that  are  unsafe  for  their  members  and 
audiences  alike,  or  of  interrupting  their  work  while  they  seek  new  and  adequate 
facilities.  The  loans  to  be  provided  under  this  Chapter  will  assure  that  these  arts 
organizations  carry  on  their  efforts  in  facilities  which  enhance  the  health,  safety  and 
welfare  of  the  artists  and  of  those  who  come  to  view  their  work.  (Added  by  Ord.  69- 
84.  App.  2/15/84;  amended  by  Ord.  160-91,  App.  4/25/91) 

SEC.  50.2.  DEFEVITIONS.  Unless  otherwise  indicated  by  the  context,  the 
following  definitions  shall  govern  the  construction  of  this  Chapter: 

(a)  “Arts  organization”  shall  mean  a nonprofit  performing  arts  organization 
which  is  exempt  from  taxation  imder  Section  501(c)(3)  of  the  Internal  Revenue  Code 
of  1986,  as  amended,  and  which  is  otherwise  eligible  for  loans  under  this  Chapter. 

(b)  “Director”  shall  mean  the  Director  of  the  Mayor’s  Office  of  Housing,  or  his 
or  her  designee. 

(c)  “Fund”  shall  mean  the  Nonprofit  Performing  Arts  Loan  Fund,  established 
pursuant  to  Administrative  Code  Section  10.117-41. 

(d)  “Incipient  code  violation”  shall  mean  a physical  condition  of  property  which 
may  reasonably  be  expected  to  deteriorate  into  a code  violation  within  two  years. 
(Added  by  Ord.  69-84,  App.  2/15/84;  amended  by  Ord.  160-91,  App.  4/25/91) 

ARTICLE  n 

LOAN  ADMINISTRATION 

SEC.  50.10.  DUTIES  OF  CITY  AND  COUNTY  AGENCIES.  The  Director 
shall  be  responsible  for  administration  of  all  aspects  of  the  Nonprofit  Performing  Arts 
Loan  Program.  The  Director  and  each  City  and  County  agency  assigned  responsibili- 
ties under  this  Chapter  shall  have  all  such  authority  as  may  be  reasonably  necessary 
to  carry  out  those  responsibilities.  While  retaining  the  overall  responsibility  for  the 
administration  of  the  program,  the  Director  may  utilize  the  services  of  the  Department 
of  Public  Works  and  the  Fire  Department  in  coimection  with  the  code  enforcement 
aspects  of  the  program,  and  the  services  of  the  Real  Estate  Department  in  connection 
with  the  loan  financing  aspects  of  the  program.  The  Director  may  also  request  the 
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assistance  of  any  other  City  and  County  agency  in  meeting  his  or  her  responsibilities 
under  this  program.  (Add^  by  Ord.  69-84,  App.  2/15/84) 

SEC.  50.11.  RULES  AND  REGULATIONS.  The  Director  shall  promulgate 
such  rules  and  regulations  as  he  or  she  may  deem  appropriate  to  carry  out  the  provi- 
sions of  this  Chapter.  Said  rules  and  regulations  shall  be  developed  in  consultation 
with  pertinent  City  and  County  agencies  and  any  other  appropriate  organizations 
which  the  Director  in  his  or  her  discretion  may  choose  to  consult.  The  Board  of 
Supervisors  shall  by  resolution  approve  all  such  rules  and  regulations  prior  to  their 
effective  date.  A copy  of  all  such  rules  and  regulations  shall  be  available  for  review 
by  the  public  during  regular  business  hours  in  the  office  of  the  Director,  the  office 
of  the  Clerk  of  the  Board  of  Supervisors,  the  Fire  Prevention  Bureau  of  the  Fire 
Department,  the  Department  of  Public  Works  and  in  every  other  office  which  is 
assigned  responsibilities  for  carrying  out  this  program.  (Added  by  Ord.  69-84,  App. 
2/15/84) 

SEC.  50.12.  REPORTS  TO  THE  BOARD  OF  SUPERVISORS.  The 
Director  shall  submit  a semi-annual  report  to  the  Board  of  Supervisors,  within  90  days 
following  the  completion  of  each  six-month  period,  setting  forth  a description  of  all 
loans  made  under  this  Chapter  and  an  accounting  of  the  uses  made  of  all  monies 
appropriated  to  the  fund  for  the  period  in  question.  The  Director’s  report  shall  include 
the  fees,  interest  rates  and  other  charges  levied  for  each  loan.  The  semi-annual  reports 
shall  also  include  the  following  information: 

(a)  For  loans  subsequent  to  the  date  of  the  last  semi-annual  report,  the  primary 
purpose  of  the  loan,  the  principal  amount,  interest  rate,  and  any  fees  which  have  been 
charged  on  the  loan  in  excess  of  regularly  scheduled  interest  payments;  and 

(b)  For  loans  outstanding  as  of  the  date  of  the  last  semi-aimual  report,  the 
outstanding  principal  balance,  the  current  status  of  principal  and  interest,  repayments 
made,  if  any,  any  current  or  potential  default  under  the  loan  documents  and  any 
potential  administrative  action  to  be  taken  with  respect  thereto.  (Added  by  Ord.  69-84, 
App.  2/15/84;  amended  by  Ord.  160-91,  App.  4/25/91) 

ARTICLE  in 
LOAN  REQUIREMENTS 

SEC.  50.20.  APPLICANT’S  PLAN  FOR  FACILITIES  MAINTENANCE 
AND  CAPITAL  IMPROVEMENTS.  Each  loan  applicant  shall  submit  a proposed 
plan  for  facilities  maintenance  and  capital  improvements  or  acquisition  as  part  of  the 
loan  application  process.  The  proposed  plan  shall  include  provisions  designed  to 
correct  all  code  violations  and  incipient  code  violations  of  applicable  City  and  State 
fire,  building,  earthquake  and  other  safety  codes,  and  any  other  provisions  which  the 
Director  in  his  or  her  discretion  may  require.  In  consultation  with  the  Department  of 
Public  Works,  the  Fire  Department  and  other  relevant  City  and  Coimty  agencies,  the 
Director  shall  review  the  proposed  plan  to  ensme  that  it  meets  all  applicable  code 
requirements  for  the  subject  property.  (Added  by  Ord.  69-84,  App.  2/15/84) 
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SEC.  50.21.  ELIGIBILITY  FOR  LOANS.  Each  arts  organization  working 
in  a facility  in  San  Francisco  which  has  been  or  is  subject  to  being  cited  for  code 
violations  or  incipient  code  violations  or  that  intends  to  acquire  or  renovate  a facility 
in  San  Francisco  shall  be  ehgible  for  a loan  under  this  Chapter.  Loans  under  this 
Chapter  shall  be  available  only  to  arts  organizations  with  aimual  budgets  of  less  than 
$1,000,000,  and  only  for  the  repair  and  maintenance  or  acquisition  of  facilities 
containing  50  to  499  seats.  Each  arts  organization  shall  apply  for  a loan  in  compliance 
with  all  applicable  rules  and  regulations  as  promulgated  by  the  Director;  shall 
demonstrate  to  the  satisfaction  of  the  Director  the  ability  to  repay  such  a loan;  and 
shall  meet  all  applicable  requirements  as  set  forth  in  this  Chapter. 

Priority  for  loans  shall  be  given  to  arts  organizations  seeking  funds  to  correct 
life  safety  code  violations  in  the  facility  where  they  are  presently  working  or  acquisi- 
tions necessitated  by  life  safety  code  defects.  It  is  the  intent  of  the  Board  of  Supervi- 
sors that  the  maximum  degree  of  cultural  and  ethnic  diversity  be  achieved  among  loan 
recipients,  to  insure  that  minority,  disabled,  lesbian/gay  and  other  arts  organizations 
may  share  in  the  benefits  of  this  program.  In  administering  this  loan  program,  the 
Director  shall  give  priority  to  this  intent  and  shall  insure  that  sufficient  funds  are 
available  to  achieve  this  purpose.  (Added  by  Ord.  69-84,  App.  2/15/84;  amended  by 
Ord.  160-91,  App.  4/25/91) 

SEC.  50.22.  MAXIMUM  LOAN  AMOUNT;  FACTORS  IN  DETERMIN- 
ING TERMS  AND  CONDITIONS.  The  maximum  amount  of  a loan  imder  this 
Chapter  shall  be  $150,000.  The  Director  shall  determine  the  terms  and  conditions  of 
each  loan,  based  upon  the  following  factors; 

(a)  Whether  the  arts  organization  owns  the  subject  property  or  holds  a longterm 
lease  the  life  of  which  exceeds  the  anticipated  repayment  period; 

(b)  The  size,  age,  value  and  condition  of  the  subject  property; 

(c)  The  nature  and  extent  of  all  code  and  incipient  code  violations; 

(d)  The  type  of  security  to  be  given  for  the  loan; 

(e)  The  verifiable  financial  soundness  of  the  arts  organization  and  its  ability 
to  complete  the  project  for  which  the  loan  application  is  made; 

(0  The  degree  to  which  an  arts  organization  can  demonstrate  community 
interest  in  and  support  for  its  artistic  programs;  and 

(g)  Any  other  factors  that  the  Director  shall,  by  rule  and  regulation,  establish. 
(Added  by  Ord.  69-84,  App.  2/15/84;  amended  by  Ord.  160-91,  App.  4/25/91) 

SEC.  50.23.  LOAN  FEES  AND  INTEREST  RATES;  DEFERRALS  AND 
WAIVERS.  A one  percent  loan  fee  on  the  principal  of  the  loan  shall  be  levied  for 
all  loans  made  under  this  Chapter.  An  interest  rate  of  three  percent  simple  interest 
shall  also  be  levied  by  the  Director. 

In  individual  cases  of  documented  hardship,  the  Director  may  either  waive 
payment  of  the  loan  fee  or  defer  it  until  the  termination  of  the  loan.  The  Director  shall 
promulgate  rules  and  regulations  which  shall  be  applied  in  making  determinations  of 
such  waivers  and  deferrals.  (Added  by  Ord.  69-84,  App.  2/15/84) 

SEC.  50.24.  SECURITY  FOR  LOANS.  The  owner  of  the  subject  property 
shall  agree  in  writing  to  all  alterations  to  the  property  to  be  financed  by  the  loan  as 
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a prerequisite  to  granting  a loan  to  any  arts  organization  which  is  a tenant  in  the 
subject  property.  A copy  of  the  arts  organization’s  lease  shall  also  be  filed  with  the 
Director. 

Every  loan  made  under  this  Chapter  shall  be  fully  secured.  The  Director  shall 
evaluate  the  types  of  security  offered  by  each  loan  applicant  and  shall  give  preference 
to  those  types  and  amoimts  of  security  that  in  his  or  her  opinion  will  provide  the 
greatest  protection  for  the  City’s  funds.  Further,  the  Director  shall  determine  that  the 
liquidation  value  of  any  security  equals  or  exceeds  the  full  value  of  the  loan  and  the 
expected  costs  of  proceeding  on  such  security  and  obtaining  the  proceeds  of  any 
collateral.  Those  tj^es  of  security  shall  include,  but  are  not  limited  to: 

(a)  A deed  of  trust  on  the  subject  property,  naming  the  City  and  County  as 
beneficiary; 

(b)  The  guarantee  of  the  owner  of  the  subject  property,  in  cases  where  the  arts 
organization  is  the  tenant  of  the  property  to  be  improved; 

(c)  The  independent,  joint  and  several,  collateral  guarantee  of  the  Board  of 
Directors  of  an  arts  organization; 

(d)  A chattel  mortgage  or  financing  statement  on  equipment  or  other  personal 
property  owned  by  the  arts  organization.  (Added  by  Ord.  69-84,  App.  2/15/84; 
amended  by  Ord.  160-91,  App.  4/25/91) 

SEC.  50.25.  INSURANCE.  All  loans  made  under  this  Chapter  shall  provide 
that  the  loan  applicant  shall  maintain,  throughout  the  term  of  the  loan,  ^e  and 
lightning  insurance  with  an  extended  coverage  endorsement  and  a vandalism  and 
malicious  mischief  endorsement.  Such  insurance  shall  be  in  an  amount  equal  to  100 
percent  of  the  replacement  cost  of  the  improvements  or  other  work  to  be  financed  by 
the  proceeds  of  the  loan.  If  a loss  occurs  which  results  in  the  total  destruction  of  the 
subject  structure,  the  insurance  policy  shall  provide  payment  to  the  City  in  the  amount 
of  the  then  outstanding  loan  balance.  The  Director  shall  promulgate  regulations,  in 
consultation  with  the  Risk  Manager,  to  determine  the  circumstances  in  which  any 
additional  insurance  requirements  may  be  imposed.  (Added  by  Ord.  69-84,  App. 
2/15/84) 

SEC.  50.26.  TRANSFER  AND  ASSIGNMENT  OF  LOANS,  (a)  The  unpaid 
amount  of  any  loan  shall  be  due  and  payable  upon  the  occurrence  of  any  of  the 
following  events: 

(1)  Sale  or  transfer  of  ownership  of  the  property,  if  the  arts  organization  is  the 
owner  of  the  subject  property. 

(2)  The  vacation  of  the  property  by  the  arts  organization,  if  the  organization  is 
the  tenant  of  the  subject  property. 

(3)  Cessation  of  activities  by  the  borrower  as  a nonprofit  performing  arts 
organization,  whether  or  not  the  property  is  transferred  or  vacated. 

(4)  Cessation  of  use  of  the  property  as  a performing  arts  facility, 

(b)  Assignment  of  the  unpaid  amount  of  such  a loan  to  a purchaser  or  transferee 
may  be  permitted  where  the  Director  determines  that  the  purchaser  or  transferee  is 
an  arts  organization  which  qualifies  for  a loan  under  current  loan  eligibility  standards. 
The  Director  shall  promulgate  rules  and  regulations  which  shall  be  applied  in  making 
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the  determinations  required  under  this  subsection.  (Added  by  Ord.  69-84,  App. 
2/15/84;  amended  by  Ord.  160-91,  App.  4/25/91) 

ARTICLE  rV 

MISCELLANEOUS  PROVISIONS 

SEC.  5030.  SEVERABILITY.  The  provisions  of  this  ordinance  shall  not 
apply  to  any  person,  association,  corporation  or  to  any  property  as  to  whom  or  which 
it  is  beyond  the  power  of  the  City  and  County  to  legislate.  If  any  sentence,  clause, 
section  or  part  of  this  ordinance  is  found  to  be  unconstitutional,  illegal  or  invalid,  such 
unconstitutionality,  illegality,  or  invalidity  shall  affect  only  such  clause,  sentence, 
section  or  part  of  this  ordinance,  or  person  or  entity;  and  shall  not  affect  or  impair 
any  of  the  remaining  provisions,  sentences,  clauses,  sections  or  other  parts  of  this  ordi- 
nance, or  its  effect  on  other  persons  or  entities.  It  is  hereby  declared  to  be  the 
intention  of  the  Board  of  Supervisors  of  the  City  and  County  that  this  ordinance  would 
have  been  adopted  had  such  unconstitutional,  illegal  or  invalid  sentence,  clause, 
section  or  part  of  this  ordinance  not  been  included  herein;  or  had  such  person  or  entity 
been  expressly  exempted  from  the  application  of  this  ordinance.  To  this  end  the 
provisions  of  this  ordinance  are  severable.  (Added  by  Ord.  69-84,  App.  2/15/84) 
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CHAPTER  51 


VOLUNTARY  ARTS  CONTRIBUTIONS  PROGRAM 


Sec.  51.01. 
Sec.  51.02. 
Sec.  51.03. 
Sec.  51.04. 
Sec.  51.05. 


Purpose  and  Findings. 
Duties  of  Tax  Collector. 
Duties  of  Mayor. 
Expenditures  from  Fund. 
Severability. 


SEC.  51.01.  PURPOSE  AND  FINDINGS.  The  Board  of  Supervisors  hereby 
finds  and  declares  that  it  is  in  the  public  interest  to  facilitate  private  contributions  for 
the  support  of  the  arts  in  San  Francisco.  To  the  extent  that  members  of  the  public  can 
be  encouraged  to  make  donations  to  nonprofit  arts  organizations,  the  cultural  quality 
of  life  in  the  City  will  be  enhanced  and  the  need  to  support  such  arts  activities  with 
public  funds  will  be  diminished.  This  Chapter  is  therefore  enacted  to  facilitate  the 
collection  and  distribution  of  donations  from  San  Francisco  residents  and  other 
interested  members  of  the  public  for  equipment  acquisition,  facilities  maintenance  and 
capital  improvements.  (Added  by  Ord.  79-84,  App.  2/23/84) 


SEC.  51.02.  DUTIES  OF  TAX  COLLECTOR,  (a)  The  Tax  Collector  shall 
develop  procedures  to  solicit  contributions  from  all  taxpayers  for  nonprofit  arts 
organizations  in  San  Francisco.  Said  procedures  shall  include,  but  not  be  limited  to, 
the  inclusion  of  an  explanatory  brochure  or  other  material  to  be  mailed  in  conjunction 
with  all  property  tax  bills,  stating  that  contributions  for  nonprofit  arts  organizations 
may  be  mailed  to  the  Tax  Collector  in  addition  to  payments  for  property  taxes. 

(b)  The  Tax  Collector  shall  record  the  receipt  of  all  contributions  received  and 
shall  deposit  the  same  into  the  Voluntary  Arts  Contributions  Fund.  (Added  by  Ord. 
79-84,  App.  2/23/84) 


SEC.  51.03.  DUTIES  OF  MAYOR,  (a)  The  Mayor,  or  his  or  her  designee, 
shall  be  responsible  for  the  administration  of  the  Voluntary  Arts  Contributions  Fund, 
and  shall  have  all  such  authority  as  may  be  reasonably  necessary  to  carry  out  those 
responsibilities. 

(b)  The  Mayor  shall  promulgate  such  rules  and  regulations  as  he  or  she  may 
deem  appropriate  to  carry  out  the  provisions  of  this  Chapter.  Such  rules  and  regula- 
tions shall  be  developed  in  consultation  with  any  appropriate  agencies  or  organizations 
with  which  the  Mayor,  or  his  or  her  designee,  may  choose  to  consult.  Such  rules  and 
regulations  shall  be  designed  to  ensure  that  nonprofit  arts  organizations  which  meet 
current  eligibility  requirements  for  the  receipt  of  funds  from  the  Publicity  and 
Advertising  Fund  shall  also  be  eligible  for  the  receipt  of  funds  under  this  Chapter. 

(c)  The  Mayor  shall  submit  a semiannual  report  to  the  Board  of  Supervisors, 
setting  forth  an  accounting  of  the  amounts  disbursed  to  each  nonprofit  arts  organiza- 
tion and  the  uses  for  which  said  funds  were  made.  (Added  by  Ord.  79-84,  App. 
2/23/84;  amended  by  Ord.  287-96,  App.  7/12/96) 

SEC.  51.04.  EXPENDITURES  FROM  FUND.  It  is  the  intent  of  the  Board 
of  Supervisors  that  monies  deposited  into  the  Voluntary  Arts  Contribution  Fund  shall 
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be  made  available  for  equipment  acquisition,  facilities  maintenance  and  capital 
improvements  for  the  benefit  of  nonprofit  arts  organizations. 

In  evaluating  applications  for  funds  under  this  Chapter,  the  Mayor  shall  give 
preference,  where  possible,  to  nonprofit  arts  organizations  with  annual  budgets  of  less 
than  $1,000,000. 

It  is  also  the  intent  of  the  Board  of  Supervisors  that  the  maximum  degree  of 
cultural  and  ethnic  diversity  be  achieved  among  recipients  of  funds  under  this  Chapter, 
to  insure  that  minority,  disabled,  lesbian/gay  and  other  nonprofit  arts  organizations 
may  share  in  the  benefits  of  this  Fund.  In  administering  the  Voluntary  Arts  Contribu- 
tion Fund,  the  Mayor  shall  give  priority  to  this  intent  and  shall  insure  that  sufficient 
funds  are  available  to  achieve  this  purpose.  (Added  by  Ord.  79-84,  App.  2/23/84; 
amended  by  Ord.  287-96,  App.  7/12/96) 

SEC.  51.05.  SEVERABILITY.  If  any  provisions  of  this  ordinance  or  the 
application  thereof  to  any  person  or  circumstance  is  held  invalid,  the  validity  of  the 
remainder  of  the  ordinance  and  the  applicability  of  such  provisions  to  other  persons 
and  circumstances  shall  not  be  affected  thereby.  (Added  by  Ord.  79-84,  App.  2/23/84) 
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I CHAPTER  51A 

YOUTH  AND  CHILDREN  SERVICES  CONTRIBUTIONS  PROGRAM 

Sec.  5 1 A.  1 . Purpose  and  Findings. 

Sec.  5 1 A.2.  Duties  of  Tax  Collector. 

Sec.  51A.3.  Duties  of  Mayor’s  Office  of  Community  Development. 

Sec.  51A.4.  Disbursements  from  Fund. 

SEC.  51A.1.  PURPOSE  AND  FINDINGS.  The  Board  of  Supervisors 
hereby  finds  and  declares  that  it  is  in  the  public  interest  to  facilitate  private 
contributions  for  the  development  of  youth  and  children  programs  in  San  Fran- 
cisco. To  the  extent  that  members  of  the  public  can  be  encouraged  to  make 
donations  for  youth  and  children  programs,  the  quality  of  life  in  the  City  will  be 
enhanced,  incidents  of  delinquency  reduced  and  the  need  to  address  such  activities 
with  public  funds  will  be  diminished.  This  Chapter  is  therefore  enacted  to  facilitate 
the  collection  and  distribution  of  donations  from  San  Francisco  residents  and  other 
interested  members  of  the  public  for  the  creation  and  development  of  youth  and 
children  programs  by  the  City  and  nonprofit  organizations  for  development  of 
recreational  and  cultural  activities  for  the  youth  and  children  of  the  City  including 
but  not  limited  to  administration,  equipment  acquisition,  facilities  maintenance 
and  capital  improvements.  (Amended  by  Ord.  505-86,  App.  12/24/86) 

I SEC.  51A.2.  DUTIES  OF  TAX  COLLECTOR,  (a)  The  Tax  Collector  shall 

develop  procedures  to  solicit  contributions  from  all  taxpayers  for  youth  and 
children  services  in  San  Francisco.  Said  procedures  shall  include,  but  not  be  limited 
to,  the  inclusion  of  an  explanatory  brochure  or  other  material  to  be  mailed  in 
conjunction  with  all  annual  Payroll  and  Business  Tax  Statements  or  Small  Business 
Tax  Exemption  Notices,  and  the  quarterly  Hotel  Transient  Occupancy  Tax  returns, 
stating  that  the  contributions  may  be  mailed  to  the  Tax  Collector  in  addition  to  or 
separate  from  payments  for  property  taxes. 

(b)  The  Tax  Collector  shall  record  the  receipt  of  all  contributions  received 
and  shall  deposit  the  same  into  the  Youth  and  Children  Services  Contributions 
Fund.  (Amended  by  Ord.  505-86.  App.  12/24/86) 

SEC.  51A.3.  DUTIES  OF  MAYOR’S  OFFICE  OF  COMMUNITY 
DEVELOPMENT,  (a)  The  Executive  Director  of  the  Mayor’s  Office  of  Commu- 
nity Development,  or  his  or  her  designee,  shall  be  responsible  for  the  administra- 
tion of  the  Youth  and  Children  Services  Contributions  Fund,  and  shall  have  all  such 
authority  as  may  be  reasonably  necessary  to  carry  out  those  responsibilities. 

(b)  The  Executive  Director  shall  promulgate  such  rules  and  regulations  as  he 
or  she  may  deem  appropriate  to  carry  out  the  provisions  of  this  Chapter.  Such  rules 
and  regulations  shall  be  developed  in  consultation  with  any  appropriate  agencies  or 
organizations  with  which  the  Executive  Director,  or  his  or  her  designee,  may 
choose  to  consult.  Such  rules  and  regulations  shall  be  designed  to  ensure  that 
nonprofit  organizations  which  meet  current  eligibility  requirements  for  the  receipt 
I of  funds  from  the  City’s  Community  Development  Block  Grant  Program  Public 

r Services  category  shall  also  be  eligible  for  the  receipt  of  funds  under  this  Chapter. 
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(c)  The  Executive  Director  shall  establish  a protocol  for  the  use  of  the  Fund, 
which  shall  be  approved  by  the  Board  of  Supervisors.  Thereafter,  the  Executive 
Director  shall  submit  a semi-annual  report  to  the  Board  of  Supervisors,  setting 
forth  an  accounting  of  the  amounts  to  be  disbursed  to  each  nonprofit  organization 
and  the  uses  for  which  said  funds  were  made.  (Amended  by  Ord.  505-86,  App. 
12/24/86) 

SEC.  51A.4.  DISBURSEMENTS  FROM  FUND.  It  is  the  intent  of  the 
Board  of  Supervisors  that  monies  deposited  in  the  Youth  and  Children  Services 
Contribution  Fund  shall  be  made  available  for  administration,  equipment  acquisi- 
tion. facilities  maintenance  and  capital  improvements  for  the  benefit  of  public  and 
nonprofit  organizations.  (Amended  by  Ord.  505-86,  App.  12/24/86) 


San  Francisco  Administrative  Code 


Section  52.01 


CHAPTER  52 

WATER  DEPARTMENT  AND  HETCH  HETCHY  REVENUE  BOND 
ELECTION  PROCEDURE 


Sec. 

52.01. 

Sec. 

52.02. 

Sec. 

52.03. 

Sec. 

52.04. 

Sec. 

52.05. 

Sec. 

52.06. 

Sec. 

52.07. 

Sec. 

52.08. 

Sec. 

52.09. 

Utility  Revenue  Bonds;  Submission  to  Voters. 

Statement  of  Purpose;  Incidental  Expenses;  Discretion. 
Regular  or  Special  Meeting. 

Content  of  Resolution. 

Regular  or  Special  Election;  Other  Propositions. 

Payable  Only  from  Revenues;  Not  to  be  Secured  by  Taxing 
Power. 

Publication  and  Distribution. 

Majority  Vote  of  Electorate  Required. 

Issuance  and  Sale  of  Authorized  Bonds. 


SEC.  52.01,  UTILITY  REVENUE  BONDS;  SUBMISSION  TO 
VOTERS.  Whenever  the  Charter  requires  that  a Water  Department  or  Hetch 
Hetchy  revenue  bond  issue  be  submitted  to  the  voters,  this  Board  by  resolution 
adopted  and  signed  by  the  Mayor  shall  submit  the  proposed  revenue  bond  issue  to 
the  voters  and  shall  set  the  date  for  the  election.  (Added  by  Ord.  346-84,  App. 
8/7/84) 


SEC.  52.02.  STATEMENT  OF  PURPOSE;  INCIDENTAL  EXPENSES; 
DISCRETION.  The  resolution  authorizing  submission  of  the  proposed  revenue 
bond  issue  may  include  any  purpose  authorized  by  the  Revenue  Bond  Law  of  1 94 1 , 
as  it  read,  including  amendments,  on  June  5,  1984,  and  may  include  any  or  all 
expenses  incidental  to  such  purpose  or  connected  therewith  and  may  include  any 
combination  of  two  or  more  such  purposes.  (Added  by  Ord.  346-84,  App.  8/7/84) 

SEC.  52.03.  REGULAR  OR  SPECIAL  MEETING.  The  resolution  call- 
ing a revenue  bond  election  may  be  adopted  by  a majority  vote  of  all  members  at  a 
regular  or  special  meeting  and  at  the  same  meeting  at  which  it  is  introduced.  (Added 
by  Ord.  346-84,  App.  8/7/84) 

SEC.  52.04.  CONTENT  OF  RESOLUTION.  The  resolution  shall: 

(a)  State  the  purpose  for  which  the  bonds  are  proposed  to  be  issued. 

(b)  State  the  maximum  principal  amount  of  the  bonds. 

(c)  Fix  the  election  date. 

(d)  Fix  the  manner  of  holding  the  election. 

(e)  Fix  the  manner  of  voting  on  the  issuance  of  the  bonds. 

(f)  State  that  in  all  other  particulars  the  election  shall  be  held  and  the  votes 
canvassed  pursuant  to  law  governing  general  municipal  elections,  the  Charter,  or  as 
otherwise  specified  in  such  resolution.  (Added  by  Ord.  346-84,  App.  8/7/84) 

SEC.  52.05.  REGULAR  OR  SPECIAL  ELECTION;  OTHER  PROPO- 
SITIONS. The  resolution  may  provide  for  a special  election  to  consider  the 
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revenue  bond  proposition  or  propositions  or  it  may  provide  for  including  the 
revenue  bond  propostition  or  propositions  in  any  city-wide  election.  (Added  by 
Ord.  346-84.  App.  8/7/84) 

SEC.  52.06.  P.AYABLE  ONLY  FROM  REVENUES;  NOT  TO  BE 
SECURED  BY  TA.XING  POWER.  The  resolution  shall  state  that  the  bonds  are  to 
be  revenue  bonds,  payable  exclusively  from  the  revenue  of  the  Water  Department 
or  the  Hetch  Hetchy  Project,  as  the  case  may  be,  and  the  resolution  shall  also  state 
that  the  bonds  are  not  to  be  secured  by  the  taxing  power  of  the  City  and  County  of 
San  Francisco.  (Added  by  Ord.  346-84,  App.  8/7/84) 

SEC.  52.07.  PUBLICATION  AND  DISTRIBUTION.  The  ballot  propo- 
sition authorizing  a sale  of  revenue  bonds  shall  be  printed  in  the  voters’  pamphlet 
and  mailed  to  each  registered  voter  pursuant  to  Charter  Section  9.105.  No  other 
publication,  mailing  or  distribution  shall  be  required.  (Added  by  Ord.  346-84,  App. 
8/7/84) 

SEC.  52.08.  MAJORITY  VOTE  OF  ELECTORATE  REQUIRED.  The 
votes  of  a majority  of  all  the  voters  voting  on  the  proposition  to  issue  revenue  bonds 
are  required  to  authorize  the  issuance  of  the  bonds.  (Added  by  Ord.  346-84,  App. 
8/7/84) 

SEC.  52.09.  ISSUANCE  AND  SALE  OF  AUTHORIZED  BONDS.  If 
the  issuance  of  the  bonds  is  authorized  at  the  election,  the  Public  Utilities  Commis- 
sion shall  provide  for  their  issuance  and  sale.  (Added  by  Ord.  346-84,  App.  8/7/84) 
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CHAPTER  54 

SOUTHEAST  COMMUNITY  FACILITY  COMMISSION 


Sec.  54.1. 
Sec.  54.2. 

Sec.  54.3. 
Sec.  54.4. 
Sec.  54.5. 


Findings. 

Establishment  of  Commission;  Appointment;  Terms;  Meetings; 
Compensation;  Executive  Director. 

Powers  and  Duties  of  the  Commission. 

Surplus  Funds. 

Rules. 


SEC.  54.1.  FINDINGS.  The  Board  of  Supervisors  finds  and  declares  that  it 
is  necessary  and  essential  to  the  well-being  of  the  City  to  establish  a Commission  to 
review  and  provide  guidance  for  the  operations  of  the  Southeast  Community  Facility. 

The  Commission  will  foster  the  following  public  purposes  and  municipal  affairs 
of  the  City: 

(a)  The  full  and  gainful  employment  of  residents  of  chronically  economically 
depressed  areas  of  the  City; 

(b)  The  progressive  development  of  marketable  job  skills  for  untrained  and 
undertrained  City  residents; 

(c)  The  creation  and  expansion  of  opportunities  for  residents  to  participate  in 
day  and  evening  education  programs; 

(d)  The  creation  and  expansion  of  opportunities  for  providing  day  care  services 
at  a low  and  reasonable  cost  to  parents; 

(e)  The  expansion  of  opportunities  for  special  community  services  for  senior 
citizens; 

(f)  The  overall  improvement  of  the  general  economic  prosperity,  health,  safety 
and  welfare  of  residents  of  chronically  economically  depressed  areas  of  the  City. 

The  Board  of  Supervisors  further  finds  and  declares  that  the  Bayview-Hunters 
Point  community,  as  defined  in  Section  54.2(b)  of  this  Chapter,  is  an  historically 
disadvantaged  and  economically  depressed  part  of  the  City  and  that  guidance  by  and 
participation  of  persons  living  or  working  in  that  area  are  essential  to  the  successful 
operations  of  the  Southeast  Community  Facility  and  the  attainment  of  the  goals  and 
purposes  mentioned  above.  (Ord.  438-87,  App.  11/12/87) 


SEC.  54.2.  ESTABLISHMENT  OF  COMMISSION;  APPOINTMENT; 
TERMS;  MEETINGS;  COMPENSATION;  EXECUTIVE  DIRECTOR,  (a)  There 
is  established  a Commission  to  be  known  as  the  Southeast  Community  Facility 
Commission  consisting  of  seven  members.  Commission  members  shall  be  appointed 
by  and  serve  at  the  pleasure  of  the  Mayor.  Unless  the  Mayor  determines  that  it  is 
otherwise  impracticable,  persons  appointed  to  serve  as  members  of  the  Commission 
shall  either  reside  or  work  in  the  Bayview-Hunters  Point  community,  as  defined  in 
Section  54.2(b)  of  this  Chapter. 

(b)  For  purposes  of  this  Chapter,  the  Bayview-Hunters  Point  community  is 
defined  as  the  area  south  of  the  southern  curb  line  of  Army  Street,  east  of  the  eastern 
curb  line  of  the  James  Lick  Freeway  (also  known  as  U.S.  Route  101),  north  of  the 
city  and  county  boundary  line  shared  with  San  Mateo  County,  and  west  of  San 
Francisco  Bay. 
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(c)  Appointments  of  Commission  members  shall  be  made  not  later  than  60  days 
after  the  effective  date  of  this  Chapter.  Of  the  members  first  appointed,  three  will 
serve  for  a term  of  two  years,  two  will  serve  for  a term  of  three  years,  and  two  will 
serve  for  a term  of  four  years.  The  term  of  office  of  each  member  shall  be  determined 
by  the  drawing  of  lots  at  the  first  meeting  of  the  Commission.  Thereafter,  members 
will  be  appointed  for  a term  of  office  of  four  years,  except  that  all  of  the  vacancies 
occurring  during  a term  will  be  filled  by  an  appointment  made  by  the  Mayor  for  the 
unexpired  term.  Each  vacancy  shall  be  filled  within  30  days  of  the  occurrence  of  the 
vacancy. 

(d)  A president  shall  be  selected  by  majority  vote  of  the  members  of  the 
Commission.  The  president  shall  serve  for  a term  of  two  years  and  shall  not  serve 
more  than  two  consecutive  terms. 

(e)  The  date,  place  and  time  of  meeting  shall  be  determined  by  rules  adopted 
by  the  Commission;  provided,  however,  that  the  Commission  will  hold  a regular 
meeting  not  less  than  once  each  month. 

(f)  Subject  to  the  budgetary  and  fiscal  requirements  of  the  Charter,  each 
member  shall  be  paid  $50  per  Commission  meeting  or  committee  meeting  attended. 
Total  compensation  shall  not  exceed  $100  per  month. 

(g)  Any  member  who  misses  three  regularly  scheduled  meetings  of  the  Commis- 
sion in  any  12-month  period  without  the  express  approval  of  the  Commission  given 
at  a regularly  scheduled  meeting  will  be  deemed  to  have  resigned  from  the  Commis- 
sion. 

(h)  The  Commission  shall  appoint  an  Executive  Director,  who  shall  serve  at 
the  pleasure  of  the  Commission  and  shall  not  be  subject  to  the  civil  service  provisions 
of  the  Charter.  The  Executive  Director  shall  possess  the  qualifications  and  experience 
essential  to  the  administration  of  the  Southeast  Community  Facility.  The  Executive 
Director  shall  be  responsible  for  the  enforcement  of  the  rules  and  regulations  of  the 
Commission  and  shall  manage  the  daily  activities  of  the  Southeast  Community  Facility 
not  undertaken  by  lessees.  (Ord.  438-87,  App.  11/12/87;  amended  by  Ord.  407-89, 
App.  11/8/89;  Ord.  287-96,  App.  7/12/96) 

SEC.  54.3.  POWERS  AND  DUTIES  OF  THE  COMMISSION.  The  powers 
and  duties  of  the  Commission  shall  be  limited  to  those  necessary  to: 

(a)  Provide  guidance  necessary  for  the  establishment,  retention  and  enhancement 
of  business  activities  of  the  greenhouse,  educational  and  job  skills  centers,  child  care 
and  senior  activities  centers,  and  any  other  appropriate  activities  at  the  Southeast 
Community  Facility; 

(b)  Provide  guidance  to  ensure  that  operation  of  the  facility  enhances  opportuni- 
ties first  for  the  benefit  of  the  residents  of  the  Bayview-Hunters  Point  community  and 
thereafter  for  the  benefit  of  all  other  residents  of  the  City  and  County  of  San  Francisco 
to  engage  in  employment  training  and  educational  activities; 

(c)  Review  and  provide  guidance  on  budget  matters  necessarily  affecting  the 
development  and  improvement  of  operations  of  the  greenhouse,  educational  and  job 
skills  centers,  child  care  and  senior  activities  centers,  and  any  other  appropriate 
activities  at  the  Southeast  Community  Facility; 

(d)  Review  and  provide  guidance  regarding  proposed  lessees  and  agreements 
with  qualified  private,  community,  public  assistance  and  horticultural  organizations; 
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(e)  Provide  policy  guidance  necessary  to  ensure  compliance  with  all  relevant 
municipal.  State  and  federal  laws  and  regulations,  including,  but  not  limited  to, 
construction  grant  agreements,  regulations  and  orders; 

(f)  Review  and  provide  guidance  on  a regular  basis  on  budgetary  matters  related 
to  the  operation  and  maintenance  expenses  at  the  Southeast  Community  Facility.  (Ord. 
438-87,  App.  11/12/87) 

SEC.  54.4.  SURPLUS  FUNDS,  (a)  In  accordance  with  State  and  federal  grant 
agreements,  regulations  and  orders,  all  proceeds  from  the  leasing  of  the  Southeast 
Community  Facility  shall  be  used  to  defray  City  and  County  costs  of  operating  and 
administering  the  facilities. 

(b)  Proceeds  from  the  leasing  of  the  facilities  that  exceed  the  costs  of  operating 
and  administering  the  facilities,  as  calculated  at  the  end  of  the  fiscal  year,  shall  be 
known  as  “surplus  funds.” 

(c)  Subject  to  the  budgetary  and  fiscal  requirements  of  the  Charter,  the  Commis- 
sion may  allocate  surplus  funds  accrued  during  the  prior  fiscal  year  for  certain  uses 
related  to  the  operations  and  activities  of  the  Southeast  Community  Facility. 

(d)  Surplus  funds  may  be  allocated  for  the  following  purposes: 

(1)  Scholarships  first  for  residents  of  the  Bayview-Hunters  Point  community 
and  thereafter  for  all  other  residents  of  the  City  and  County  of  San  Francisco  to  attend 
classes  and  other  educational  activities  at  the  Southeast  Community  Facility  or  other 
accredited  institutions  of  education; 

(2)  Scholarships  first  for  children  residing  in  the  Bayview-Hunters  Point 
community  and  thereafter  for  all  other  resident  children  of  the  City  and  County  of 
San  Francisco  to  attend  child  care  centers  at  the  Southeast  Community  Facility  or 
other  State-licensed  child  care  providers; 

(3)  Supplementary  funding  for  job  training  programs  and  activities  at  the 
Southeast  Community  Facility; 

(4)  Supplementary  funding  for  community  agencies  which  address  the  needs 
as  identified  in  Section  54.1,  Findings. 

(e)  There  is  hereby  established  a reserve  fund  to  consist  of  10  percent  of  each 
year’s  budget  surplus  for  the  facility,  as  available,  to  be  used  for  the  purpose  of 
facility  maintenance  only.  This  reserve  fund  will  be  maintained  for  a five-year  period, 
and  the  use  of  this  reserve  fund  will  be  reviewed  at  the  termination  of  the  five-year 
period.  (Ord.  438-87,  App.  11/12/87;  amended  by  Ord.  287-96,  App.  7/12/96) 

SEC.  54.5.  RULES.  The  Commission  shall  issue  rules  necessary  for  the 
conduct  of  its  activities  within  180  days  after  the  effective  date  of  this  Chapter. 
Proposed  rules  shall  be  reviewed  by  the  Director  of  Public  Works  and  Clean  Water 
Program  and  the  Office  of  the  City  Attorney  prior  to  adoption  by  the  Commission. 
(Ord.  438-87,  App.  11/12/87) 
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CHAPTER  55 

SAN  FRANCISCO  REFUNDING  REVENUE  BOND  ACT 


Sec.  55.01. 

Declaration  of  Policy. 

Sec.  55.02. 

Name. 

Sec.  55.03. 

Procedure. 

Sec.  55.04. 

Amendments. 

Sec.  55.05. 

Additional  Procedures. 

Sec.  55.06. 

Net  Debt  Savings  Calculation. 

Sec.  55.07. 

Construction. 

SEC.  55.01.  DECLARATION  OF  POLICY.  It  is  hereby  declared  to  be  the 
policy  of  the  City  to  permit  the  refunding  of  outstanding  revenue  bonds  whenever 
such  refunding  is  expected  to  result  in  net  debt  service  savings  calculated  as  provided 
in  this  Chapter.  This  Chapter  is  enacted  pursuant  to  the  powers  reserved  to  the  City 
under  Sections  3,  5 and  7 of  Article  XI  of  the  Constitution  of  the  State  of  California 
and  the  Charter.  (Added  by  Ord.  356-87,  App.  8/31/87;  amended  by  Ord.  35-98,  App. 
1/23/98) 

SEC.  55.02.  NAME.  This  Chapter  shall  be  known  as  the  San  Francisco 
Refunding  Revenue  Bond  Act.  (Added  by  Ord.  356-87,  App.  8/31/87) 

SEC.  55.03.  PROCEDURE.  Whenever  the  public  interest  and  necessity  so 
require,  the  legislative  body,  as  hereinafter  defined,  may,  acting  under  this  Chapter, 
authorize  the  issuance  of  refunding  bonds  in  order  to  refund  outstanding  revenue 
bonds.  Refunding  bonds  issued  to  refund  water  revenue  bonds  issued  under  Section 
7.312  of  the  Charter  shall  be  issued  under  Section  7.312  of  the  Charter,  as  amended 
by  the  procedures  herein.  Refunding  bonds  shall  be  issued  by  the  procedures  provided 
for  in  the  Revenue  Bond  Law  of  1941  (Chapter  6 of  Part  1 of  Division  2 of  Title  5 
of  the  California  Government  Code,  commencing  with  Section  54300)  as  it  read, 
including  amendments,  on  June  5, 1984,  except  as  amended  herein  and,  further,  except 
that  the  provisions  of  said  Revenue  Bond  Law  of  1941  set  forth  in  Sections  54380 
through  54388,  inclusive,  and  Sections  54354.5, 54422, 54424, 54515  and  54522,  any 
references  to  said  Sections,  and  any  provisions  of  said  Revenue  Bond  Law  of  1941 
that  are  inconsistent  with  or  conflict  with  the  Charter  shall  not  apply  to  the  issuance 
and  sale  of  such  refunding  bonds.  Reference  is  hereby  made  to  three  copies  of  said 
Revenue  Bond  Law  of  1941  (as  in  effect  on  June  5,  1984),  filed  for  convenience  in 
the  office  of  the  Clerk  of  the  Board  of  Supervisors  on  July  7,  1987  and  all  of  the 
provisions  of  said  Revenue  Bond  Law  of  1941  (as  in  effect  on  June  5,  1984  except 
as  in  this  Chapter  otherwise  expressly  provided)  are  hereby  incorporated  in  this 
Chapter  by  reference  and  made  a part  hereof.  The  legislative  body  may  authorize  the 
issuance  of  the  refunding  bonds  by  means  of  an  indenture,  resolution,  ordinance, 
order,  agreement  or  other  instrument  in  writing  and,  if  the  legislative  body  establishes 
the  minimum  savings  to  be  generated  by  the  issuance  of  such  refunding  bonds,  may 
delegate  to  appropriate  officials  or  officers  of  the  City  or  of  the  legislative  body  the 
authority  to  determine  the  final  terms,  amounts,  maturities,  interest  rates  and  other 
provisions  of  said  refunding  bonds.  (Added  by  Ord.  356-87,  App.  8/31/87) 
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SEC.  55.04.  AMENDMENTS.  Certain  provisions  of  said  Revenue  Bond  Law 
of  1941  (as  in  effect  on  June  5,  1984),  as  incorporated  herein,  are  revised,  as  follows: 

(a)  Section  54402(b)  of  said  Revenue  Bond  Law  of  1941  (as  in  effect  on  June 
5,  1984)  is  hereby  revised  to  read  as  follows: 

(b)  The  interest  of  the  bonds,  either  fixed  or  variable,  at  such  rate  or 
rates  and  payable  at  the  times  and  in  the  manner  specified. 

(b)  Section  54403  of  said  Revenue  Bond  Law  of  1941  (as  in  effect  on  June  5, 
1984)  is  revised  to  read  as  follows: 

Any  premium  payable  on  the  bonds  shall  be  in  the  amount  or  amounts 
specified  by  the  legislative  body. 

(c)  Section  54418  of  said  Revenue  Bond  Law  of  1941  (as  in  effect  on  June  5, 
1984)  is  revised  to  read  as  follows: 

The  legislative  body  may  sell  the  bonds  at  a price  above  or  below  par 
in  such  manner  at  public  or  private  sale  as  it  determines  by  resolution  is 
appropriate. 

(d)  The  following  three  sections  are  added  to  Article  1 of  the  Act,  said  sections 
to  read  as  follows; 

§ 54317.  Legislative  body,  definition 

“Legislative  body”  means  the  commission,  board  or  other  governing 
body  that  adopted  the  resolution  authorizing  the  issuance  of  the  bonds  to 
be  refunded,  and  any  successor  to  such  commission,  board  or  other 
governing  body. 

§ 54318.  Resolution,  definition 

“Resolution”  means,  unless  the  context  otherwise  requires,  the  instru- 
ment providing  the  terms  and  conditions  for  the  issuance  of  the  revenue 
bonds,  and  may  be  an  indenture,  resolution,  ordinance,  order,  agreement 
or  other  instrument  in  writing. 

§ 54319.  Fiscal  agent,  definition 

“Fiscal  agent”  means  any  fiscal  agent,  trustee,  paying  agent,  depository 
or  other  fiduciary  provided  for  in  the  resolution  authorizing  the  issuance 
of  the  refunding  bonds. 

(Added  by  Ord.  356-87,  App.  8/31/87) 

SEC.  55.05.  ADDITIONAL  PROCEDURES.  Prior  to  the  issuance  of  refund- 
ing bonds  by  the  commission,  board  or  other  governing  body,  there  shall  be  presented 
to  the  Board  of  Supervisors  and  filed  with  the  Clerk  of  the  Board  of  Supervisors  a 
report  of  said  commission,  board  or  other  governing  body  setting  forth  the  minimum 
amount  of  savings  to  be  generated  in  terms  of  scheduled  principal  and  interest 
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payments  by  the  issuance  of  the  refunding  bonds.  (Added  by  Ord.  356-87,  App. 
8/31/87) 

SEC.  55.06.  NET  DEBT  SAVINGS  CALCULATION,  (a)  Acting  under  the 
provisions  of  the  Charter  or  under  any  other  provision  of  general  State  law,  the  Board 
of  Supervisors  may  provide  for  the  issuance  of  refunding  bonds  for  the  purpose  of 
refunding  any  outstanding  revenue  bonds  of  the  city  or  its  commissions.  No  voter 
approval  shall  be  required  for  any  such  refunding  bonds  which  provide  net  debt 
service  savings  to  the  city  on  a present  value  basis  calculated  as  provided  in  such 
provisions  of  general  State  law  or  by  other  ordinance  of  the  Board  of  Supervisors  or 
as  hereinafter  provided  in  Section  55.06.  Subject  to  the  foregoing  limitation,  the 
principal  amount  of  the  refunding  bonds  (in  aggregate  or  with  respect  to  any  maturity) 
may  be  more  than,  less  than  or  the  same  as  the  principal  amount  of  the  bonds  to  be 
refunded. 

(b)  Net  debt  service  savings  shall  be  calculated  by  comparing  the  present  value 
of  the  aggregate  debt  service  on  the  refunding  bonds  to  that  of  the  refonded  bonds 
as  of  the  dated  date  of  the  refunding  bonds  using  an  assumed  rate  of  interest  equal 
to  the  yield  on  the  refunding  bonds.  To  the  extent  required,  the  present  value  of  any 
funds  contributed  to  the  refunding  by  the  City  shall  be  deducted  from  the  savings 
calculation.  Notwithstanding  any  provision  of  general  State  law  to  the  contrary. 
Section  55.06  shall  provide  an  alternative  means  of  calculating  debt  service  savings 
to  any  procedure  contained  in  general  State  law.  The  City  is  authorized  to  rely  on  any 
other  State  law  procedure  related  to  calculating  debt  service  savings. 

(c)  This  Section  55.06  has  been  adopted  pursuant  to  Section  9.109  of  the 
Charter.  (Added  by  Ord.  35-98,  App.  1/23/98) 

SEC.  55.07.  CONSTRUCTION.  The  powers  conferred  by  the  provisions  of 
this  Chapter  are  in  addition  to  and  supplemental  to  the  powers  conferred  by  the 
Charter  or  any  other  ordinance  or  by  law.  (Added  by  Ord.  356-87,  App.  8/31/87; 
amended  by  Ord.  35-98,  App.  1/23/98) 
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Sec.  56.17. 
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Findings. 

Purpose  and  Applicability. 

Definitions. 

Filing  of  Application;  Forms;  Initial  Notice  and  Hearing. 
Form  of  Agreement. 

Signatories  to  the  Development  Agreement 
Contents  of  Development  Agreement. 

Notice. 

Rules  Governing  Conduct  of  Hearing. 

Development  Agreement  Negotiation  Report  and  Documents. 
Collateral  Agreements. 

Irregularity  in  Proceedings. 

Determination  by  Commission. 

Decision  by  Board  of  Supervisors. 

Amendment  and  Termination  of  an  Executed  Development 
Agreement  by  Mutual  Consent. 

Recordation  of  Development  Agreements  Amendment  or 
Termination. 

Periodic  Review. 

Modification  or  Termination. 

Limitation  on  Actions. 

Fee. 


SEC.  56.1.  FINDINGS.  The  Board  of  Supervisors  (“Board”)  concurs  with  the 
State  Legislature  in  finding  that: 

(a)  The  lack  of  certainty  in  the  approval  of  development  projects  can  result  in 
a waste  of  resources,  escalate  the  cost  of  housing  and  other  development  to  the 
consumer,  and  discourage  investment  in  and  commitment  to  comprehensive  plaiming 
and  development  of  infrastructure  and  public  facilities  which  would  make  maximum 
efficient  utilization  of  resources  at  the  least  economic  cost  to  the  public. 

(b)  Assurance  to  the  applicant/developer  for  a development  project  that  upon 
approval  of  the  project,  the  applicant/developer  may  proceed  with  the  project  in 
accordance  with  specified  policies,  rules  and  regulations,  and  subject  to  conditions 
of  approval,  will  strengthen  the  public  planning  process,  encourage  private  participa- 
tion in  comprehensive  planning,  and  reduce  the  economic  costs  of  development. 
(Added  by  Ord.  372-88,  App.  8/10/88) 


SEC.  56.2.  PURPOSE  AND  APPLICABILITY,  (a)  The  purpose  of  this 
Chapter  is  to  strengthen  the  public  planning  process  by  encouraging  private  participa- 
tion in  the  achievement  of  comprehensive  planning  goals  and  reducing  the  economic 
costs  of  development.  A development  agreement  reduces  the  risks  associated  with 
development,  thereby  enhancing  the  City’s  ability  to  obtain  public  benefits  beyond 
those  achievable  through  existing  ordinances  and  regulations.  To  accomplish  this 
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purpose  the  procedures,  requirements  and  other  provisions  of  this  Chapter  are 
necessary  to  promote  orderly  growth  and  development  (such  as,  where  applicable  and 
appropriate,  provision  of  housing,  employment  and  small  business  opportunities  to 
all  segments  of  the  commimity  including  low  income  persons,  minorities  and  women), 
to  ensure  provision  for  adequate  public  services  and  facilities  at  the  least  economic 
cost  to  the  public,  and  to  ensure  community  participation  in  determining  an  equitable 
distribution  of  the  benefits  and  costs  associated  with  development. 

(b)  Such  agreements  shall  only  be  used  for  (1)  affordable  housing  developments 
or  (2)  large  multi-phase  and/or  mixed-use  developments  involving  public  improve- 
ments, services,  or  facilities  installations,  requiring  several  years  to  complete,  as 
defined  below  in  Section  56.3.  (Added  by  Ord.  372-88,  App.  8/10/88) 

SEC.  563.  DEFINITIONS.  The  following  definitions  shall  apply  for  purposes 
of  this  Chapter: 

(a)  “Affordable  housing  development”  shall  mean  for  purposes  of  Section 
56.2(b)(1),  any  housing  development  which  has  a minimum  of  30  percent  of  its  units 
affordable  to  low  income  households,  and  a total  of  60  percent  of  its  units  affordable 
to  households,  as  defined  by  the  U.S.  Census,  whose  immediate  household  income 
does  not  exceed  120  percent  of  the  median  household  income  for  the  San  Francisco 
Primary  Metropolitan  Statistical  Area,  with  the  remaining  40  percent  of  its  units 
unrestricted  as  to  affordability.  For  purposes  of  this  definition  of  “affordable  housing 
development,”  “low  income”  shall  mean  the  income  of  households,  as  defined  by  the 
U.S.  Census  whose  immediate  household  income  does  not  exceed  80  percent  of  the 
median  household  income  for  the  San  Francisco  Primary  Metropolitan  Statistical  Area. 
“Median  household  income”  for  the  San  Francisco  Primary  Metropolitan  Statistical 
Area  shall  be  as  determined  by  the  U.S.  Department  of  Housing  and  Urban  Develop- 
ment and  adjusted  according  to  the  determination  of  that  Department  and  published 
from  time  to  time.  In  the  event  that  such  income  determinations  are  no  longer  pub- 
lished by  the  Department  of  Housing  and  Urban  Development,  median  household 
income  shall  mean  the  median  gross  yearly  income  of  a household  in  the  City  and 
County  of  San  Francisco,  adjusted  for  household  size,  as  published  periodically  by 
the  California  Department  of  Housing  and  Community  Development.  Such  affordable 
housing  development  may  include  neighborhood  commercial  facilities  which  are 
physically  and  financially  an  integral  part  of  the  affordable  housing  project  and  which 
will  provide  services  to  local  residents. 

(b)  “Applicant/Developer”  shall  mean  a person  or  entity  who  has  legal  or 
equitable  interest  in  the  real  property  which  is  the  subject  of  the  proposed  or  executed 
development  agreement  for  an  “affordable  housing  development”  or  a “large  multi- 
phase and/or  mixed-use  development,”  as  those  terms  are  defined  herein,  or  such 
person’s  or  entity’s  authorized  agent  or  successor  in  interest;  provided,  however,  that 
an  entity  which  is  subject  to  the  requirements  of  City  Planning  Code  Section  304.5 
relating  to  institutional  master  plans  does  not  qualify  as  an  applicant  for  a develop- 
ment agreement. 

(c)  “Collateral  agreement”  shall  mean  a written  contract  entered  into  by  the 
applicant/developer  and/or  governmental  agencies  with  other  entities  (including,  but 
not  limited  to,  community  coalitions)  for  the  purpose  of  having  said  entities 
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provide  for  and  implement  social,  economic,  or  environmental  benefits  or  pro- 
grams; provided,  however,  that  such  term  does  not  include  agreements  between  the 
applicant/developer  or  governmental  agencies  and  (1)  construction  contractors 
and  subcontractors,  (2)  construction  managers,  (3)  material  suppliers,  and  (4) 
architects,  engineers,  and  lawyers  for  customary  architectural,  engineering  or  legal 
services. 

(d)  “Commission”  shall  mean  the  City  Planning  Commission. 

(e)  “Director”  shall  mean  the  Director  of  Planning. 

(f)  “Large  multi-phase  and/or  mixed-use  development”  shall  mean  a pro- 
posed development  project  which;  (1)  is  on  a site  which  exceeds  five  acres  in  area. 
(2)  includes  two  or  more  buildings  to  be  constructed  sequentially  on  the  site,  and  (3) 
includes  a proposal  for  constructing  or  participating  in  providing,  either  off-site  or 
on-site,  public  improvements,  facilities,  or  services  beyond  those  achievable 
through  existing  ordinances  and  regulations. 

(g)  “Material  modification”  shall  mean  any  proposed  amendment  or  modifi- 
cation to  either  a proposed  development  agreement  approved  by  the  Commission, 
or  a previously  executed  development  agreement,  which  amendment  or  modifica- 
tion is  otherwise  required  by  the  terms  of  the  development  agreement,  which 
changes  any  provision  thereof  regarding  the  following;  (1)  duration  of  the  agree- 
ment; (2)  permitted  uses  of  the  subject  property;  (3)  density  or  intensity  of  the 
permitted  uses;  (4)  location,  height  or  size  of  any  structures,  buildings,  or  major 
features;  (5)  reservation  or  dedication  of  land;  (6)  any  conditions,  terms, 
restrictions  and  requirements  relating  to  subsequent  discretionary  actions  as  to 
design,  improvements,  construction  standards  and  specifications;  (7)  any  other 
condition  or  covenant  relating  to  the  financing  or  phasing  of  the  development 
which  substantially  modifies  the  use  of  the  property,  the  phasing  of  the  develop- 
ment, or  the  consideration  exchanged  between  the  parties  as  recited  in  the  proposed 
development  agreement;  (8)  the  type,  number,  affordability  level,  and/or  tenure  of 
any  proposed  affordable  housing  as  well  as  any  change  as  to  performance  of  such 
public  benefits,  including  but  not  limited  to  timing,  phasing,  method  of  perform- 
ance or  parties  involved;  or  (9)  any  other  terms  or  conditions  of  the  development 
agreement  if  the  development  agreement  provides  that  amendment  of  said  spec- 
ified term  or  condition  would  be  a material  modification. 

(h)  “Minor  modification”  shall  mean  any  amendment  or  modification  to  the 
development  agreement  which  relates  to  any  provision  not  deemed  to  be  a “mate- 
rial modification.”  (Added  by  Ord.  372-88,  App.  8/10/88) 

SEC.  56.4.  FILING  OF  .APPLICATION;  FORMS;  INITI.AL  NOTICE 
.AND  HEARING,  (a)  The  Director  may  prescnbe  the  form  of  the  application  for 
the  preparation  and  implementation  of  development  agreements. 

(b)  The  applicant  must  list  on  the  application  the  anticipated  public  benefits 
which  would  exceed  those  required  by  existing  ordinances  and  regulations.  The 
public  benefits  ultimately  provided  by  an  approved  development  agreement  may 
differ  from  those  initially  identified  by  the  applicant/developer.  The  Director  may 
require  an  applicant/developer  to  submit  such  additional  information  and  sup- 
porting data  as  the  Director  considers  necessary  to  process  the  application;  pro- 
vided. however,  that  the  Director  shall  not  require  the  applicant/developer  to 


AD-839 


Section  56.4 


San  Francisco  Administrative  Code 


submit,  as  part  of  the  application,  special  studies  or  analyses  which  the  Director 
would  customarily  obtain  through  the  environmental  review  process. 

(c)  The  Director  shall  endorse  the  application  the  date  it  is  received.  If  the 
Director  finds  that  the  application  is  complete,  the  Director  shall  (1)  accept  the 
application  for  filing,  (2)  publish  notice  in  the  official  newspaper  of  acceptance  of 
said  application,  (3)  make  the  application  publicly  available,  and  (4)  schedule  a 
public  hearing  before  the  Commission  within  30  days  following  receipt  of  a com- 
pleted application.  .At  said  public  hearing,  the  Director  shall  make  a recommenda- 
tion with  respect  to  the  fee  to  be  paid  by  the  applicant/developer  as  set  forth  in 
Section  56.20(b).  (Added  by  Ord.  372-88,  App.  8^0/88) 

SEC.  56.5.  FORM  OF  AGREEMENT.  A proposed  development  agree- 
ment. and  any  modifications  or  amendments  thereto,  must  be  approved  as  to  form 
by  the  City  Attorney  prior  to  any  action  by  the  Director,  Commission  or  Board  of 
Supervisors.  (Added  by  Ord.  372-88,  App.  8/10/88) 

SEC.  56.6.  SIGNATORIES  TO  THE  DEVELOPMENT  AGREE- 
MENT. (a)  Applicant.  Only  an  applicant/developer,  as  that  term  is  defined  in 
Section  56.3,  may  file  an  application  to  enter  into  a development  agreement. 

(b)  Governmental  Agencies.  In  addition  to  the  City  and  County  of  San 
Francisco  and  the  applicant/developer,  any  federal,  state  or  local  governmental 
agency  or  body  may  be  included  as  a party  or  signatory  to  any  development 
agreement.  (Added  by  Ord.  372-88.  App.  8/10/88) 

SEC.  56.7.  CONTENTS  OF  DEVELOPMENT  AGREEMENT,  (a) 
Mandatory  Contents.  A development  agreement,  by  its  express  terms  or  by  refer- 
ence to  other  documents,  shall  specify  (1)  the  duration  of  the  agreement,  (2),  the 
permitted  uses  of  the  property,  (3)  the  density  or  intensity  of  use,  (4)  the  maximum 
height  and  size  of  proposed  buildings,  (5)  the  provisions  for  reservation  or  dedica- 
tion of  land  for  public  purposes,  (6)  for  any  project  proposing  housing,  the  number, 
type,  affordability  and  tenure  of  such  housing,  (7)  the  public  benefits  which  would 
exceed  those  required  by  existing  ordinances  and  regulations,  and  (8)  non- 
discrimination and  affirmative  action  provisions  as  provided  in  subsection  (c) 
below. 

(b)  Permitted  Contents.  The  development  agreement  may  (1)  include  condi- 
tions, terms,  restrictions,  and  requirements  for  subsequent  discretionary  actions. 
(2)  provide  that  construction  shall  be  commenced  within  a specified  time  and  that 
the  project  or  any  phase  thereof  be  completed  within  a specified  time.  (3)  include 
terms  and  conditions  relating  to  applicant/developer  and/or  City  financing  or 
necessary  public  facilities  and  subsequent  reimbursement  by  other  pnvate  party 
beneficiaries,  (4)  require  compliance  with  specified  terms  or  conditions  of  any 
collateral  agreements  pursuant  to  Section  56.11,  and  (5)  include  any  other  terms  or 
conditions  deemed  appropriate  in  light  of  the  facts  and  circumstances. 

(c)  Nondiscrimination/Affirmative  Action  Requirements. 

(1)  Nondiscrimination  Provisions  of  the  Development  Agreement.  The  devel- 
opment agreement  shall  include  provisions  obligating  the  applicant/developer  not 
to  discriminate  on  the  grounds,  or  because  of,  race,  color,  creed,  national  origin, 
ancestry,  age.  sex,  sexual  orientation,  disability  or  Acquired  Immune  Deficiency 
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Syndrome  or  AIDS  Related  Condition  (AIDS/ARC),  against  any  employee  of,  or 
applicant  for  employment  with  the  applicant/developer  or  against  any  bidder  or 
contractor  for  public  works  or  improvements,  or  for  a firanchise,  concession  or  lease 
of  property,  or  for  goods  or  services  or  supplies  to  be  purchased  by  appli- 
cant/developer. The  development  agreement  shall  require  that  a similar  provision  be 
included  in  all  subordinate  agreements  let,  awarded,  negotiated  or  entered  into  by  the 
appUcant/developer  for  the  purpose  of  implementing  the  development  agreement. 

(2)  Affirmative  Action  Program.  The  development  agreement  shall  include 
a detailed  affirmative  action  and  employment  and  training  program  (including  without 
limitation,  programs  relating  to  women,  minority  and  locally -owned  business  enterpris- 
es), containing  goals  and  timetables  and  a program  for  implementation  of  the  affirma- 
tive action  program.  For  example,  programs  such  as  the  following  may  be  included; 

(i)  Apprenticeship  where  approved  programs  are  functioning,  and  other  on-the- 
job  training  for  a nonapprenticeable  occupation; 

(ii)  Classroom  preparation  for  the  job  when  not  apprenticeable; 

(iii)  Preapprenticeship  education  and  preparation; 

(iv)  Upgrading  training  and  opportunities; 

(v)  The  entry  of  qualified  women  and  minority  journeymen  into  the  industry; 
and 

(vi)  Encouraging  the  use  of  contractors,  subcontractors  and  suppliers  of  all  ethnic 
groups,  and  encouraging  the  full  and  equitable  participation  of  minority  and  women 
business  enterprises  and  local  businesses  (as  defined  in  Section  12D  of  this  Code  and 
implementing  regulations)  in  the  provision  of  goods  and  services  on  a contractual 
basis. 

(3)  Reporting  and  Monitoring.  The  development  agreement  shall  specify  a 
reporting  and  monitoring  process  to  ensxire  compliance  with  the  nondiscrimination 
and  affirmative  action  requirements.  The  reporting  and  monitoring  process  shall 
include,  but  not  be  limited  to,  requirements  that: 

(i)  A compliance  monitor  who  is  not  an  agent  or  employee  of  the  appli- 
cant/developer be  designated  to  report  to  the  Director  regarding  the  appli- 
cant/developer’s compliance  with  the  nondiscrimination  and  affirmative  action 
requirements; 

(ii)  The  applicant/developer  permit  the  compliance  monitor  or  the  Director  or 
his  designee  reasonable  access  to  pertinent  employment  and  contracting  records,  and 
other  pertinent  data  and  records,  as  specified  in  the  Development  Agreement  for  the 
purpose  of  ascertaining  compliance  with  the  nondiscrimination  and  affirmative  action 
provisions  of  the  development  agreement; 

(iii)  The  applicant/developer  annually  file  a compliance  report  with  the  compli- 
ance monitor  and  the  Director  detailing  performance  pursuant  to  its  affirmative  action 
program,  and  the  compUance  monitor  aimually  reports  its  findings  to  the  Director; 
such  reports  shall  be  included  in  and  subject  to  foe  periodic  review  procedure  set  forth 
in  Sec.  56.17.  (Added  by  Ord.  372-88,  App.  8/10/88) 

SEC.  56.8.  NOTICE.  The  Director  shall  give  notice  of  intention  to  consider 
adoption,  amendment,  modification,  or  termination  of  a development  agreement  for 
each  public  hearing  required  to  be  held  by  foe  Commission  under  this  Chapter.  The 
Clerk  of  the  Board  of  Supervisors  shall  give  such  notice  for  each  public  hearing 
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required  to  be  held  by  the  Board  of  Supervisors.  Such  notices  shall  be  in  addition  to 
any  other  notice  as  may  be  required  by  law  for  other  actions  to  be  considered  concur- 
rently with  the  development  agreement, 

(a)  Form  of  Notice. 

(1)  The  time  and  place  of  the  hearing; 

(2)  A general  summary  of  the  terms  of  the  proposed  development  agreement 
or  amendment  to  be  considered,  including  a general  description  of  the  area  affected, 
and  the  public  benefits  to  be  provided;  and 

(3)  Other  information  which  the  Director,  or  Clerk  of  the  Board  of  Supervisors, 
considers  necessary  or  desirable. 

(b)  Time  and  Manner  of  Notice. 

0)  Publication  and  Mailing.  Notice  of  hearing  shall  be  provided  in  the  same 
manner  as  that  required  in  City  Planning  Code  Section  306.3  for  amendments  to  that 
Code  which  would  reclassify  land;  where  mailed  notice  is  otherwise  required  by  law 
for  other  actions  to  be  considered  concurrently  with  the  development  agreement, 
notice  of  a public  hearing  before  the  Commission  on  the  development  agreement  shall 
be  included  on  the  next  Commission  calendar  to  be  mailed  following  the  date  of 
publication  of  notice  in  the  official  newspaper. 

(2)  Notice  to  Local  Agencies.  Notice  of  the  hearing  shall  also  be  mailed  at  least 
10  days  prior  to  the  hearing  to  any  local  public  agency  expected  to  provide  water, 
transit,  sewage,  streets,  schools,  or  other  essential  facilities  or  services  to  the  project, 
whose  ability  to  provide  those  facilities  and  services  may  be  significantly  affected  by 
the  development  agreement 

(c)  Failure  to  Receive  Notice.  The  failure  of  any  person  to  receive  notice 
required  by  law  does  not  affect  the  authority  of  the  City  and  County  of  San  Francisco 
to  enter  into  a development  agreement,  (Added  by  Ord.  372-88,  App,  8/10/88; 
amended  by  Ord.  59-91,  App.  2/27/91) 

SEC.  56.9.  RULES  GOVERNING  CONDUCT  OF  HEARING.  The 
Commission’s  public  hearing  on  the  proposed  development  agreement  shall  be 
conducted  in  accordance  with  the  procedure  for  the  conduct  of  reclassification 
hearings  as  provided  in  subsections  (b)  and  (c)  of  Section  306.4  of  the  City  Plarming 
Code.  Such  public  hearing  on  the  proposed  development  agreement  shall  be  held  prior 
to  or  concurrently  with  the  public  hearing  for  consideration  of  any  other  Commission 
action  deemed  necessary  to  the  approval  or  implementation  of  the  proposed  develop- 
ment agreement,  unless  the  Commission  determines,  after  a duly  noticed  public 
hearing  pursuant  to  Section  56.8,  that  proceeding  in  a different  marmer  would  further 
the  public  interest;  provided,  however,  that  any  required  action  under  the  California 
Environmental  Quality  Act  shall  not  be  affected  by  this  Section.  (Added  by  Ord.  372- 
88,  App.  8/10/88) 

SEC.  56.10.  DEVELOPMENT  AGREEMENT  NEGOTIATION  REPORT 
AND  DOCUMENTS,  (a)  Report.  The  Director  shall  prep^  a report  on  development 
agreement  negotiations  between  the  applicant  and  the  City  and  County  of  San 
Francisco  (City),  which  report  shall  be  distributed  to  the  Commission  and  Board  of 
Supervisors,  and  shall  be  available  for  public  review  20  days  prior  to  the  first  public 
hearing  on  the  proposed  development  agreement.  Said  report  shall  include,  for  each 
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I negotiation  session  between  the  applicant  and  the  City:  (1)  an  attendance  list;  (2)  a 
summary  of  the  topics  discussed;  and  (3)  a notation  as  to  any 
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terms  and  conditions  of  the  development  agreement  agreed  upon  between  the 
applicant  and  the  City. 

(b)  Documents.  The  Director  shall  (1)  maintain  a file  containing  documents 
exchanged  between  the  applicant/developer  and  the  City’s  executive  offices  and 
depanments;  and  (2)  endeavor  to  obtain  copies  and  maintain  a list  of  all  corres- 
pondence which  executive  offices  and  departments  received  from  and  sent  to  the 
public  relating  to  the  development  agreement.  The  Director  shall  make  said  docu- 
ments and  the  correspondence  list  available  for  public  review  20  days  prior  to  the 
first  public  hearing  on  the  proposed  development  agreement. 

(c)  Update  of  Report,  Documents,  and  Correspondence  List.  The  Director 
shall  update  the  negotiation  session  report  and  the  correspondence  list,  and  con- 
tinue to  maintain  a file  of  documents  exchanged  between  the  applicant/developer 
and  the  City  until  a development  agreement  is  finally  approved.  The  Director  shall 
make  the  updated  report,  correspondence  list,  and  documents  available  to  the 
public  at  least  five  working  days  before  each  public  hearing  on  the  proposed 
development  agreement. 

(d)  Remedies.  No  action,  inaction  or  recommendation  regarding  the  pro- 
posed development  agreement  shall  be  held  void  or  invalid  or  be  set  aside  by  a court 
by  reason  of  any  error,  irregularity,  informality,  neglect  or  omission  (“error”) 
which  may  occur  with  respect  to  City  compliance  with  this  Section  56.10.  This 
section  is  not  intended  to  affect  rights  and  remedies  with  respect  to  public  records 
otherwise  provided  by  law.  (.Added  by  Ord.  372-88.  App.  8/10/88) 

SEC.  56.11.  COLLATERAL  AGREEMENTS,  (a)  Filing.  In  order  to 
qualify  for  consideration  under  the  provisions  of  this  section,  the  pany  to  the 
collateral  agreement  seeking  such  consideration  must;  (1)  submit  a copy  of  the 
executed  collateral  agreement  to  the  Director,  (2)  identify  the  specific  terms  and 
conditions  of  said  collateral  agreement  which  said  party  believes  are  necessary  to 
achieve  the  public  purposes  sought  to  be  achieved  by  the  City  and  County  through 
the  development  agreement  process,  and  (3)  provide  contemporaneous  notice  to 
any  other  party  or  parties  to  the  collateral  agreement  or  the  development  agreement 
that  a request  for  consideration  pursuant  to  this  section  was  filed.  The  Director 
shall  forward  copies  of  all  collateral  agreements  received  to  the  City  Attorney’s 
Office  for  review. 

(b)  Recommendation  of  the  Dirctor  Prior  to  the  First  Public  Hearing  on  the 
Proposed  Development  Agreement. 

( 1 ) The  Director  is  obligated  to  consider  and  make  a recommendation  only  as 
to  those  collateral  agreements  which  satisfy  the  provisions  of  Section  56.H(a) 
above,  and  which  are  received  by  the  Director  within  seven  days  after  the  date  of 
publication  of  notice  of  the  first  hearing  on  the  proposed  development  agreement. 
The  Director  shall  consider  those  collateral  agreements  which  are  on  the  list 
provided  pursuant  to  Section  56.11(d)  below. 

(2)  With  respect  to  collateral  agreements  received  pursuant  to  the  provisions 
set  forth  above,  the  Director  shall  prepare  a report  to  the  Commission  on  said 
collateral  agreements.  If  the  Director  finds  that  applicant  compliance  with  certain 
specified  terms  or  conditions  of  said  collateral  agreements  is  necessary  to  achieve 
the  public  purposes  sought  by  the  City  through  the  developent  agreement  process, 
then  the  Director  shall  recommend  that  such  terms  or  conditions  be  incorporated 
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into  the  proposed  development  agreement.  If  the  Director  recommends  incorpora- 
tion into  the  development  agreement  of  any  terms  or  conditions  of  any  collateral 
agreements,  then  the  Director’s  report  shall  also  note  whether  the  other  party  or 
panies  to  the  collateral  agreement  or  proposed  development  agreement  objects, 
and  the  basis  for  that  objection. 

(3)  The  provisions  of  this  section  are  not  intended  to  limit  the  power  of  the 
Commission  or  the  Board  to  amend  the  proposed  development  agreement  to 
incorporate  terms  or  conditions  of  collateral  agreements. 

(c)  .\nnual  Recommendation  of  the  Director.  After  execution  of  a develop- 
ment agreement. 

(1)  The  Director  shall  consider  and  make  a recommendation  as  to  those 
collateral  agreements  which  satisfy  the  provisions  of  Section  56.11(a)  above,  and 
which  are  received  30  days  prior  to  the  date  scheduled  for  periodic  review,  as 
determined  pursuant  to  Section  56.17(a).  The  Director  shall  consider  those  collat- 
eral agreements  which  are  on  the  list  provided  pursuant  to  Section  56.11  (d)  below. 

(2)  With  respect  to  collateral  agreements  received  pursuant  to  the  provisions 
set  fonh  above,  the  Director  shall  prepare  a report  to  the  Commission  on  said 
collateral  agreements.  The  Director  shall  also  consult  with  the  applicant/developer 
concerning  said  collateral  agreements.  If  the  Director  finds  that  applicant/devel- 
oper compliance  with  certain  specified  terms  or  conditions  of  said  collateral 
agreements  would  substantially  further  attainment  of  the  public  purposes  which 
were  recited  as  inducement  for  entering  into  the  development  agreement,  then  the 
Director  shall  recommend  that  the  Commission  propose  an  amendment  to  the 
development  agreement  to  incorporate  said  terms  and  conditions.  If  the  Director 
recommends  proposal  of  an  amendment  to  incorporate  into  the  development 
agreement  specified  terms  or  conditions  of  any  collateral  agreements,  then  the 
Director’s  report  shall  also  note  whether  the  other  party  or  parties  to  the  collateral 
agreement  or  development  agreement  objects,  and  the  basis  for  that  objection. 

(d)  .Applicant/Developer  Disclosure  of  Collateral  Agreements. 

(1)  At  least  21  days  prior  to  the  first  hearing  on  the  proposed  development 
agreement,  the  applicant/developer  shall  provide  the  Director,  for  the  Director’s 
consideration,  a list  of  all  collateral  agreements  as  defined  in  Section  56.3(c)  that 
have  been  entered  into  by  the  applicant/developer. 

(2)  At  least  30  days  prior  to  the  date  scheduled  for  periodic  review  pursuant  to 
Section  56.17(a),  the  applicant/developer  shall  provide  the  Director,  for  the  Direc- 
tor’s consideration,  an  update  to  the  list  prepared  pursuant  to  Subsection  (d)(1) 
above,  or  any  previous  list  prepared  pursuant  to  this  Subsection  (d)(2),  as  applica- 
ble, identifying  all  such  collateral  agreements  entered  into  subsequent  to  the  date  of 
the  first  list,  or  subsequent  updates,  as  appropriate.  (Added  bv  Ord.  372-88,  App. 
8/10/88) 

SEC.  56.12.  IRREGULARITY  IN  PROCEEDINGS.  No  action,  inaction 
or  recommendation  regarding  the  proposed  development  agreement  or  any  pro- 
posed amendment  shall  be  held  void  or  invalid  or  be  set  aside  by  a coun  by  reason 
of  any  error,  irregularity,  informality,  neglect  or  omission  (“error”)  as  to  any  matter 
pertaining  to  the  application,  notice,  finding,  record,  hearing,  report,  summary, 
recommendation,  or  any  matters  of  procedure  whatever  unless  after  an  examina- 
tion of  the  entire  record,  the  court  is  of  the  opinion  that  the  error  complained  of  was 
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prejudicial  and  that  by  reason  of  the  error  the  complaining  party  sustained  and 
suffered  substantial  injury,  and  that  a different  result  would  have  been  probable  if  the 
error  had  not  occurred  or  existed.  There  is  no  presumption  that  error  is  prejudicial 
or  that  injury  resulted  if  error  is  shown.  (Added  by  Ord.  372-88,  App.  8/10/88) 

SEC.  56.13.  DETERMINATION  BY  COMMISSION,  (a)  Public  Hearing. 
The  Commission  shall  hold  a public  hearing  to  consider  and  act  on  a proposed 
development  agreement  after  providing  notice  as  required  under  Section  56.8. 

(b)  Recommendations  to  Board  of  Supervisors.  Following  the  public  hearing, 
the  Commission  may  approve  or  disapprove  the  proposed  development  agreement, 
or  may  modify  the  proposed  development  agreement  as  it  determines  appropriate.  The 
Commission  shall  make  its  final  recommendation  to  the  Board  of  Supervisors  which 
shall  include  the  Commission’s  determination  of  whether  the  development  agreement 
proposed  is  consistent  with  the  objectives,  policies,  general  land  uses  and  programs 
specified  in  the  general  plan  and  any  applicable  area  or  specific  plan,  and  the  priority 
policies  enumerated  in  City  Planning  Code  Section  101.1.  The  decision  of  the 
Commission  shall  be  rendered  within  90  days  from  the  date  of  conclusion  of  the 
hearing;  failure  of  the  Commission  to  act  within  the  prescribed  time  shall  be  deemed 
to  constitute  disapproval.  (Added  by  Ord.  372-88,  App.  8/10/88) 

SEC.  56.14.  DECISION  BY  BOARD  OF  SUPERVISORS,  (a)  Action  by 
Board  of  Supervisors.  The  Board  of  Supervisors  shall  hold  a public  hearing  on  the 
proposed  development  agreement  approved  by  the  Commission,  After  the  Board  of 
Supervisors  completes  its  public  hearing,  it  may  approve  or  disapprove  the  proposed 
development  agreement  recommended  by  the  Commission.  If  the  Commission  disap- 
proves the  proposed  development  agreement,  that  decision  shall  be  final  unless  the 
applicant/developer  appeals  the  Commission’s  determination  to  the  Board  of  Supervi- 
sors. The  applicant/developer  may  appeal  by  filing  a letter  with  the  Clerk  of  the  Board 
of  Supervisors  within  10  days  following  the  Commission’s  disapproval  of  the  pro- 
posed development  agreement.  The  procedures  for  the  Board’s  hearing  and  decision 
shall  be  the  same  as  those  set  forth  in  City  Planning  Code  Sections  308.1(c)  and 
308.1(d)  with  respect  to  an  appeal  of  a Commission  disapproval  of  a City  Planning 
Code  amendment  initiated  by  application  of  one  or  more  interested  property  owners. 

(b)  Material  ModlTication  of  the  Commission’s  Recommended  Development 
Agreement.  The  Board  of  Supervisors  may  adopt  a motion  proposing  a material 
modification  to  a development  agreement  recommended  by  the  Commission,  as 
defined  in  Section  56.3  herein.  In  such  event,  the  material  modification  must  be 
referred  back  to  the  Commission  for  report  and  recommendation  pursuant  to  the 
provisions  of  Subdivision  (c)  below.  However,  if  the  Commission  previously  consid- 
ered and  specifically  rejected  the  proposed  material  modification,  then  such  modifica- 
tion need  not  be  referred  back  to  the  Commission.  The  Board  of  Supervisors  may 
adopt  any  minor  modification  to  the  proposed  development  agreement  recommended 
by  the  Commission  which  it  determines  appropriate  without  referring  the  proposal 
back  to  the  Commission. 

(c)  Consideration  of  Material  Modification  By  the  Commission.  The 
Commission  shall  hold  a public  hearing  and  render  a decision  on  any  proposed 
material  modification  forwarded  to  the  Commission  by  motion  of  the  Board  within 
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90  days  from  the  date  of  referral  of  the  proposed  modification  by  the  Board  to  the 
Commission;  provided,  however,  if  the  Commission  has  not  acted  upon  and  returned 
the  proposed  material  modification  within  such  90  day  period,  the  proposal  shall  be 
deemed  disapproved  by  the  Commission  unless  the  Board,  by  resolution,  extends  the 
prescribed  time  within  which  the  Commission  is  to  render  its  decision. 

(d)  Effect  of  Commission  Action  on  Proposed  Material  Modification.  The 
Board  of  Supervisors  shall  hold  public  hearing  to  consider  the  Commission’s  action 
on  the  proposed  material  modifrcation.  If  the  Commission  approves  the  Board’s 
proposed  material  modification,  the  Board  may  adopt  the  modification  to  the  agree- 
ment by  majority  vote.  If  the  Commission  disapproves  the  Board’s  proposed  material 
modification,  or  has  previously  specifically  rejected  the  proposed  material  modifica- 
tion, then  the  Board  may  adopt  the  material  modification  to  the  development  agree- 
ment by  a majority  vote,  unless  said  modification  would  reclassify  property  or  would 
establish,  abolish,  or  modify  a setback  line,  in  which  case  the  modification  may  be 
adopted  by  the  Board  only  by  a vote  of  not  less  than  ^3  of  all  of  the  members  of  said 
Board. 

(e)  Consistency  With  General  and  Specific  Plans.  The  Board  of  Supervisors 
may  not  approve  the  development  agreement  unless  it  receives  the  Commission’s 
determination  that  the  agreement  is  consistent  with  the  Master  Plan,  any  applicable 
area  or  specific  plan  and  the  Priority  Policies  enumerated  in  City  Planning  Section 
101.1. 

(f)  Approval  of  Development  Agreement.  If  the  Board  of  Supervisors 
approves  the  development  agreement,  it  shall  do  so  by  the  adoption  of  an  ordinance. 
The  Board  of  Supervisors  may  not  vote  on  the  development  agreement  ordinance  on 
second  reading  unless  the  final  version  of  the  development  agreement  ordinance  is 
available  for  public  review  at  least  two  working  days  prior  to  the  second  reading.  The 
development  agreement  shall  take  effect  upon  its  execution  by  all  parties  following 
the  effective  date  of  the  ordinance.  (Added  by  Ord.  372-88,  App.  8/10/88;  amended 
by  Ord.  59-91,  App.  2/27/91) 

SEC.  56.15.  AMENDMENT  AND  TERMINATION  OF  AN  EXECUTED 
DEVELOPMENT  AGREEMENT  BY  MUTUAL  CONSENT,  (a)  The  development 
agreement  may  further  define  the  extent  to  which  changes  in  the  project  will  require 
an  amendment  to  the  development  agreement. 

(b)  Either  the  tqiplicant/developer  or  the  City  and  Coimty  may  propose  an 
amendment  to,  or  cancellation  in  whole  or  in  part  of,  any  development  agreement. 
Any  amendment  or  cancellation  shall  be  by  mutual  consent  of  the  parties,  except  as 
otherwise  provided  in  the  development  agreement  or  in  Section  56.16. 

(c)  The  procedure  for  proposing  and  adopting  an  amendment  which  constitutes 
(1)  a material  modification,  (2)  the  termination  in  whole  or  in  part  of  the  development 
agreement,  or  (3)  a minor  modification  which  tte  Commission  or  Board  has  requested 
to  review  pursuant  to  subsection  (d)  below,  shall  be  the  same  as  the  procedure  for 
entering  into  an  agreement  in  the  first  instance,  including,  but  not  limited  to,  the 
procedures  described  in  Section  56.4,  above. 

(d)  Any  proposed  amendment  or  modification  to  the  development  agreement 
which  would  constitute  a minor  modification  shall  not  require  a noticed  public  hearing 
before  the  parties  may  execute  an  amendment  to  the  agreement.  The  Director  may 
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commit  to  a minor  modification  on  behalf  of  the  City  if  the  following  conditions  are 
satisfied: 

(1)  The  Director  has  reached  agreement  with  the  other  party  or  parties  to  the 
development  agreement  regarding  the  modification; 

(2)  The  Director  has:  (i)  notified  the  Commission  and  the  Board;  (ii)  caused 
notice  of  the  amendment  to  be  published  in  the  official  newspaper  and  included  on 
the  Commission  calendar;  (iii)  caused  notice  to  be  mailed  to  the  parties  to  a collateral 
agreement  if  specific  terms  or  conditions  of  said  collateral  agreement  were  incorporat- 
ed into  the  development  agreement  and  said  terms  or  conditions  would  be  modified 
by  said  minor  modification;  and  (iv)  caused  notice  to  be  mailed  to  persons  who 
request  to  be  so  notified;  and 

(3)  No  member  of  either  the  Board  or  Commission  has  requested  an  opportunity 
to  review  and  consider  the  minor  modification  within  14  days  following  receipt  of 
the  Director’s  notice.  Upon  expiration  of  the  14-day  period,  in  the  event  that  neither 
entity  requests  a hearing,  the  decision  of  the  Director  shall  be  final.  (Added  by  Ord. 
372-88,  App.  8/10/88;  amended  by  Ord.  59-91,  App.  2/27/91) 

SEC.  56.16.  RECORDATION  OF  DEVELOPMENT  AGREEMENTS 
AMENDMENT  OR  TERMINATION,  (a)  Within  10  days  after  the  execution  of  the 
development  agreement,  or  any  amendments  thereto,  the  Clerk  of  the  Board  of 
Supervisors  shall  have  the  agreement  recorded  with  the  County  Recorder. 

(b)  If  the  parties  to  the  agreement  or  their  successors  in  interest  amend  or 
terminate  the  agreement  as  provided  herein,  or  if  the  Board  of  Supervisors  terminates 
or  modifies  the  agreement  as  provided  herein  for  failure  of  the  applicant/developer 
to  comply  in  good  faith  with  the  terms  or  conditions  of  the  agreement,  the  Clerk  of 
the  Board  of  Supervisors  shall  have  notice  of  such  action  recorded  with  the  County 
Recorder.  (Added  by  Ord.  372-88,  App.  8/10/88;  amended  by  Ord.  59-91,  App. 
2/27/91) 

SEC.  56.17.  PERIODIC  REVIEW,  (a)  Time  for  and  Initiation  of  Review. 

The  Director  shall  conduct  a review  in  order  to  ascertain  whether  the  applicant/ 
developer  has  in  good  faith  complied  with  the  development  agreement.  The  review 
process  shall  commence  at  the  beginning  of  the  second  week  of  January  following 
final  adoption  of  a development  agreement,  and  at  the  same  time  each  year  thereafter 
for  as  long  as  the  agreement  is  in  effect.  The  applicant/developer  shall  provide  the 
Director  with  such  information  as  is  necessary  for  purposes  of  the  compliance  review. 

Prior  to  commencing  review,  the  Director  shall  provide  written  notification  to 
any  party  to  a collateral  agreement  which  the  Director  is  aware  of  pursuant  to  Sections 
56.11(a)  and  (d),  above.  Said  notice  shall  summarize  the  periodic  review  process, 
advising  recipients  of  the  opportunity  to  provide  information  regarding  compliance 
with  the  development  agreement.  Upon  request,  the  Director  shall  make  reasonable 
attempts  to  consult  with  any  party  to  a collateral  agreement  if  specified  terms  and 
conditions  of  said  agreement  have  been  incorporated  into  the  development  agreement. 
Any  report  submitted  to  the  Director  by  any  party  to  a collateral  agreement,  if  the 
terms  or  conditions  of  said  collateral  agreement  have  been  incorporated  into  the 
development  agreement,  shall  be  transmitted  to  the  Commission  and/or  Board  of 
Supervisors. 
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(b)  Finding;  of  Compliance  by  Director.  If  the  Director  finds  on  the  basis  of 
substantial  evidence,  that  the  applicant/developer  has  complied  in  good  faith  with  the 
terms  and  conditions  of  the  agreement,  the  Director  shall  notify  the  Commission  and 
the  Board  of  Supervisors  of  such  determination,  and  shall  at  the  same  time  cause 
notice  of  the  determination  to  be  published  in  the  official  newspaper  and  included  on 
the  Commission  calendar.  If  no  member  of  the  Commission  or  the  Board  of  Supervi- 
sors requests  a public  hearing  to  review  the  Director’s  determination  within  14  days 
of  receipt  of  the  Director’s  notice,  the  Director’s  determination  shall  be  final.  In  such 
event,  the  Director  shall  issue  a certificate  of  compliance,  which  shall  be  in  recordable 
form  and  may  be  recorded  by  the  developer  in  the  official  records.  The  issuance  of 
a certificate  of  compliance  by  the  Director  shall  conclude  the  review  for  the  applicable 
period. 

(c)  Public  Hearing  Required.  If  the  Director  determines  on  the  basis  of 
substantial  evidence  that  the  applicant/developer  has  not  complied  in  good  faith  with 
the  terms  and  conditions  of  the  development  agreement,  or  otherwise  determines  that 
the  public  interest  would  be  served  by  further  review,  or  if  a member  of  the  Commis- 
sion or  Board  of  Supervisors  requests  further  review  pursuant  to  Subsection  (b)  above, 
the  Director  shall  make  a report  to  the  Commission  which  shall  conduct  a public 
hearing  on  the  matter.  Any  such  public  hearing  must  be  held  no  sooner  than  30  days, 
and  no  later  than  60  days,  after  the  Commission  has  received  the  Director’s  report. 

The  Director  shall  provide  to  the  applicant/developer  (1)  written  notice  of  the  public 
hearing  scheduled  before  the  Commission  at  least  30  days  prior  to  the  date  of  the 
hearing,  and  (2)  a copy  of  the  Director’s  report  to  the  Commission  on  the  date  the 
report  is  issued. 

(d)  Findings  Upon  Public  Hearing.  At  the  public  hearing,  the  applicant/ 
developer  must  demonstrate  good  faith  compliance  with  the  terms  of  the  development 
agreement.  The  Commission  shall  determine  upon  the  basis  of  substantial  evidence 
whether  the  applicant/developer  has  complied  in  good  faith  with  the  terms  of  the 
development  agreement. 

(e)  Finding  of  Compliance  by  Commission.  If  the  Commission,  after  a 
hearing,  determines  on  the  basis  of  substantial  evidence  that  the  applicant/developer 
has  complied  in  good  faith  with  the  terms  and  conditions  of  the  agreement  during  the 
period  under  review,  the  Commission  shall  instruct  the  Director  to  issue  a certificate 
of  compliance,  which  shall  be  in  recordable  form,  may  be  recorded  by  the  applicant/ 
developer  in  the  official  records,  and  which  shall  conclude  the  review  for  that  period; 
provided  that  the  certificate  shall  not  be  issued  until  after  the  time  has  run  for  the 
Board  to  review  the  determination.  Such  determination  shall  be  reported  to  the  Board 
of  Supervisors.  Notice  of  such  determination  shall  be  transmitted  to  the  Clerk  of  the 
Board  of  Supervisors  within  three  days  following  the  determination.  The  Board  may 
adopt  a motion  by  majority  vote  to  review  the  decision  of  the  Planning  Commission 
within  10  days  of  the  date  after  the  transmittal.  A public  hearing  shall  be  held  within 
30  days  after  the  date  that  the  motion  was  adopted  by  the  Board.  The  Board  shall 
review  all  evidence  and  testimony  presented  to  the  Planning  Commission,  as  well  as 
any  new  evidence  and  testimony  presented  at  or  before  the  public  hearing.  If  the 
Board  votes  to  overrule  the  determination  of  the  Planning  Commission,  and  refuses 
to  approve  issuance  of  a certificate  of  compliance,  the  Board  shall  adopt  written 
findings  in  support  of  its  determination  within  10  days  following  the  date  of  such  | 
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determination.  If  the  Board  agrees  with  the  determination  of  the  Planning  Commission, 
the  Board  shall  notify  the  Planning  Director  to  issue  the  certificate  of  compliance. 

(f)  Finding  of  Failure  of  Compliance.  If  the  Commission  after  a public 
hearing  determines  on  the  basis  of  substantial  evidence  that  the  applicant/developer 
has  not  complied  in  good  faith  with  the  terms  and  conditions  of  the  agreement  during 
the  period  under  review,  the  Commission  shall  either  (1)  extend  the  time  for  compli- 
ance upon  a showing  of  good  cause;  or  (2)  shall  initiate  proceedings  to  modify  or 
terminate  the  agreement  pursuant  to  Section  56.18.  (Added  by  Ord.  372-88,  App. 
8/10/88;  amended  by  Ord.  59-91,  App.  2/27/91;  Ord.  287-96,  App.  7/12/96) 

SEC.  56.18.  MODIFICATION  OR  TERMINATION,  (a)  If  the  Commission, 
upon  a finding  pursuant  to  Subdivision  (f)  of  Section  56.17,  determines  that  modifica- 
tion of  the  agreement  is  appropriate  or  that  the  agreement  should  be  terminated,  the 
Commission  shall  notify  the  applicant/developer  in  writing  30 


AD-848.1 


(12-96) 


( 


( 


San  Francisco  Administrative  Code 


Section  56.18 


days  prior  to  any  public  hearing  by  the  Board  of  Supervisors  on  the  Commission’s 
recommendations. 

(b)  Modification  or  Termination.  If  the  Commission,  upon  a finding  pursuant 
to  Subdivision  (0  of  Section  56.17,  approves  and  recommends  a modification  or 
termination  of  the  agreement,  the  Board  of  Supervisors  shall  hold  a public  hearing 
to  consider  and  determine  whether  to  adopt  the  Commission  recommendation. 
The  procedures  governing  Board  action  shall  be  the  same  as  those  applicable  to  the 
initial  adoption  of  a development  agreement;  provided,  however,  that  consent  of 
the  applicant/developer  is  not  required  for  termination  under  this  section.  (Added 
by  Ord.  372-88,  App.  8/10/88) 

SEC.  56.19.  LIMITATION  ON  ACTIONS,  (a)  Any  decision  of  the  Board 
pursuant  to  this  Chapter  shall  be  final.  Any  court  action  or  proceeding  to  attack, 
review,  set  aside,  void  or  annul  any  final  decision  or  determination  by  the  Board 
shall  be  commenced  within  90  days  after  (1)  the  date  such  decision  or  determina- 
tion is  final,  or  (2)  when  acting  by  ordinance,  after  the  ordinance  is  signed  by  the 
Mayor,  or  is  otherwise  finally  approved. 

(b)  Any  court  action  or  proceeding  to  attack,  review,  set  aside,  void  or  annul 
any  final  decision  or  determination  by  (1)  the  Director  pursuant  to  Section 
56.15(d)(iii),  or  (2)  the  Commission  pursuant  to  Section  56.17(e)  shall  be  com- 
menced within  90  days  after  said  decision  is  final.  (Added  by  Ord.  372-88,  App. 
8/10/88) 

SEC.  56.20.  FEE.  In  order  to  defray  the  cost  to  the  City  and  County  of  San 
Francisco  of  preparing,  adopting,  and  amending  a development  agreement,  a fee 
shall  be  charged  and  collected  in  accord  with  the  procedures  described  below: 

(a)  Cost  Estimate  and  Application  Report.  The  reasonable  costs  to  the  vari- 
ous departments  of  the  City  and  County  of  San  Francisco  including,  but  not  limited 
to,  the  Department  of  City  Planning,  the  Department  of  Public  Works,  the  Mayor’s 
Office  of  Housing  and  Economic  Development,  the  Real  Estate  Department  and 
the  City  Attorney’s  Office  for  staff  time,  necessary  consultant  services  and  associ- 
ated costs  of  materials  and  administration  will  vary  according  to  the  size  and 
complexity  of  the  project.  Accordingly,  upon  receipt  of  an  application  for  a devel- 
opment agreement,  the  Department  of  City  Planning,  after  consultation  with  the 
applicant/developer,  any  other  parties  identified  in  the  application  as  parties  to  the 
proposed  development  agreement,  and  the  affected  City  and  County  departments, 
shall  prepare  an  estimated  budget  of  the  reasonable  costs  to  be  incurred  by  the  City 
and  County  (1)  in  the  preparation  and  adoption  of  the  proposed  development 
agreement,  and  (2)  in  the  preparation  of  related  documents  where  the  costs  incurred 
are  not  fully  funded  through  other  City  fees  or  funds;  provided,  however,  that  if  the 
projected  time  schedule  exceeds  one  year,  then  the  estimated  budget  shall  be 
prepared  for  the  initial  12-month  period  only,  and  the  estimated  budgets  for  any 
subsequent  1 2-month  time  periods  shall  be  prepared  prior  to  the  end  of  the  prior  12- 
month  period. 

The  Director  shall  also  prepare  a report  for  the  Commission  and  Board 
describing  the  application,  the  anticipated  public  benefits  listed  in  the  application 
pursuant  to  Section  56.4(b),  and  the  projected  time  schedule  for  development 
agreement  negotiations. 
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(b)  Commission  and  Board  of  Supervisors  Consideration.  The  Commission 
shall  recommend  to  the  Board  of  Supervisors  that  a fee  be  imposed  of  a specified 
amount  after  reviewing  the  cost  estimate  prepared  by  the  Director  and  conducting  a 
public  hearing  pursuant  to  Section  56.4(c).  If  the  Board  of  Supervisors  approves  the 
fee  amount  by  resolution,  the  fee  shall  be  paid  within  30  days  after  the  effective  date 
of  the  resolution.  The  fee  shall  be  paid  in  a single  installment  or,  at  the  discretion  of 
the  Director,  in  four  equal  installments,  payable  periodically  over  the  estimated 
time  frame  for  which  the  estimated  budget  has  been  prepared,  with  the  first 
installment  due  within  30  days  after  the  effective  date  of  the  fee  resolution. 

(c)  Deposit.  The  applicant/developer  may  prepay  up  to  50  percent  of  the 
amount  of  the  fee  (as  calculated  in  the  Director’s  estimated  budget)  into  a Develop- 
ment .Agreement  Fund  established  for  that  purpose  to  enable  the  affected  City 
Departments  and  agencies  to  begin  work  on  the  application.  Such  funds  shall  be 
deemed  appropriated  for  the  purposes  identified  in  the  cost  estimate,  and  shall  be 
credited  against  the  final  fee  amount  specified  in  the  fee  resolution  if  such  resolu- 
tion is  ultimately  adopted  by  the  Board  of  Supervisors.  If  the  Board  fails  to  adopt 
such  fee  resolution,  then  the  Controller  shall  return  any  prepaid  funds  remaining 
unexpended  or  unobligated  to  the  applicant/developer.  If  the  Board  approves  a fee 
amount  which  is  less  than  the  amount  which  the  applicant/developer  prepaid,  then 
the  Controller  shall  return  that  portion  of  the  difference  between  the  fee  amount 
and  the  prepaid  funds  which  remains  unexpended  or  unobligated  to  the  applicant/ 
developer. 

(d)  Development  Agreement  Fund.  There  is  hereby  created  a Development 
.Agreement  Fund  wherein  all  funds  received  under  the  provisions  of  this  section 
shall  be  deposited.  .All  expenditures  from  the  Fund  shall  be  for  purposes  of  review- 
ing the  application  for,  or  proposed  material  modification  to,  a development 
agreement  and  preparing  the  documents  necessary  to  the  aproval  of  the  develop- 
ment agreement,  or  a material  modification  thereto.  Up  to  50  percent  of  the  annual 
cost  estimate  is  hereby  deemed  appropriated  for  such  purposes  if  the  applicant/ 
developer  chooses  to  prepay  such  amount  pursuant  to  Subsection  (c)  above.  All 
other  funds  are  subject  to  the  budget  and  fiscal  powers  of  the  Board  of  Supervisors. 
Interest  earned  on  such  amounts  deposited  in  said  Fund  shall  accrue  to  the  Fund  for 
the  purposes  set  forth  herein.  Upon  the  execution  of  a development  agreement,  or 
withdrawal  by  an  applicant/developer  of  its  application,  any  unexpended  or  unob- 
ligated portion  of  the  fee  paid  by  the  applicant/developer  shall  be  returned  to  the 
applicant/developer. 

(e)  Waiver  for  Affordable  Housing.  The  Board  of  Supervisors  may,  by  resolu- 
tion, waive  all  or  a portion  of  the  fee  required  pursuant  to  this  section  for  affordable 
housing  developments,  as  that  term  is  defined  in  Section  56.3,  only  if  it  finds  that 
such  waiver  is  necessary  to  achieve  such  affordable  housing  development. 

(f)  Other  Fees.  Payment  of  fees  charged  under  this  section  does  not  waive  the 
fee  requirements  of  other  ordinances.  The  fee  provisions  set  forth  herein  are  not 
intended  to  address  fees  or  funding  for  parties  to  collateral  agreements.  (Added  by 
Ord.  372-88,  App.  8/10/88) 
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Sec. 

57.9. 

Sec. 

57.10. 

Sec. 

57.11. 

Sec. 

57.12. 

Sec. 

57.13. 

Definitions. 

Establishment  of  Commission;  Appointment  of 
Commissioners;  Qualifications;  Terms  of  Office; 
Compensation. 

Powers  and  Eiuties. 

Meetings. 

Authorization  to  Enter  Into  Use  Agreements  and  Coordinate 
City  Departments  Regarding  Film  Companies;  Consent  of 
Relevant  Departments;  Cost  Recovery. 

Requirements  for  Film  Companies. 

Authority  and  Duties  of  the  Chair  of  the  Commission. 
Authority  and  E>uties  of  Executive  Director. 

Rules  and  Regulations. 

Establishment  of  Film  Production  Special  Fund; 
Expenditures;  Continuous  Appropriation. 

Exceptions. 

City  Undertaking  Limited  to  Promotion  of  General  Welfare. 
Severability. 


SEC.  57.1.  DEFINITIONS,  (a)  “City”  means  the  City  and  County  of  San 
Francisco. 

(b)  “Film”  means  feature  motion  pictures,  video  tapes,  television  programs, 
commercials,  still  photography,  documentaries,  travelogues,  music  videos  and  other 
visual  art  forms;  provided  however,  that  “film”  shall  not  mean  films  or  video  tapes 
for  private-family  use  or  films  by  any  news  service  or  similar  entity  engaged  in  on- 
the-spot  broadcasting  of  news  events. 

(c)  “Film  company”  means  any  individual,  corporation,  firm,  partnership,  or 
other  organization  however  organized  engaged  in  film  production. 

(d)  “Film  production”  means  the  activity  of  making  a film  for  commercial  or 
noncommercial  property  where  that  activity  (1)  requires  the  use  of  City  employees 
or  equipment  or  (2)  interferes  to  any  substantial  degree  with  the  ordinary  use  and 
enjoyment  of  public  streets  or  sidewalks  or  other  property  under  the  jurisdiction  of 
the  City. 

(e)  “Commission”  means  the  Film  and  Video  Arts  Commission  of  the  City  and 
County  of  San  Francisco.  (Added  by  Ord.  464-88,  App.  10/12/88;  amended  by  Ord. 
425-89,  App.  11/21/89) 


SEC.  57.2.  ESTABLISHMENT  OF  COMMISSION ; APPOINTMENT  OF 
COMMISSIONERS;  QUALIFICATIONS;  TERMS  OF  OFFICE;  COMPENSA- 
TION. (a)  Establishment  of  Commission.  A Film  and  Video  Arts  Commission  for 
the  City  and  County  of  San  Francisco  (referred  to  hereafter  in  this  Chapter  as 
“Commission”)  is  hereby  created  consisting  of  eleven  (11)  members. 

(b)  Appointment  of  Commissioners;  Qualifications.  The  members  of  the 
Commission  shall  be  appointed  by  and  serve  at  the  pleasure  of  the  Mayor.  At  least 
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six  members  of  the  Commission  shall  be  residents  of  the  City  and  County  of  San 
Francisco.  The  Commission  shall  be  composed  of  outstanding  members  of  the 
community.  The  membership  of  the  Commission  may  include  members  who  have 
experience  in  areas  such  as:  Performing  and  Creative  Arts,  Production,  Film/Video 
or  Sound  Technology,  Services  and  Facilities,  Education,  Presentation  and  Producing, 
Interactive  Multimedia,  and  shall  be  broadly  representative  of  ethnic,  racial,  gender, 
age  and  sexual  orientation  groups,  and  shall  otherwise  reflect  the  diversity  of  the  City 
and  County.  The  President  of  the  Art  Commission  of  the  City  and  County  shall  be 
invited  to  serve  as  a nonvoting,  ex-officio  member  of  the  Film  and  Video  Arts 
Commission. 

(c)  Term  of  Office.  Within  60  days  of  the  effective  date  of  this  amendment 
to  Chapter  57,  the  Mayor  shall  appoint  1 1 Commissioners.  Of  the  1 1 Commissioners 
appointed,  three  shall  serve  for  a term  of  two  years,  four  shall  serve  for  a term  of 
three  years,  and  four  shall  serve  for  a term  of  four  years.  The  term  of  office  of  each 
Commissioner  shall  be  determined  by  the  drawing  of  lots  at  the  first  meeting  of  the 
Commission  after  the  appointment  of  the  11  Commissioners.  Thereafter,  members 
shall  be  appointed  for  a term  of  office  of  four  years,  except  that  all  of  the  vacancies 
occurring  during  a term  shall  be  filled  for  the  unexpired  term. 

(d)  Compensation.  Members  of  the  Commission  shall  not  be  compensated  for 
their  service  as  members  of  the  Commission.  Members  of  the  Commission  may  be 
reimbursed  for  expenses  incurred  as  members  of  the  Commission  resulting  from  their 
authorized  activities  on  behalf  of  the  Commission. 

(e)  Selection  of  Chair.  The  Commission  shall,  annually,  select  a Chair  who 
shall  serve  for  a term  of  one  year.  The  Commission  may  reappoint  a Chair  to  serve 
additional  terms. 

(f)  Executive  Director.  The  Commission  shall  appoint  an  Executive  Director 
of  the  Commission  who  shall  serve  at  the  Commission’s  pleasure.  The  Executive 
Director  shall  act  as  the  department  head  and  appointing  officer  of  the  Commission 
pursuant  to  Charter  Section  3.501.  This  position  is  intended  to  replace  the  position 
of  Mayor’s  Office  Film  Coordinator,  and  shall  initially  be  compensated  at  the  same 
rate  as  the  Mayor’s  Office  Film  Coordinator  was  being  compensated.  This  position 
shall  be  compensated  from  the  same  source  of  monies  as  was  the  Mayor’s  Office  Film 
Coordinator.  The  Executive  Director  shall  supervise  the  Commission’s  staff,  and  shall 
have  other  duties  and  responsibilities  as  provided  in  this  Chapter.  (Added  by  Ord.  425- 
89,  App.  11/21/89;  amended  by  Ord.  358-91,  App.  10/2/91) 

SEC.  57.3.  POWERS  AND  DUTIES.  The  Commission  shall  develop,  recog- 
nize, and  promote  film  and  video  activities  in  the  City  and  County.  The  members  shall 
work  together  and  explore  and  promote  long-term  goals  for  filmmaking  as  a major 
emphasis  of  the  City’s  economic  and  cultural  base,  and  encourage  the  recognition  of 
film  and  video  arts  as  an  artform  with  widespread  economic  components.  The  powers 
of  the  Commission  shall  include,  but  not  be  limited  to: 

(a)  The  stimulation  of  community  awareness  of  the  artforms  of  film  and  video; 

(b)  The  promotion  of  long-range  investment  in  projects  originating  in  the  San 
Francisco  area,  such  as  scripts,  film  proposals,  treatments,  and  shorter  works; 

(c)  The  coordination  of  the  awareness  of  film  and  video  arts  and  economic 
opportunities  throughout  the  school  systems  so  as  to  provide  training  at  the  universi- 
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ties  and  community  colleges  for  technicians,  craft  skills,  and  creative  talent  in  the 
area; 

(d)  The  coordination  of  communications  among  the  various  sectors  of  the  film 
and  video  industry  and  cultivation  of  outreach  so  as  to  raise  the  public  relations 
image.  The  Commission  shall  work  to  maintain  the  communication  of  issues  and 
concerns,  and  to  present,  out  of  the  City  and  abroad,  the  major  assets  and  advances 
of  San  Francisco; 

(e)  The  acceptance  of  gifts,  devises  and  bequests  as  provided  in  Charter  Section 
3.500(d). 

(f)  The  maintenance  of  liaison  with  other  specific  interest  groups,  councils, 
organizations,  and  institutions,  and  the  maintenance  of  liaison  with  the  Art  Commis- 
sion from  the  perspective  of  film  and  video  arts; 

(g)  Providing  perspective  for  both  the  Mayor  and  the  Board  of  Supervisors  with 
respect  to  long-range  promotion,  development  and  planning  for  a significant  film  and 
video  arts  base  in  San  Francisco.  (Added  by  Ord.  425-89,  App.  11/21/89;  amended 
by  Ord.  358-91,  App.  10/2/91) 

SEC.  57.4.  MEETINGS.  Meetings  of  the  Commission  shall  be  convened  by 
the  Chair  of  the  Commission.  Meetings  shall  be  held  on  a regular  basis,  to  be 
determined  by  the  Commission.  (Added  by  Ord.  425-89,  App.  1 1/21/89;  amended  by 
Ord.  358-91,  App.  10/2/91) 

SEC.  57.5.  AUTHORIZATION  TO  ENTER  INTO  USE  AGREEMENTS 
AND  COORDINATE  CITY  DEPARTMENTS  REGARDING  FILM  COMPA- 
NIES; CONSENT  OF  RELEVANT  DEPARTMENTS;  COST  RECOVERY,  (a) 
Use  Agreements;  Deposit  of  Funds.  The  Executive  Director  may  enter  into  use 
agreements  with  organizations  seeking  to  engage  in  film  productions.  The  Executive 
Director  shall  be  the  sole  City  representative  authorized  to  negotiate  use  agreements. 
Such  agreements  shall,  at  a minimum,  provide  for  the  full  recovery  of  costs  incurred 
by  the  various  City  departments  in  providing  the  use  of  City  employees,  equipment 
and  rental  facilities  or  rental  properties.  Funds  to  reimburse  City  departments  for  costs 
incurred  by  those  departments  for  the  deployment  of  personnel  or  equipment  or  use 
of  rental  facilities  or  rental  properties  shall  be  paid  directly  to  those  departments  for 
deposit  subject  to  the  budget  and  fiscal  provisions  of  the  Charter. 

(b)  Consent  of  Departments  or  Mayor.  Use  agreements  entered  into  pursuant 
to  this  Section  shall  provide  that  where  film  productions  are  to  take  place  on  property 
under  the  jurisdiction  of  City  departments,  the  permission  to  use  such  property  is 
subject  to  the  consent  of  the  department  head  or  his  or  her  designee  or  the  Mayor  or 
Mayor’s  designee. 

(c)  Schedule  of  Costs.  In  addition  to  the  reimbursement  of  City  departments 
for  the  costs  incurred  by  those  departments  in  deploying  personnel  or  equipment,  the 
following  daily  charges  shall  be  assessed  to  film  companies  seeking  to  engage  in  film 


productions: 

Videos,  documentaries,  print,  travel  or  corporate/industrial  films  ....  $100 

Commercials $200 

Television  programs  or  feature  films  $300 

Student,  educational  or  nonprofit  productions No  fee 
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Fifty  percent  of  the  revenue  generated  by  such  charges  shall  be  deposited  in  the 
Film  Production  Special  Fund.  The  remaining  50  percent  of  such  funds  shall  be 
deposited  in  a reserve  fund  to  be  established  by  the  Controller  and  held  in  reserve  for 
City  departments  that  incur  costs  related  to  film  productions.  The  Executive  Director 
shall  determine  the  apportionment  of  reserved  funds  for  these  various  departments. 
Such  departments  may  use  these  funds  subject  to  the  budgetary  and  fiscal  provisions 
of  the  Charter,  provided  that  funds  earmarked  for  the  Municipal  Railway  shall  be 
deposited  to  the  Public  Utilities  Award  Fund  (Account  No.  739771).  (Added  by  Ord. 
464-88,  App.  10/12/88;  amended  by  Ord.  425-89,  App.  11/21/89;  Ord.  358-91,  App. 
10/2/91;  Ord.  287-96,  App.  7/12/96) 

SEC.  57.6.  REQUIREMENTS  FOR  FILM  COMPANIES,  (a)  Use  Agree- 
ments. All  film  companies  seeking  to  engage  in  film  productions  shall  enter  into  use 
agreements  with  the  Executive  Director. 

(b)  Insurance  and  Indemnification.  As  a condition  of  engaging  in  film 
productions,  concurrently  with  entering  into  a use  agreement  with  the  City  for  the 
utilization  of  City  property  or  employees,  film  companies  shall  file  with  the  Executive 
Director  documentation  of  insurance  and  indemnification  holding  the  City  and  County 
harmless  from  any  liability.  The  amounts  of  such  insurance  and  indemnification,  and 
the  suitability  of  the  insuring  entity,  shall  be  determined  by  the  City’s  Risk  Manager 
in  coordination  with  the  Executive  Director  and  other  City  departments.  (Added  by 
Ord.  464-88,  App.  10/12/88;  amended  by  Ord.  425-89,  App.  11/21/89;  Ord.  358-91, 
App.  10/2/91) 

SEC.  57.7.  AUTHORITY  AND  DUTIES  OF  THE  CHAIR  OF  THE 
COMMISSION.  In  addition  to  any  other  authority  vested  in  or  duty  charged  to  him 
or  her,  the  Chair  of  the  Commission  shall  have  the  duty  and  authority  to  convene 
meetings  of  the  Commission,  and  to  maintain  liaison  with  the  Art  Commission  from 
the  perspective  of  film  and  video  arts.  (Added  by  Ord.  425-89,  App.  11/21/89; 
amended  by  Ord.  358-91,  App.  10/2/91) 

SEC.  57.8.  AUTHORITY  AND  DUTIES  OF  EXECUTIVE  DIRECTOR. 

In  addition  to  any  other  authority  vested  in  or  duty  charged  to  him  or  her,  the 
Executive  Director  shall  serve  as  the  liaison  between  the  film  companies  and  the 
various  City  departments.  In  performing  his  or  her  duties  as  liaison,  the  Executive 
Director  shall  assist  the  film  companies  in  locating  suitable  locations  and  shall 
coordinate  the  efforts  of  the  various  City  departments  in  connection  with  the  produc- 
tion of  motion  pictures,  films,  television  programs,  music  videos  and  other  visual  arts 
utilizing  City  property  or  employees.  The  Executive  Director  shall  also  be  responsible 
for  coordinating  any  and  all  film  permits  required  by  the  City  for  film  and  video 
productions  in  the  City.  (Added  by  Ord.  464-88,  App.  10/12/88;  amended  by  Ord. 
425-89,  App.  11/21/89;  Ord.  358-91,  App.  10/2/91) 

SEC.  57.9.  RULES  AND  REGULATIONS.  The  Commission  may  adopt  rules 
and  regulations  to  implement  and  further  the  purposes  of  this  Chapter.  (Added  by  Ord. 
464-88,  App.  10/12/88;  amended  by  Ord.  425-89,  App.  11/21/89;  Ord.  358-91,  App. 
10/2/91) 
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SEC.  57.10.  ESTABLISHMENT  OF  FH^M  PRODUCTION  SPECIAL 
FUND;  EXPENDITURES;  CONTINUOUS  APPROPRIATION.  There  is  hereby 
created  and  established  a special  fund  to  be  known  as  the  Film  Production  Special 
Fund.  Said  fund  shall  be  used  exclusively  for  administering  this  Chapter  and  promot- 
ing San  Francisco  as  a location  for  film  productions.  All  expenditures  shall  be 
approved  by  the  Commission.  All  funds  deposited  in  said  special  fund  shall  be  deemed 
continuously  appropriated  for  the  purposes  set  forth  in  this  section  and  the  Controller 
shall  make  such  funds  available  for  expenditure. 

Any  unexpended  balances  remaining  in  fund  at  the  close  of  any  fiscal  year  shall 
be  deemed  to  have  been  provided  for  a specific  purpose  within  the  meaning  of  Section 
6.306  of  the  Charter,  and  shall  be  carried  forward  and  accumulated  in  said  fund  for 
the  purposes  recited  herein. 

The  Commission  shall  prepare  and  file  with  the  Board  of  Supervisors,  at  the 
same  time  the  Commission  files  with  the  Mayor  a proposed  fiscal  year  budget,  an 
annual  report  that  shall  detail  all  revenues  and  expenditures  of  the  Commission  during 
the  immediately  preceding  fiscal  year.  (Added  by  Ord.  464-88,  App.  10/12/88; 
amended  by  Ord.  425-89,  App.  11/21/89;  Ord.  358-91,  App.  10/2/91) 

SEC.  57.11.  EXCEPTIONS.  This  Chapter  shall  not  apply  to  film  or  photo- 
graphic activities  occurring  in  the  buildings  or  on  the  grounds  of  the  San  Francisco 
War  Memorial  Performing  Arts  Center  or  San  Francisco  Convention  Facilities  or 
where  inconsistent  with  State  law,  the  Chaner  or  contractual  agreements.  (Added  by 
Ord.  464-88,  App.  10/12/88;  amended  by  Ord.  425-89,  App.  11/21/89;  Ord.  358-91, 
App.  10/2/91) 

SEC.  57.12.  CITY  UNDERTAKING  LIMITED  TO  PROMOTION  OF 
GENERAL  WELFARE.  In  undertaking  the  adoption  and  enforcement  of  this 
Chapter,  the  City  is  assuming  an  undertaking  only  to  promote  the  general  welfare. 
It  is  not  assuming,  nor  is  it  imposing  on  its  officers  or  employees,  an  obligation  for 
breach  of  which  the  City  is  liable  in  money  damages  to  any  person  who  claims  that 
such  breach  proximately  caused  injury.  (Added  by  Ord.  464-88,  App.  10/12/88; 
amended  by  Ord.  425-89,  App.  11/21/89;  Ord.  358-91,  App.  10/2/91) 

SEC.  57.13.  SEVERABILITY.  If  any  part  of  this  Chapter,  or  the  application 
thereof,  is  held  to  be  invalid,  the  remainder  of  this  Chapter  shall  not  be  affected 
thereby,  and  this  Chapter  shall  otherwise  continue  in  full  force  and  effect.  To  this  end, 
the  provisions  of  this  Chapter,  and  each  of  them,  is  severable.  (Added  by  Ord.  464-88, 
App.  10/12/88;  amended  by  Ord.  425-89,  App.  1 1/21/89;  Ord.  358-91,  App.  10/2/91) 
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Sec.  58.1. 

CHAPTER  58 

CONFLICT  OF  INTEREST  CODE 

Adoption  of  State  Code. 

Sec.  58.2. 

Copies  of  Regulation  18730. 

Sec.  58.3. 

Filing  Requirements. 

Sec.  58.4. 

Filing  Officers. 

Sec.  58.5. 

Filing  Officer  Reports. 

Sec.  58.6. 

Notice  of  Appointment  and  Resignation. 

Sec.  58.7. 

Disclosure  Categor>'  1. 

Sec.  58.8. 

Disclosure  Categories. 

Sec.  58.9. 

Definitions. 

Sec.  58.105. 

Commission  on  the  Aging. 

Sec.  58.110. 

Agriculture.  Weights  and  Measures  Department. 

Sec.  58.115. 

Airports  Commission. 

Sec.  58.120. 

Animal  Control  Department. 

Sec.  58.125. 

Asian  Art  Museum. 

Sec.  58.130. 

Art  Commission. 

Sec.  58.135. 

Assessor-Recorder. 

Sec.  58.145. 

Board  of  Supervisors. 

Sec.  58.150. 

Department  of  Building  Inspection. 

Sec.  58.155. 

City  Administrator. 

Sec.  58.165. 

City  Attorney. 

Sec.  58.168. 

Civil  Grand  Jury. 

Sec.  58.170. 

Civil  Service  Commission. 

Sec.  58.175. 

Commission  on  the  Status  of  Women. 

Sec.  58.177. 

Community  College  District. 

Sec.  58.180. 

Controller. 

Sec.  58.185. 

District  Attorney. 

Sec.  58.190. 

Economic  Opportunity  Council. 

Sec.  58.195. 

Department  of  Telecommunications  and  Information  Services. 

Sec.  58.198. 

Department  of  Elections. 

Sec.  58.200. 

Emergency  Services. 

Sec.  58.201. 

Environment  Commission. 

Sec.  58.202. 

Ethics  Commission. 

Sec.  58.205. 

Board  of  Examiners,  Plumbing  and  Electrical. 

Sec.  58.207. 

Film  and  Video  Arts  Commission. 

Sec.  58.210. 

Fine  Arts  Museums. 

Sec.  58.215. 

Fire  Department. 

Sec.  58.218. 

Health  Authority. 

Sec.  58.220. 

Housing  Authority. 

Sec.  58.225. 

Hazardous  Materials  Advisory  Committee. 

Sec.  58.235. 

Human  Resources  Department. 

Sec.  58.240. 

Human  Rights  Commission. 

Sec.  58.245. 

Joint  Powers  Financing  Authority. 

Sec.  58.250. 

Juvenile  Probation  Commission. 

Sec.  58.252. 

Landmarks  Preservation  Advisory  Board. 
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Sec.  58.255. 

Law  Library. 

Sec.  58.260. 

Mayor’s  Office. 

Sec.  58.265. 

Medical  Examiner. 

Sec.  58.267. 

Office  of  Citizen  Complaints. 

Sec.  58.270. 

Parking  Authority. 

Sec.  58.272. 

Department  of  Parking  and  Traffic. 

Sec.  58.275. 

Board  of  Appeals. 

Sec.  58.280. 

Planning  Department. 

Sec.  58.285. 

Police  Department. 

Sec.  58.290. 

Port  Commission. 

Sec.  58.300. 

Public  Administrator/Public  Guardian. 

Sec.  58.305. 

Public  Defender. 

Sec.  58.310. 

Public  Health  Department. 

Sec.  58.315. 

Public  Library. 

Sec.  58.320. 

Public  Utilities  Commission. 

Sec.  58.323. 

Public  Transportation  Commission. 

Sec.  58.325. 

Public  Works  Department. 

Sec.  58.330. 

Purchasing  Department. 

Sec.  58.335. 

Real  Estate  Department. 

Sec.  58.340. 

County  Clerk. 

Sec.  58.345. 

Recreation  and  Park  Department. 

Sec.  58.350. 

Redevelopment  Agency. 

Sec.  58.357. 

Relocation  Appeals  Board. 

Sec.  58.365. 

Residential  Rent  Stabilization  and  Arbitration  Board. 

Sec.  58.370. 

Retirement  System. 

Sec.  58.375. 

San  Francisco  County  Transportation  Authority. 

Sec.  58.380. 

Sheriff. 

Sec.  58.382. 

Private  Industry  Council. 

Sec.  58.383. 

San  Francisco  Unified  School  District. 

Sec.  58.385. 

Human  Services  Commission. 

Sec.  58.390. 

Treasurer-Tax  Collector. 

Sec.  58.405. 

War  Memorial  and  Performing  Arts  Center. 

Sec.  58.500. 

Court  Positions. 

Sec.  58.600. 

Positions  Designated  by  State^ — Filing  Official. 

SEC.  58.1.  ADOPTION  OF  STATE  CODE.  The  provisions  of  Regulation 
18730  of  the  Fair  Political  Practices  Commission  (2  Cal.  Admin.  Code  § 18730),  as 
the  regulation  reads  on  the  date  this  ordinance  is  adopted  and  as  the  regulation  may 
be  amended  from  time  to  time  by  the  Commission,  are  hereby  adopted  and  incorporat- 
ed herein  by  this  reference  as  the  Conflict  of  Interest  Code  for  agencies  of  the  City 
and  County  of  San  Francisco  listed  in  this  Chapter,  commencing  with  Section  58.100. 
(Added  by  Ord.  3-90,  App.  1/5/90) 

SEC.  58.2.  COPIES  OF  REGULATION  18730.  Three  copies  of  Regulation 
18730  shall  be  maintained  in  the  office  of  the  Ethics  Commission.  (Added  by  Ord. 
3-90,  App.  1/5/90;  amended  by  Ord.  386-95,  App.  12/14/95) 
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SEC.  583.  FILING  REQUIREMENTS.  Each  officer  and  employee  of  the  City 
and  County  of  San  Francisco  holding  a position  designated  in  this  Chapter,  other  than 
those  officials  identified  in  Section  58.600,  shall  file  statements  disclosing  the 
information  required  by  the  disclosure  categories  set  forth  in  this  chapter,  on  such 
forms  as  may  be  specified  by  the  California  Fair  Political  Practices  Commission  (Form 
730  unless  otherwise  provided  by  the  Commission),  and  at  such  times  required  by 
Regulation  18730.  A copy  of  the  forms  to  be  used  shall  be  supplied  by  the  Ethics 
Commission  to  each  filing  officer.  Every  officer  and  employee  holding  a position 
designated  in  this  Chapter  shall  retain  his  or  her  filing  obligations,  notwithstanding 
any  reclassification  or  title  change  that  may  occur  in  the  future  as  to  the  same  job 
duties.  (Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  311-92,  App.  10/9/92; 
Ord.  386-95,  App.  12/14/95) 

SEC.  58.4.  FILING  OFFICERS.  With  the  exception  of  those  officials 
identified  in  Section  58.600,  persons  holding  designated  positions  shall  file  their 
Statements  of  Economic  Interest  with  the  filing  officers  designated  in  this  Section. 

(a)  Members  of  commissions,  boards,  and  committees  as  well  as  department 
heads,  shall  file  their  statements  with  the  Ethics  Conunission. 

(b)  The  agency  heads  of  the  Unified  School  District,  the  Community  College 
District,  the  San  Francisco  Housing  Authority,  the  Redevelopment  Agency,  the  Office 
of  Citizen  Complaints,  and  the  Law  Library  shall  file  their  statements  with  the  Ethics 
Commission. 

(c)  Members  of  the  Civil  Grand  Jury  shall  file  with  the  Executive  Officer  of 
the  Superior  Court. 

(d)  All  other  persons  holding  designated  positions  shall  file  with  their  respective 
department  head  or  the  executive  director  of  the  agency. 

(e)  In  instances  where  the  proper  filing  officer  for  a particular  designated 
position  is  unclear,  the  Ethics  Commission  may  designate  the  filing  officer.  (Added 
by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  311-92,  App.  10/9/92;  Ord.  386-95,  App. 
12/14/95;  Ord.  345-98,  App.  11/19/98) 

SEC.  583.  FILING  OFFICER  REPORTS.  On  or  before  April  10th  of  each 
year,  every  filing  officer  shall  submit  a written  report  to  the  Ethics  Commission 
setting  forth  the  names  of  those  persons  who  are  required  to  file  an  annual  statement 
with  that  filing  officer  under  this  Chapter  but  have  failed  to  do  so,  or  a report  stating 
that  all  such  persons  have  filed.  (Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord. 
386-95,  App.  12/14/95) 

SEC.  58.6.  NOTICE  OF  APPOINTMENT  AND  RESIGNATION.  Whenever 
the  Mayor  or  a board  or  commission  appoints  a department  head,  or  receives  the 
resignation  or  retirement  notice  of  a department  head,  the  official  or  the  secretary  to 
the  board  or  commission  who  makes  the  appointment  or  receives  the  resignation  or 
retirement  notice,  shall  promptly  inform  the  Ethics  Commission.  The  official  or 
secretary  shall  also  inform  the  department  head  of  the  necessity  to  file  within  30  days 
on  assuming  office  or  leaving  office  statement  of  economic  interests.  Upon  receiving 
notice  of  the  appointment,  or  the  resignation  or  retirement,  of  the  department  head, 
the  Ethics  Commission  shall  perform  the  required  duties  of  the  filing  officer  and 
obtain  the  required  statement  of  economic  interests.  (Added  by  Ord.  3-90,  App. 
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1/5/90;  amended  by  Ord.  386-95.  App.  12/14/95;  Ord.  287-96,  App.  7/12/96;  Ord.  56- 
97,  App.  3/6/97) 

SEC.  58.7.  DISCLOSURE  CATEGORY  1.  Unless  otherwise  specified,  for 
each  department  or  agency.  Disclosure  Category  1 shall  read: 

“Disclosure  Category  1.  Persons  in  this  category  shall  disclose  income  from 

any  source,  interests  in  real  property,  investments,  and  all  business  positions  in 

which  the  designated  employee  is  a director,  officer,  partner,  trustee,  employee, 

or  holds  any  position  of  management.” 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  56-97,  App.  3/6/97) 

SEC.  58.8.  DISCLOSURE  CATEGORIES.  For  each  agency  of  the  City  and 
County  of  San  Francisco,  disclosure  categories  shall  include  Category  1 as  specified 
in  Section  58.7,  and  such  additional  categories  as  may  be  included  in  the  Sections  of 
this  Chapter  applicable  to  each  such  agency.  (Added  by  Ord.  3-90,  App.  1/5/90) 

SEC.  58.9.  DEFINITIONS.  As  used  in  this  chapter: 

(a)  “Political  Reform  Act”  means  the  Political  Reform  Act  of  1974,  as  said  Act 
reads  on  the  date  this  ordinance  is  adopted  and  as  said  Act  may  be  amended  from  time 
to  time. 

(b)  All  other  words  used  in  this  ordinance  shall  have  the  meanings  ascribed  to 
them  by  the  Political  Reform  Act,  if  the  Act  provides  a definition.  (Added  by  Ord. 
3-90,  App.  1/5/90) 

SEC.  58.105.  COMMISSION  ON  THE  AGING. 

Designated  Positions 
Executive  Director 
Member,  Commission  on  Aging 
(Added  by  Ord.  3-90,  App.  1/5/90) 

SEC.  58.110.  AGRICULTURE,  WEIGHTS  AND  MEASURES  DEPART- 
MENT. Disclosure  Category  2.  Persons  in  this  category  shall  disclose  all  investments 
and  business  positions  in  business  entities,  interests  in  real  property,  and  income  from 
sources  subject  to  the  regulatory,  permit  or  licensing  authority  of  the  Department  of 
Agriculture  and  Weights  and  Measures. 


Designated  Positions  Disclosure  Categories 

Agricultural  Commissioner/Sealer  1 

Assistant  Commissioner/Sealer  1 

Farmers’  Market  Manager  1 

Agricultural  Inspector  2 

Weights  and  Measures  Inspector  2 

Public  Service  Trainee/Pest  Detection  Specialist  2 

Public  Service  Trainee/Weights  and  Measures  Trainee  2 


(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  56-97,  App.  3/6/97) 


Disclosure  Categories 
All  1 
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SEC.  58.115.  AIRPORTS  COMMISSION,  (a)  Disclosure  Category  2. 
Persons  in  this  category  shall  disclose  all  investments  and  business  positions  in 
business  entities  and  income  from  any  source  which  provides,  or  contracts  with  the 
City  and  County  of  San  Francisco  and  its  Airports  Commission  to  provide,  services, 
supplies,  materials,  machinery  or  equipment  to  the  Airports  Commission. 

(b)  Disclosure  Category  3.  Persons  in  this  category  shall  disclose  all  invest- 
ments and  business  positions  in  business  entities,  interests  in  real  property,  and  income 
from  any  source  subject  to  the  regulatory,  permit  or  licensing  authority  of  the  Airports 
Commission. 


Designated  Positions  Disclosure  Categories 

Airport  Commissioners  1 

Airport  Director  1 

Airport  Deputy  Directors  1 

Secretary,  Airport  Commission  1 

Chief  Financial  Officer  1 

Chief  Operating  Officer  1 

Director,  Bureau  of  Community  Affairs  1 

Director,  International  Aviation  Development  1 

Assistant  Deputy  Directors  1 

Associate  Airport  Deputy  Directors  1 

Airport  Assistant  Administrators  1 

Airport  Budget  Managers  2,  3 

Airport  Communications  Coordinators  2,  3 

Airport  Economic  Planners  2,  3 

Airport  Facilities  Service  Managers  2,  3 

Special  Assistants  XXII  1 

Special  Assistants  XXI  1 

Special  Assistants  XX  1 

Special  Assistants  XIX  1 

Special  Assistants  XVm  1 

Special  Assistants  XVII  1 

Special  Assistants  XVI  1 

Special  Assistants  XV  1 

Special  Assistants  XIV  1 

Airport  Insurance  Managers  2,  3 

Airport  Operations  Superintendents  2,  3 

Airport  Parking  Managers  2,  3 

Aiiport  Property  Specialists  2,  3 

Building  Inspector/Quality  Control  Branch  Head — ^FOM  2,  3 

Chief  of  Systems  1 

Consultants*  2,  3 

Construction  Inspectors  2,  3 

Curator  in  Charge  of  Aviation  Library  2,  3 

Senior  Museum  Registrar  2,  3 

Assistant  Director,  Exhibitions  2,  3 

Electrical  Inspectors  2,  3 

Economic  Planners  2,  3 
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Environmental  Planners  III 

2,  3 

Facilities  Planning  Managers 

2,  3 

Managers,  Scheduling  and  Control 

2,  3 

Manager,  Prevailing  Wage 

2,  3 

Manager,  Employment  Development 

2,  3 

Manager,  Customer  Service 

2,  3 

Mechanical  Inspectors 

2,  3 

Plumbing  Inspectors 

2,  3 

Principal  Architects 

2,  3 

Principal  Civil  Engineers 

2,  3 

Project  Managers  I 

2,  3 

Project  Managers  II 

2,  3 

Project  Managers  III 

2,  3 

Project  Managers  IV 

2,  3 

Senior  Architects 

2,  3 

Senior  Departmental  Personnel  Officers 

2,  3 

Senior  Engineer/Scheduling  & Control — FOM 

2,  3 

Superintendent  of  Maintenance — FOM 

2,  3 

Supervising  Fiscal  Officers 

2,  3 

Transportation  Planner  V,  Bureau  of  Planning 

1 

Airport  Operations  Coordinators 

1 

* With  respect  to  consultants,  the  Airport  Director  may  determine  in  writing 
that  a particular  consultant  is  hired  to  perform  a range  of  duties  that  are  limited  in 
scope  and  thus  is  not  required  to  comply  with  the  disclosure  requirements  described 
in  Ais  category.  Such  determination  shall  include  a description  of  the  consultant’s 
duties  and,  based  upon  that  description,  a statement  of  the  extent  of  disclosure 
requirements.  The  Airport  Director  shall  forward  a copy  of  this  determination  to  the 
Board  of  Supervisors.  Nothing  herein  excuses  any  such  consultant  from  any  other 
provision  of  this  Conflict  of  Interest  Code.  (Added  by  Ord.  3-90,  App.  1/5/90; 
amended  by  Ord.  311-92,  App.  10/9/92;  Ord.  380-94,  App.  1 1/10/94;  Ord.  56-97,  App. 
3/6/97;  Ord.  345-98,  App.  11/19/98) 

SEC.  58.120.  ANIMAL  CONTROL  DEPARTMENT. 

Designated  Positions  Disclosure  Categories 

Executive  Director  1 

Deputy  Director  1 

(Added  by  Ord.  190-90,  App.  5/24/90;  amended  by  Ord.  311-92,  App.  10/9/92) 

SEC.  58.125.  ASIAN  ART  MUSEUM.  Disclosure  Category  2.  Persons  in  this 
category  shall  disclose  all  investments  in,  income  from,  and  business  positions  in  any 
business  entity  involved  in  the  buying  or  selling  of  works  of  Asian  art  or  in  the 
business  of  installing  or  maintaining  security  systems,  which  do  business  in  the 
jurisdiction,  or  which  have  done  business  in  the  jurisdiction  in  the  past  two  years,  or 
which  may  foreseeably  do  business  in  the  jurisdiction  in  the  future. 
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Designated  Positions 

Commissioner 


Disclosure  Categories 
All  2 


Director 
Chief  Curator 
Curator 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  345-98,  App.  11/19/98) 

SEC.  58.130.  ART  COMMISSION.  Disclosure  Category  2.  Persons  in  this 
disclosure  category  shall  disclose  all  investments  and  business  positions  in  any 
business  entity,  and  income  from  any  source,  which  does  business  with  the  Art 
Commission,  or  has  done  business  with  the  Art  Commission  within  the  two  years  prior 
to  the  date  any  disclosure  statement  must  be  filed,  or  which  may  foreseeably  do 
business  with  the  Art  Commission  in  the  future. 

Disclosure  Category  3.  Persons  in  this  disclosure  category  shall  disclose  all 
investments  and  business  positions  in  any  business  entity,  and  income  from  any 
source,  which  is  subject  to  the  regulatory,  permit  or  licensing  authority  of  the  Art 
Commission. 

Designated  Positions  Disclosure  Categories 

Commissioners  2 

Director  of  Cultural  Affairs  1 

Assistant  Director  1 

Curator  2 

Curatorial  Aide  2 

Registrar  2 

Street  Artist  Director  2 

Street  Artist  Advisory  Committee  3 

Neighborhood  Arts  Program  Director  2 

Arts  Education  Officer  2 

Special  Assistant  Cultural  Facilities  Management  2 

Project  Manager,  Writers  Corps  2 

(Added  by  Ord.  190-90,  App.  5/24/90;  amended  by  Ord.  380-94,  App.  11/10/94;  Ord. 

56-97,  App.  3/6/97;  Ord.  345-98,  App.  11/19/98) 


SEC.  58.135.  ASSESSOR-RECORDER. 


Designated  Positions 

Assessor 


Disclosure  Categories 


All  1 


Executive  Assistant 
Chief  Assistant  Assessor 
Recorder 
Chief  Appraiser 

Chief  Personal  Property  Appraiser 
Assistant  Chief  Real  Property  Appraiser 
Assistant  Chief  Personal  Property  Auditor 
Chief,  Technical  Services 
Assistant  Chief,  Technical  Services 
Chief,  Assessment  Standards 
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Principal  Real  Property  Appraiser — Special  Valuations 

Principal  Real  Property  Appraiser 

Principal  Personal  Property  Auditor 

Senior  Real  Property  Appraiser 

Senior  Personal  Property  Auditor 

Real  Property  Appraiser 

Real  Property  Appraiser  Trainee 

Senior  Manager  Principal  Accountant 

Personal  Property  Auditor 

Civil  Engineer  Associate 

Confidential  Secretary  to  the  Assessor 

MIS 

MIS  Manager 
MIS  Specialist 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  311-92,  App.  10/9/92;  Ord.  56- 
97,  App.  3/6/97;  Ord.  345-98,  App.  11/19/98) 

SEC.  58.145.  BOARD  OF  SUPERVISORS.  Disclosure  Category  2.  Persons 
in  this  category  shall  disclose  all  investments  and  business  positions  held  in  business 
entities,  and  income  from  any  business  entity,  engaged  in  the  development,  manufac- 
ture, distribution,  sale  or  lease  of  computer  hardware  or  software. 

Disclosure  Category  3.  Persons  in  this  category  shall  disclose  all  interests  in 
real  property. 


Designated  Positions 
Member,  Board  of  Supervisors 
Clerk  of  the  Board 
Budget  Analyst 

Member,  Assessment  Appeals  Board 
Alternate  Member,  Assessment  Appeals  Board 
Hearing  Officer,  Assessment  Appeals 
Assessment  Appeals  Administrator 
IS  Administrator  III 
Legislative  Assistant 
Chief  Legislative  Analyst 
Senior  Legislative  AnaJyst 
Legislative  Analyst 
Constituent  Liaison 


Disclosure  Categories 
See  Section  58.600 
1 
1 
1 
1 
1 
3 
2 
1 
1 
1 
1 
1 


(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  190-90,  App.  5/24/90;  Ord.  311- 
92,  App.  10/9/92;  Ord.  352-93,  App.  11/12/93;  Ord.  380-94,  App.  1 1/10/94;  Ord.  56- 
97,  App.  3/6/97;  Ord.  345-98,  App.  11/19/98) 

SEC.  58.150.  DEPARTMENT  OF  BUILDING  INSPECTION. 


Designated  Positions  Disclosure  Categories 

Building  Inspection  Commission  Member  All  1 

Building  Inspection  Commission  Secretary 
Director  of  Building  Inspection 
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Deputy  Director,  Permit  Services 
Deputy  Director,  Inspection  Services 
Departmental  Personnel  Officer 
Manager  of  Administration 
Manager  of  Central  Permit  Bureau 
Building  Code  Analyst 
Senior  Civil  Engineer 
Building  Plans  Engineer 
Mechanical  Engineer 
Assistant  Mechanical  Engineer 
Structural  Engineer 
Civil  Engineer 
Associate  Civil  Engineer 
Assistant  Civil  Engineer 
Chief  Building  Inspector 
Senior  Building  Inspector 
Building  Inspector 
Chief  Electrical  Inspector 
Senior  Electrical  Inspector 
Electrical  Inspector 
Chief  Plumbing  Inspector 
Plumbing  Inspector 
Chief  Housing  Inspector 
Senior  Housing  Inspector 
Housing  Inspector 

Management  Assistant  (Permit  Expediter) 

Board  of  Examiners  Member 
Senior  Plumbing  Inspector 
Chief  Clerk 
Permit  Clerk  II 

Access  Appeals  Commission  Member 
Seismic  Investigation  and  Hazard  Survey 
Advisory  Committee  Member 
Um-einforced  Masonry  Buildings  Appeals  Board  Member 
One-Stop  Permit  Manager 
One-Stop  Permit  Coordinator 
One-Stop  Permit  Clerk 
Manager  of  Customer  Services 

(Added  by  Ord.  56-97,  App.  3/6/97;  amended  by  Ord.  345-98,  App.  11/19/98) 

SEC.  58.155.  CITY  ADMINISTRATOR,  (a)  Disclosure  Category  2.  Persons 
in  this  category  shall  disclose  all  investments  and  business  positions  in  business 
entities  and  income  from  any  source  which  provides,  or  contracts  with  the  City  and 
County  of  San  Francisco  and  its  City  Administrator  to  provide,  services,  supplies, 
materials,  machinery  or  equipment  to  the  City  Administrator. 

(b)  Disclosure  Category  3.  Persons  in  this  category  shall  disclose  all  invest- 
I ments  and  business  positions  in  business  entities,  interests  in  real  property,  and  income 
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from  any  source  that  is  subject  to  the  regulatory,  permit  or  licensing  authority  of  the 
City  Administrator. 


Designated  Positions 
City  Administrator 

Executive  Assistant  to  the  City  Administrator 
Deputy  Fiscal  Officer 
Chief  of  Systems 
Risk  Manager 

Assistant  to  City  Administrator  VI 
Project  Manager 

Assistant  to  City  Administrator  VIII 
Director  Convention  Facilities 
Assistant  to  City  Administrator  V 
Recycling  Coordinator 
Hotel  Tax  Administrator 


Disclosure  Categories 
1 
1 
1 
1 
1 
1 
2 
3 
3 
3 
3 
3 


(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  190-90,  App.  5/24/90;  Ord.  311- 
92,  App.  10/9/92;  Ord.  56-97,  App.  3/6/97) 


SEC.  58.165.  CITY  ATTORNEY,  (a)  Disclosure  Category  2.  Persons  in  this 
category  shall  disclose  all  interests  in  real  property,  and  all  income  from  and  invest- 
ments in  business  entities  which  hold  interests  in  real  property  in  the  jurisdiction,  and 
all  business  positions  held  in  such  business  entities. 

(b)  Disclosure  Category  3.  Persons  in  this  category  shall  disclose  all  sources 
of  income,  all  investments,  and  all  business  positions  in  any  business  entity  which 
does  business  in  this  jurisdiction. 

(c)  Disclosure  Category  4.  Persons  in  this  category  shall  disclose  all  income 
from,  and  investments  in,  business  entities  which  provide  services,  supplies,  materials, 
machinery  or  equipment  of  the  type  used  by  the  Office  of  the  City  Attorney,  and  all 
business  positions  held  in  such  entities. 


Designated  Positions 
City  Attorney 

Chief  Assistant  City  Attorney 

Chief  Deputy  City  Attorney 

Special  Assistant,  Board  of  Supervisors 

Special  Assistant  for  Government  Litigation 

Chief,  Litigation  Division 

Chief,  Civil  Litigation 

Chief,  Complex  Litigation 

Chief,  Special  Litigation 

Lead  Attorney,  Government  Law  Division 

Attorneys,  Ethics 

Attorneys,  Telecommunications 

Attorneys,  Finance,  Transactions  and  Special  Projects 

Lead  Attorney,  Airport 

Lead  Attorney,  Code  Enforcement 

Lead  Attorney,  Construction 


Disclosure  Categories 
See  Section  58.600 
1 
1 
1 
1 
3 
3 
3 
1 
1 
1 
3 
1 
1 
2 
1 
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Attorneys,  Contracts  1 

Attorneys,  Environment  2 

Lead  Attorneys,  Health  and  Human  Services  3 

Lead  Attorney,  Labor  Relations  1 

Attorneys,  Land  Use  2 

Attorneys,  Taxation  1 

Attorneys,  Port  1 

Lead  Attorney,  Public  Utilities  1 

Lead  Attorney,  Public  Transportation  1 

Attorneys,  Retirement  1 

Chief,  Claims  and  Investigation  Division  3 

Chief,  Administrative  Services  4 

Chief  Financial  Officer  4 


(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  190-90,  App.  5/24/90;  Ord.  31 1- 
92,  App.  10/9/92;  Ord.  380-94,  App.  11/10/94;  Ord.  56-97,  App.  3/6/97;  Ord.  224-97, 
App.  6/6/97;  Ord.  345-98,  App.  11/19/98) 

SEC.  58.168.  CrVEL  GRAND  JURY.  Disclosure  Category  2.  Persons  in  this 
category  shall  disclose  all  investments  and  business  positions  in  business  entities,  and 
income  from  any  sources  which  have  done  business  within  the  City  and  County  in 
the  previous  two  years  and  income  fi-om  all  individuals  who  are  employees  of  the  City 
and  County  and  all  interests  in  real  property. 

Designated  Positions  Disclosure  Categories 

Member,  Civil  Grand  Jury  2 

(Added  by  Ord.  190-90,  App.  5/24/90) 

SEC.  58.170.  CIVIL  SERVICE  COMMISSION.  Disclosure  Category  2. 
Persons  in  this  category  shall  disclose  all  investments  and  business  positions  in 
business  entities  and  income  from  any  source  which  provides,  or  contracts  with  the 
City  and  County  of  San  Francisco  and  its  Civil  Service  Commission  to  provide, 
services,  supplies,  materials,  machinery  or  equipment  to  the  Civil  Service  Commis- 
sion. 

Designated  Positions  Disclosure  Categories 

Civil  Service  Commissioner  2 

Executive  Officer  2 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  380-94,  App.  11/01/94) 

SEC.  58.175.  COMMISSION  ON  THE  STATUS  OF  WOMEN. 


Designated  Positions  Disclosure  Categories 

Commission  Member  All  1 

Executive  Director 

(Added  by  Ord.  190-90,  App.  5/24/90) 
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SEC.  58.177.  COMMUNITY  COLLEGE  DISTRICT.  Disclosure  Category 
2.  Persons  in  this  category  shall  disclose  all  interests  in  real  property,  investments  in 
any  business  entity  and  income  from  any  source  which  leases,  rents  or  operates  from 
property  of  the  San  Francisco  Community  College  District  or  provides  or  contracts 
with  the  San  Francisco  Community  College  District  to  provide  services  (including 
construction,  repair  and  maintenance),  equipment,  materials,  supplies,  vehicles,  or 
other  items  of  use  to  the  San  Francisco  Community  College  District,  or  which  may 
foreseeably  do  so  in  the  future,  or  which  has  done  so  within  two  years  prior  to  any 
time  period  covered  by  a statement  of  economic  interest,  and  his  or  her  status  as  a 
director,  officer,  partner,  trustee,  employee  or  holder  of  any  management  position  in 
any  such  business  entity. 


Designated  Positions  Disclosure  Categories 

Members  of  the  Governing  Board  1 

Chancellor  Superintendent  1 

Vice  Chancellor,  Administration  1 

Vice  Chancellor,  Instruction  2 

Vice  Chancellor,  Student  Services  2 

Vice  Chancellor,  Planning,  Research  & 

Institutional  Development  2 

Director,  Budget  1 

Director,  Administrative  Services  1 

Dean,  Contract  Education  2 

Dean,  Vocational  Education  2 

Dean,  International  Education/Community  Services  2 

Chief  Operating  Officer  2 

Provost  2 


(Added  by  Ord.  190-90,  App.  5/24/90;  amended  by  Ord.  311-92,  App.  10/9/92;  Ord. 
380-94,  App.  11/10/94) 

SEC.  58.180.  CONTROLLER. 

Designated  Positions  Disclosure  Categories 

Controller  All  1 

Chief  Assistant  Controller 

Director,  Accounting  Operations  and  Systems  Division 
Personnel  Officer 

Director,  Payroll  and  Personnel  Systems  Division 

Director,  Internal  Audits  Division 

Director,  Budget,  Analysis  & Reports  Division 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  26-90,  App.  1/24/90;  Ord.  311- 
92,  App.  10/9/92;  Ord.  380-94,  App.  11/10/94;  Ord.  56-97,  App.  3/6/97;  Ord.  345-98, 
App.  11/19/98) 

SEC.  58.185.  DISTRICT  ATTORNEY.  Disclosure  Category  2.  Persons  in 
this  category  shall  disclose  all  income  from  and  investments  in  businesses  that  provide 
services  or  that  manufacture  or  sell  supplies  of  the  type  used  by  the  Office  of  the 
District  Attorney. 
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Designated  Positions 
District  Attorney 

Chief  Assistant  District  Attorney  (Chief  Attorney  11) 

Assistant  Chief  Attorney  II 

Assistant  Chief  Attorney  I 

Administrative  Assistant 

Consumer  Fraud  Attorneys  and  Investigators 

Special  Prosecution  Attorneys  and  Investigators 

Chief  Investigator 

Director,  Family  Support  Bureau 

Head  of  Felony  Intalce/Rebooking  Section 

Coordinator  of  Victim  Services 

Wimess  Services  Specialist 

(Added  by  Ord.  3-90,  App.  1/5/90) 


Disclosure  Categories 
See  Section  58.600 
1 
1 
1 
2 
1 
1 
1 
2 
1 
2 
2 


SEC.  58.190.  ECONOMIC  OPPORTUNITY  COUNCIL.  Disclosure 
Category  2.  Persons  in  this  category  shall  disclose  all  investments  and  business 
positions  in  business  entities  and  income  from  any  source  which  provides,  or  contracts 
with  the  City  and  County  of  San  Francisco  and  its  Economic  Opportunity  Council 
to  provide,  services,  supplies,  materials,  machinery  or  equipment  to  the  Economic 
Opportunity  Council. 


Designated  Positions  Disclosiu*e  Categories 

Executive  Director  1 

Chief  Fiscal  Officer  1 

Purchasing  Component  Head  2 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  311-92,  App.  10/9/92) 


SEC.  58.195.  DEPARTMENT  OF  TELECOMMUNICATIONS  AND 
INFORMATION  SERVICES.  Disclosure  Category  2.  Persons  in  this  category  shall 
disclose  all  investments  and  business  positions  in  business  entities  and  income  from 
any  source  which  provides,  or  contracts  with  the  City  and  County  of  San  Francisco 
and  its  Department  of  Telecommunications  and  Information  Services  to  provide, 
services,  supplies,  materials,  machinery  or  equipment  to  the  Department  of  Telecom- 
munications and  Information  Services. 


Designated  Positions 
Director 

Deputy  Director  of  Policy  & Compliance 
Deputy  Director  of  Administration 
Deputy  Director  for  Enterprise  Computing 
Deputy  Director  for  Network  Engineering 
Deputy  Director  for  Network  Facilities 
Deputy  Director  for  Applications  Development 
Director  of  C.O.I.T. 

Business  Manager 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  311-92,  App.  10/9/92;  Ord.  56- 
97,  App.  3/6/97;  Ord.  345-98,  App.  11/19/98) 


Disclosure  Categories 
1 
2 
2 
2 
2 
2 
2 
2 
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SEC.  58.198.  DEPARTMENT  OF  ELECTIONS.  Disclosure  Category  2. 
Persons  in  this  category  shall  disclose  all  interests  in  real  property,  and  all  investments 
and  business  positions  in  business  entities  and  income  from  any  source  which 
manufactures  or  sells  supplies,  materials,  machinery  or  equipment  of  the  type  used 
by  the  Department  of  Elections. 


Designated  Positions 

Director  of  Elections 

Disclosure  Categories 

1 

All  Division  Managers,  Department  of  Elections 
Computer  Services  Manager 

Administrative  Analyst 

(Added  by  Ord.  56-97,  App.  3/6/97) 

SEC.  58.200.  EMERGENCY  SERVICES. 

2 

2 

2 

Designated  Positions 

Director  of  Emergency  Services 
(Added  by  Ord.  3-90,  App.  1/1/90) 

Disclosure  Categories 

1 

SEC.  58.201.  ENVIRONMENT  COMMISSION. 


Designated  Positions 

Commission  Member 

(Added  by  Ord.  56-97,  App.  3/6/97) 

SEC.  58.202.  ETHICS  COMMISSION. 

Disclosure  Categories 

1 

Designated  Positions 

Commission  Member 

Executive  Director 

Chief  Investigator/Deputy  Executive  Director 
Investigator/ Auditor 

Whistleblower/Educator 

Campaign  Finance  Officer 

Campaign  Finance  Auditor 

Disclosure  Categories 

All  1 

1 

1 

Consultant 

(Added  by  Ord.  380-94,  App.  11/10/94;  amended  by  Ord.  56-97,  App.  3/6/97;  Ord. 
345-98,  App.  11/19/98) 

SEC.  58.205.  BOARD  OF  EXAMINERS,  PLUMBING  AND  ELECTRICAL. 


Designated  Positions 

Members,  Board  of  Examiners 
(Added  by  Ord.  3-90,  App.  1/5/90) 

Disclosure  Categories 

1 

SEC.  58.207.  FILM  AND  VIDEO  ARTS  COMMISSION.  Disclosure 
Category  2.  Persons  in  this  category  shall  disclose  all  investments  and  business 
positions  in,  and  income  from,  any  film  company  that  does  business  in  the  City  and 
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County  within  two  years  of  the  period  covered  by  any  statement  of  economic  interest, 
or  may  foreseeably  do  business  in  the  City  and  County.  The  term  “film  company” 
shall  have  the  meaning  ascribed  to  it  by  Section  57.1  of  the  Administrative  Code  of 
the  City  and  County  of  San  Francisco. 


Disclosure  Categories 
2 
1 
1 


Designated  Positions 
Commissioner 
Executive  Director 
Administrative  Assistant 


(Added  by  Ord.  296-91,  App.  7/29/91;  amended  by  Ord.  311-92,  App.  10/9/92;  Ord. 
345-98,  App.  11/19/98) 

SEC.  58.210.  FINE  ARTS  MUSEUMS.  Disclosure  Category  2.  Persons  in 
this  disclosure  category  shall  disclose  all  investments  and  business  positions  in  any 
business  entity,  and  income  from  any  source,  involved  in  the  buying  or  selling  of 
works  of  art  and  which  does  business  with  The  Fine  Arts  Museums  of  San  Francisco, 
or  has  done  business  with  the  Museums  within  the  two  years  prior  to  the  date  any 
disclosure  statement  must  be  filed,  or  which  may  foreseeably  do  business  with  the 
Museums  in  the  future. 

Disclosure  Category  3.  Persons  in  this  disclosure  category  shall  disclose  all 
investments  and  business  positions  in  any  business  entity,  and  income  from  any 
source,  engaged  in  the  construction  trade  and  which  does  business  with  The  Fine  Arts 
Museums  of  San  Francisco,  or  has  done  business  with  the  Museums  within  the  two 
years  prior  to  the  date  any  disclosure  statement  must  be  filed,  or  which  may 
foreseeably  do  business  with  the  Museums  in  the  future. 

Disclosure  Category  4.  Persons  in  this  disclosure  category  shall  disclose  all 
investments  and  business  positions  in  any  business  entity,  and  income  from  any 
source,  involved  in  the  sale  and/or  installation  of  signalling  systems,  including  fire 
alarms,  burglar  alarms  and  similar  systems,  which  does  business  with  The  Fine  Arts 
Museums  of  San  Francisco,  or  has  done  business  with  the  Museums  within  the  two 
years  prior  to  the  date  any  disclosure  statement  must  be  filed,  or  which  may 
foreseeably  do  business  with  the  Museums  in  the  future. 

Disclosure  Category  5.  Persons  in  this  category  shall  disclose  all  investments 
and  business  positions  in  any  business  entity,  and  income  from  any  source,  which  does 
business  with  The  Fine  Arts  Museums  of  San  Francisco,  or  has  done  business  with 
the  Museums  within  the  two  years  prior  to  the  date  any  disclosure  statement  must  be 
filed,  or  which  may  foreseeably  do  business  with  the  Museums  in  the  future. 

Disclosure  Category  6.  Persons  in  this  disclosure  category  shall  disclose  all 
investments  and  business  positions  in  any  business  entity,  and  income  from  any 
source,  involved  in  the  design  and  publication  of  printed  material,  or  the  reproduction 
of  works  of  art,  which  does  business  with  The  Fine  Arts  Museums  of  San  Francisco, 
or  has  done  business  with  the  Museums  within  the  two  years  prior  to  the  date  any 
disclosure  statement  must  be  filed,  or  which  may  foreseeably  do  business  with  the 
Museums  in  the  future. 

Disclosure  Category  7.  Persons  in  this  disclosure  category  shall  disclose  all 
investments  and  business  positions  in  any  business  entity,  and  income  from  any 
source,  involved  in  the  manufacture,  sale,  lease,  distribution  or  provision  of  computers 
and  computer  services,  which  does  business  with  the  Fine  Arts  Museums  of  San 
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Francisco,  or  has  done  business  with  the  Museums  within  the  two  years  prior  to  the 
date  any  disclosure  statement  must  be  filed,  or  which  may  foreseeably  do  business 
with  the  Museums  in  the  future. 

Disclosure  Category  8.  Persons  in  this  disclosure  category  shall  disclose  all 
investments  and  business  positions  in  any  business  entity,  and  income  from  any 
source,  which  manufactures  or  sells  supplies,  books,  machinery  or  equipment,  or 
which  provides  services,  of  the  typie  used  by  the  department  for  which  the  designated 
employee  is  manager  or  director. 


Designated  Positions 

Trustee 
Director 

Associate  Director/Chief  Curator 
Director  of  Exhibitions  and  Technical  Production 
Director  of  Advertising  and  Promotion 
Director  of  Membership  and  Annual  Fund 
Deputy  Director  for  Administration  and  Finance 
Deputy  Director  for  Development 
Curator-In-Charge,  American  Art 
Curator-In-Charge,  Textiles 

Curator-In-Charge,  Africa,  Oceana  and  the  Americas 
Curator-In-Charge,  Achenbach  Foundation  for 
Graphic  Arts 

Head  Conservator,  Paintings  Conservation 
Head  Conservator,  Paper  Conservation  Lab 
Head  Conservator,  Textiles  Conservation 
Head  Conservator,  Objects  Conservation 
Director  of  Registration 

Buildings  & Grounds  Maintenance  Superintendent 
Controller 

Director  of  Education 
Director  of  Exhibition  Planning 
Librarian 

Director  of  Publications  and  Graphic  Design 

Visitor  and  Visitor  Services  Manager  8 

Chairman  of  Conservation  Labs/Head  of  Paper 
Conservation  Lab/Director  of  Collection  Imaging  2,  7 

General  Manager  of  Museum  Stores  8 

Director  of  Media  Relations  8 

de  Young  Project  Manager  3,  4,  5,  7,  8 

(Added  by  Ord.  190-90,  App.  5/24/90;  amended  by  Ord.  311-92,  App.  10/9/92;  Ord. 
380-94,  App.  11/10/94;  Ord.  56-97,  App.  3/6/97;  Ord.  345-98,  App.  11/19/98) 


Disclosure  Categories 

2,  3,  4 
5 

5 

3,  5 
8 
5 
5 
5 

2,  6 
2,  6 
2,  6 

2,  6 
2 
2 
2 
2 
7 

3,  4,  8 

5 

6 

5 

6 
6 


SEC.  58.215.  FIRE  DEPARTMENT.  Disclosure  Category  2.  Persons  in  this 
disclosure  category  shall  disclose  all  interests  in  real  property,  and  all  investments 
in,  income  from,  and  any  business  position  in  any  business  entity  which  manufactures 
or  sells  supplies,  materials,  machinery  or  equipment  of  the  type  purchased  by  the  San 
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Francisco  Fire  Department,  or  which  provides  services  of  the  type  used  by  the 
Department. 

Disclosure  Category  3.  Persons  in  this  disclosure  category  shall  disclose  all 
investments  and  business  positions  in  business  entities,  and  income  from  any  source, 
which  manufactures  or  sells  supplies,  materials,  machinery  or  equipment  of  the  type 
purchased  by  the  San  Francisco  Fire  Department,  or  which  provides  services  of  the 
type  used  by  the  Department. 

Disclosure  Category  4.  Persons  in  this  disclosure  category  shall  disclose  all 
investments  and  business  positions  in  business  entities,  and  income  from  any  source, 
which  provides  personnel  training  services  of  the  type  used  by  the  Department. 


Designated  Positions 
Commissioners 
Chief  of  Department 
Deputy  Chief  of  Department 
Assistant  Deputy  Chief  II 
Captain,  Bureau  of  Equipment 
Assistant  Chief,  Airport 
Fire  Marshal 
Assistant  Chief 

Operations/Training  Supervisor,  Airport 
Fire  Prevention  - all  ranks 

Employees  with  inspection  responsibilities 
Utility  Plumber  Supervisor  I 
Utility  Plumber  Supervisor  11 
H-53  EMS  Chief 
H-43  EMS  Section  Chiefs 
(Added  by  Ord.  190-90,  App.  5/24/90;  amended  by  Ord.  345-98,  App.  11/19/98) 


Disclosure  Categories 
1 
1 
1 
2 
3 
1 
1 
3 
3 

1 

2 

2 

2 

2 


SEC.  58.218.  HEALTH  AUTHORITY.  Disclosure  Category  2.  Persons  in 
this  category  shall  disclose  all  investments  in  and  business  positions  with  business 
entities,  including  nonprofit  entities,  which  may  receive  funds  from  the  Health 
Authority,  or  contract  with  the  Health  Authority,  or  provide  services  of  the  type 
utilized  by  the  Health  Authority,  including  but  not  limited  to  health  care  providers 
and  community-based  health  and  social  service  organizations.  Persons  in  this  category 
shall  also  disclose  all  income  from  persons  and  entities  that  may  receive  funds  from 
the  Health  Authority,  or  contract  with  the  Health  Authority,  or  provide  services  of 
the  type  utilized  by  the  Health  Authority,  including  but  not  limited  to  health  care 
providers  and  conununity-based  health  and  social  service  organizations. 


Designated  Positions 
Members  of  the  Governing  Board 
Chief  Executive  Officer 
Director  of  Business  Development 
Consultants* 


Disclosure  Categories 

2 

2 

2 

2 


* With  respect  to  consultants,  the  CEO  of  the  Health  Authority  may  determine 
in  writing  that  a particular  consultant  is  hired  to  perform  a range  of  duties  that  are 
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limited  in  scope  and  thus  the  consultant  is  not  required  to  comply  with  the  disclosure 
requirements.  Such  a determination  shall  include  a description  of  the  consultant’s 
duties  and,  based  on  those  duties,  a statement  of  the  applicable  disclosure  require- 
ments. The  CEO  shall  forward  a copy  of  this  determination  to  the  Ethics  Commission. 
The  determination  is  a public  record  and  shall  be  retained  for  public  inspection. 
(Added  by  Ord.  245-97,  App.  6/13/97) 

SEC.  58.220.  HOUSING  AUTHORITY.  Disclosure  Category  2.  Persons  in 
this  disclosure  category  shall  disclose  all  investments  in,  income  from,  and  any 
business  position  in  any  business  entity  which  leases,  rents  or  operates  from  property 
of  the  San  Francisco  Housing  Authority,  or  which  provides  or  contracts  with  the 
Housing  Authority  to  provide,  services,  supplies,  materials,  machinery  or  equipment 
to  the  Authority,  or  which  has  done  so  within  the  two  years  prior  to  the  filing  of  any 
disclosure  statement,  or  which  may  foreseeably  do  so  in  the  future. 

Disclosure  Category  3.  Persons  in  this  disclosure  category  shall  disclose  all 
income  from  any  person  who  applies  for  housing  with  the  San  Francisco  Housing 
Authority,  or  who  has  submitted  such  an  application  within  the  two  years  prior  to  the 
filing  of  any  disclosure  statement. 

Disclosure  Category  4.  Persons  in  this  disclosure  category  shall  disclose  all 
interests  in  real  property  in  the  City  and  County  of  San  Francisco,  and  investments 
and  business  positions  in  business  entities  and  income  from  any  source  which  owns, 
leases,  rents  or  manages  any  real  property  in  the  City  and  County  of  San  Francisco. 


Designated  Positions 

Commissioners 

Executive  Director 

Deputy  Executive  Director 

Executive  Assistant  to  the  Executive  Director 

Inspector  General 

General  Counsel 

Director  of  Internal  Audit 

Director  of  Finance 

Accounting  Manager 

Materials  Manager 

Material  Control  Officer 

Procurement  Officer 

Buyer 

Budget  Supervisor 
Senior  Project  Manager 
Project  Manager 

Hope  VI/New  Construction  Manager 
Modernization  Manager 
Construction  Inspector 
Engineering  Associate 
Senior  Industrial  Hygienist 
Architectural  Associate  I 
Architectural  Associate  11 
Public  Information  Officer 


Disclosure  Categories 
1 

1 

1 

1 

1 

1 

1 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 

2 
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Director  of  Human  Resources  2 

Recruitment/Labor  Relations  Manager  2 

Safety  Specialist  2 

Affirmative  Action  Officer  2 

Administrator  of  Modernization  & Rehabilitation  1 

Administrator  of  Business  Administration  & Support  1 

Administrator  of  Housing  Development  1 

Customer  Service  Administrator  1 

Administrator  of  Leased  Housing  1 

Administrator  of  Social  Services  1 

Assistant  General  Counsel  2 

Senior  Attorney  2 

Certified  Paralegal  2 

Risk  Management  Officer  2 

Administrative  Officer  2 

Accounting  Supervisor  2 

Director  of  Management  Information  Systems  2 

Director  of  Contracting  2 

Labor  & Employee  Relations  Specialist  2 

Director  of  Diversity  & Training  2 

Director  of  Administrative  Services  2 

Public  Safety  Specialist  2 

District  Customer  Service  Director  2 

Director  of  Central  Services  2 

Administrative  Director  2 

Planning  and  Program  Development  Manager  2 

General  Manager,  Family  Sweep  2 

General  Manager,  Senior  Sweep  2 

Deputy  Administrator  of  Social  Services  2 

Chief  of  Economic  & Employment  Development  2 

Grants  Manager  2 

Associate  Grants  Manager  2 

Director  of  OCR!  2 

Director  of  Safety  2 

Director  of  Senior  Social  Services  2 

Financial  Advisor  2 

Employment  & Relocation  Services  Manager  2 

(Added  by  Ord.  190-90,  App.  5/24/90;  amended  by  Ord.  311-92,  App.  10/9/92;  Ord. 

56-97,  App.  3/6/97;  Ord.  345-98,  App.  11/19/98) 

SEC.  58.225.  HAZARDOUS  MATERIALS  ADVISORY  COMMITTEE. 
Disclosure  Category  2.  Persons  in  this  category  shall  disclose  all  interests  in  real 
property  which  has  an  existing,  proposed  or  abandoned  storage  facility  of  hazardous 
materials,  as  defined  by  Sections  1110  et  seq.  of  the  San  Francisco  Health  Code,  and 
all  business  positions  in  business  entities  which  are  subject  to  the  regulatory,  permit 
or  licensing  provisions  of  the  Hazardous  Materials  Permit  and  Disclosure  Ordinance. 
An  official  occupies  a “business  position”  if  he  or  she  is  a director,  officer,  partner, 
trustee,  employee  or  holds  any  position  of  management. 
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Designated  Positions 
Member 


Disclosure  Categories 

2 


(Added  by  Ord.  3-90,  App.  1/5/90) 

SEC.  58.235.  HUMAN  RESOURCES  DEPARTMENT.  Disclosure  Category 
2.  Persons  in  this  category  shall  disclose  all  investments  and  business  positions  in 
business  entities  and  income  from  any  source  which  provides,  or  contracts  with  the 
City  and  County  of  San  Francisco  and  its  Human  Resources  Department  to  provide, 
services,  supplies,  materials,  machinery  or  equipment  to  the  Human  Resources 
Department. 

Designated  Positions  Disclosure  Categories 

Human  Resources  Director  1 

Executive  Director,  Health  Services  System  1 

Members,  Health  Service  Board  1 

Employee  Relations  Director  2 

Division  Manager,  Personnel  2 

Assistant  Division  Manager,  Personnel  2 

Affirmative  Action  Coordinator  2 

Director  of  Training  2 

(Added  by  Ord.  380-94,  App.  11/10/94;  amended  by  Ord.  345-98,  App.  11/19/98) 

SEC.  58.240.  HUMAN  RIGHTS  COMMISSION.  Disclosure  Category  2. 
Persons  in  this  position  shall  disclose  all  investments  and  business  positions  in 
business  entities,  interests  in  real  property,  and  sources  of  income  subject  to  the 
regulatory,  permit  or  licensing  authority  of  the  Human  Rights  Commission. 

Designated  Positions  Disclosure  Categories 

Members,  Human  Rights  Commission  2 

Executive  Director  1 

Contract  Compliance  Officer  II  2 

Contract  Compliance  Officer  I 2 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  Ord.  345-98,  App.  11/19/98) 

SEC.  58.245.  JOINT  POWERS  FINANCING  AUTHORITY.  Disclosure 
Category  2.  Persons  in  this  category  shall  disclose  all  income  from,  investments  in, 
and  their  status  as  a director,  officer,  partner,  trustee,  employee  or  holder  of  a 
management  position  in  any  business  entity  engaged  in  investment  banking. 

Designated  Positions  Disclosure  Categories 

Member,  Authority  Board  2 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  56-97,  App.  3/6/97) 

SEC.  58.250.  JUVENILE  PROBATION  COMMISSION.  Disclosure  Catego- 
ry 2.  Persons  in  this  disclosure  category  shall  disclose  all  interests  in  real  property, 
investments  and  business  positions  in  any  business  entity,  and  income  from  any 
source,  that  provides  or  contracts  to  provide  to  the  Juvenile  Probation  Department, 
any  equipment,  supplies,  machinery,  materials  or  services,  or  has  done  so  within  two 
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years  prior  to  the  filing  of  any  statement  of  economic  interest,  or  may  foreseeably  do 
so  in  the  future. 

Designated  Positions 
Commissioner 
Chief  Probation  Officer 
(Added  by  Ord.  190-90,  App.  5/24/90) 

SEC.  58.252.  LANDMARKS  PRESERVATION  ADVISORY  BOARD. 

Designated  Positions  Disclosure  Categories 

Board  Member  1 

(Added  by  Ord.  190-90,  App.  5/24/90) 

SEC.  58.255.  LAW  LIBRARY.  Disclosure  Category  2.  Persons  in  this 
category  shall  disclose  all  sources  of  income  from  any  business  that  sells  or  provides 
supplies,  materials,  books,  machinery  or  services  or  equipment  of  the  type  utilized 
by  the  San  Francisco  Law  Library  in  an  aggregate  of  $5,0(X)  per  annum  or  more. 

Designated  Positions  Disclosure  Categories 

Law  Librarian  — Secretary  All  2 

Chief  Assistant  Law  Librarian 
Members  of  the  Board  of  Trustees 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  Ord.  345-98,  App.  11/19/98) 

SEC.  58.260.  MAYOR’S  OFFICE. 


Disclosure  Categories 
2 
1 


Designated  Positions 
Mayor 

Administrative  Secretary  to  the  Mayor 
Mayor’s  Program  Manager 
Special  Assistant  for  Program  Development 
Coordinator  for  Citizen  Involvement 
Intergovernmental  Affairs  Coordinator 
Deputy  Director,  Mayor’s  Criminal  Justice  Council 
Port  Director/Treasure  Island 
Director,  Mayor’s  Office  of  Business  & Economic 
Development/Chief  Economic  Advisor 
Special  Assistant  n 
Special  Assistant  HI 
Special  Assistant  FV 
Special  Assistant  V 
Special  Assistant  VI 
Special  Assistant  Vn 
Special  Assistant  Vni 
Special  Assistant  DC 
Special  Assistant  X 
Special  Assistant  XI 


Disclosure  Categories 
See  Section  58.600 
1 
1 
1 
1 
1 
1 
1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 
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Special  Assistant  XII  1 

Special  Assistant  XIII  1 

Special  Assistant  XTV  1 

Special  Assistant  XV  1 

Special  Assistant  XVI  1 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  380-94,  App.  11/10/94;  Ord. 

345-98,  App.  11/19/98) 


SEC.  58.265.  MEDICAL  EXAMINER,  (a)  Disclosure  Category  2.  Persons 
in  this  category  shall  disclose  all  investments  and  business  positions  in  business 
entities  and  income  from  any  source  which  provides,  or  contracts  with  the  City  and 
County  of  San  Francisco  and  its  Medical  Examiner  to  provide,  services,  supplies, 
materials,  machinery  or  equipment  to  the  Medical  Examiner. 

(b)  Disclosure  Category  3.  Persons  in  this  category  shall  disclose  all  invest- 
ments and  business  positions  in  business  entities,  interests  in  real  property,  and 
sources  of  income  subject  to  the  regulatory,  permit  or  licensing  authority  of  the 
Medical  Examiner. 


Designated  Positions  Disclosure  Categories 

Chief  Medical  Examiner  1 

Medical  Examiner’s  Administrator  2,  3 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  345-98,  App.  11/19/98) 

SEC.  58.267.  OFFICE  OF  CITIZEN  COMPLAINTS. 


Designated  Positions 
Director 

(Added  by  Ord.  190-90,  App.  5/24/90) 


Disclosure  Categories 
1 


SEC.  58.270.  PARKING  AUTHORITY. 


Designated  Positions  Disclosure  Categories 

Members  of  the  Parking  Authority  All  1 

Director 
Deputy  Director 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  345-98,  App.  11/19/98) 

SEC.  58.272.  DEPARTMENT  OF  PARKING  AND  TRAFFIC. 

Designated  Positions  Disclosure  Categories 

Commissioners  All  1 

Executive  Director 

Deputy  Director,  Finance  and  Administration 
Deputy  Director,  Traffic 
Deputy  Director,  Enforcement 
Deputy  Director,  Parking  Services 

(Added  by  Ord.  190-90,  App.  5/24/90;  amended  by  Ord.  380-94,  App.  11/10/94;  Ord 
345-98,  App.  11/19/98) 
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SEC.  58.275.  BOARD  OF  APPEALS. 


Designated  Positions  Disclosure  Categories 

Board  Member  All  1 

Executive  Secretary 

(Added  by  Ord.  26-90,  App.  1/24/90;  amended  by  Ord.  190-90,  App.  5/24/90;  Ord. 
56-97,  App.  3/6/97) 

SEC.  58.280.  PLANNING  DEPARTMENT,  (a)  Disclosure  Category  2. 
Persons  in  this  category  shall  disclose  all  interests  in  real  property,  and  all  income 
from,  and  investments  and  business  positions  in  any  business  entity  that  is  principally 
involved  in  real  estate  development,  architecture,  design,  engineering,  real  estate 
brokerage,  real  estate  finance  or  appraisal,  or  historic  preservation. 

(b)  Disclosure  Category  3.  Persons  in  this  category  shall  disclose  all  invest- 
ments and  business  positions  in  business  entities  and  income  from  any  source  which 
provides,  or  contracts  with  the  City  and  County  of  San  Francisco  and  Ae  Department 
of  City  Planning  to  provide,  services,  supplies,  materials,  machinery  or  equipment  to 
the  Department  of  City  Planning. 


Designated  Positions 

Planning  Commissioners 

Director  of  Planning 

Special  Assistant  XVI 

Assistant  Director  — Implementation 

Planner  V — General 

Planner  V — Zoning 

Environmental  Review  Officer 

Administrative  Secretary,  City  Planning  Commission 

Planner  IV  — General 

Planner  IV  — Zoning 

Planner  IV  — Environmental  Review 

Planner  IV  — Urban  Systems  Analyst 

Planner  III  — Urban  Design 

Planner  in  — Transportation 

Planner  HI  — General 

Planner  III  — Zoning 

Planner  IE  — Environmental  Review 

Planner  II 

Planner  I 

Transit  Planner  FV 
Transit  Planner  HI 
Transit  Planner  n 
Architectural  Assistant  II 
Architectural  Assistant  I 
Consultants* 


Disclosure  Categories 
See  Sec.  58.600 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 
2 
2 
2 
2 
2 
1 
2 
2 
2 
2 
1 
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* With  respect  to  consultants,  the  Director  of  Planning  may  determine  in  writing 
that  a particular  consultant  is  hired  to  perform  a range  of  duties  that  are  limited  in 
scope  and  thus  is  not  required  to  comply  with  the  disclosure  requirements  described 
in  this  category.  Such  determination  shall  include  a description  of  the  consultant’s 
duties  and,  based  upon  that  description,  a statement  of  the  extent  of  disclosure 
requirements.  The  Director  of  Planning  shall  forward  a copy  of  this  determination  to 
the  Board  of  Supervisors.  Nothing  herein  excuses  any  such  consultant  from  any  other 
provision  of  this  Conflict  of  Interest  Code.  (Added  by  Ord.  3-90,  App.  1/5/90; 
amended  by  Ord.  190-90,  App.  5/24/90;  Ord.  31 1-92,  App.  10/9/92;  Ord.  380-94,  App. 
11/10/94;  Ord.  56-97,  App.  3/6/97;  Ord.  345-98,  App.  11/19/98) 

SEC.  58.285.  POLICE  DEPARTMENT,  (a)  Disclosure  Category  2.  Persons 
in  this  category  shall  disclose  all  investments  and  business  positions  in  business 
entities  and  income  from  any  source  which  provides,  or  contracts  with  the  City  and 
County  of  San  Francisco  and  its  Police  Department  to  provide,  services,  supplies, 
materials,  machinery  or  equipment  to  the  Police  Department. 

(b)  Disclosure  Category  3.  Persons  in  this  category  shall  disclose  all  invest- 
ments and  business  positions  in  business  entities,  interests  in  real  property,  and  income 
from  any  source  subject  to  the  regulatory,  permit  or  licensing  authority  of  the  Police 
Department. 


Designated  Positions  Disclosure  Categories 

Police  Commissioners  1 

Chief  of  Police  1 

Deputy  Chief  of  Police  1 

Assistant  Chief  of  Police  1 

All  Captains  of  Police  1 

Commanders  of  Police  1 

Commanding  Officers,  District  Stations  1 

Commanding  Officer,  Planning  Division  2 

Commanding  Officer,  Vice  Crimes  1 

Conunanding  Officer,  Property  Control  Division  1 

Commanding  Officer,  Fiscal  Division  1 

Commanding  Officer,  Legal  Division  1 

Legal  Officers  1 

Commanding  Officer,  Permits  Section  3 

Officer  in  Charge,  Permit  Section  3 

Chiefs  Permit  Hearing  Officer  3 

Officer  in  Charge  of  the  Police  Law 
Enforcement  Services  Unit  1 

Officer  in  Charge  of  Management  Control  Division  1 

Officer  in  Charge  of  Management  Information  Systems  1 

Chief  Accounting  Officer  2 

Commanding  Officer  — Special  Investigations  1 

Commanding  Officer  — Narcotics  Division  1 

Lieutenant  — Vice  Crimes  1 

Lieutenant  — Narcotics  1 
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(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  311-92,  App.  10/9/92;  Ord.  56- 
97,  App.  3/6/97;  Ord.  345-98,  App.  11/19/98) 

SEC.  58.290.  PORT  COMMISSION.  Disclosure  Category  2.  Persons  in  this 
category  shall  disclose  all  investments  in  any  business  entity  and  income  from  any 
source  which  leases,  rents  or  operates  from  property  under  the  jurisdiction  of  the  Port 
Commission,  or  which  provides,  or  contracts  with  the  City  and  County  of  San 
Francisco  or  the  Port  Commission  to  provide,  services  (including  construction,  repair 
and  maintenance),  equipment,  materials,  supplies,  vehicles,  or  other  items  of  use  to 
the  Port  Commission,  or  which  may  foreseeably  do  so  in  the  future,  or  which  has  done 
so  within  two  years  prior  to  any  time  period  covered  by  a statement  of  economic 
interest,  and  his  or  her  status  as  a director,  officer,  partner,  trustee,  employee,  or 
holder  of  any  management  position  in  any  such  business  entity. 

Designated  Positions  Disclosure  Categories 

Port  Commissioners  1 

Port  Director  1 

Commercial  Property  Manager  2 

Assistant  Rental  Manager  2 

Cargo  Operations  Manager  2 

Wharfinger  n 2 

Chief  Harbor  Engineer  1 

Chief  Building  Inspector  2 

Building  Inspector  2 

Construction  Inspector  2 

Supervising  Fiscal  Officer  1 

Superintendent,  Harbor  Maintenance  1 

Deputy  Directors,  Port  1 

Government  and  Public  Affairs  Manager,  Port  1 

Cargo  Sales  and  Marketing  Representative  2 

Senior  Property  Manager  2 

Manager,  Port  Planning  and  Development  2 

Manager,  Regulatory  and  Environmental  Affairs  2 

Marketing  Manager  1 

Financial  Manager  1 

Assistant  Superintendent  Harbor  Maintenance  2 

Manager,  Leasing  and  Tenant  Services  1 

Administrative  Services  Officer  2 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  311-92,  App.  10/9/92;  Ord.  380- 
94,  App.  11/10/94;  Ord.  56-97,  App.  3/6/97;  Ord.  156-98,  App.  5/8/98;  Ord.  345-98, 
App.  11/19/98) 


SEC.  58300.  PUBLIC  ADMINISTRATOR/PUBLIC  GUARDIAN. 


Designated  Positions 
Public  Administrator  & Public  Guardian 
Assistant  Public  Administrator/Public  Administrator 
Attorney  for  Public  Administrator 


Disclosure  Categories 


All  1 
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Senior  Attorney,  Civil  & Criminal 

Senior  Admin.  Analyst  (Deputy  for  Finance  and  Administration) 

(Added  by  Ord.  3-90,  App.  1/5/90;  Ord.  345-98,  App.  11/19/98) 

SEC.  58J05.  PUBLIC  DEFENDER. 

Designated  Positions  Disclosure  Categories 

Public  Defender  1 

(Added  by  Ord.  3-90,  App.  1/5/90) 

SEC.  58310.  PUBLIC  HEALTH  DEPARTMENT,  (a)  Disclosure  Category 
2.  Persons  in  this  category  shall  disclose  all  investments  and  business  positions  in 
business  entities  and  income  from  all  laboratories,  clinics,  hospitals,  rest  homes, 
nursing  homes,  and  outpatient  care  facilities,  all  medical,  surgical,  psychiatric, 
psychological,  and  related  practices,  all  medical  supply  firms,  drug  companies,  and 
insurance  companies;  all  child  or  adult  care  facilities;  all  medical  or  social  service 
consulting  firms;  and  any  source  which  provides,  or  contracts  with  the  City  and 
County  of  San  Francisco  and  its  Public  Health  Department  to  provide,  services, 
supplies,  materials,  machinery  or  equipment  to  the  Public  Health  Department. 

(b)  Disclosure  Category  3.  Persons  in  this  category  shall  disclose  all  invest- 
ments and  business  positions  in  business  entities,  interests  in  real  property,  and  income 
from  any  source  subject  to  the  regulatory,  permit  or  licensing  authority  of  the 
Department  of  Public  Health. 


Designated  Positions  Disclosure  Categories 

Health  Commissioner  1 

Executive  Assistant  to  the  Director  of  Health  2 

Administrator,  SFGH  Medical  Center  1 

Director  of  Health  1 

Departmental  Personnel  Officer  2 

Senior  Personnel  Officer  2 

Personnel  Director  1 

Finance  Director,  DPH  1 

Supervising  Fiscal  Officer  2 

MIS  Manager  2 

Senior  Administrative  Analyst  (Contracts  Office  Only)  2 

Principal  Administrative  Analyst  (Contracts  Office  Only)  2 

Materials  and  Supplies  Supervisor  2 

Materials  Coordinator  2 

Chief  Medical  Records  Administrator  2 

Director  of  Patient  Financial  Services  and  Admissions  2 

Hospital  Assistant  Administrator  1 

Hospital  Associate  Administrator  1 

Associate  Administrator,  Medical  Services,  LHH  1 

Administrator,  LHH  1 

Director,  Dental  Division  1 

Senior  Physician  Specialist  (Leadership  Positions  Only)  2 

Supervising  Physician  Specialist  2 
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Radiologist/Chief  of  Medical  Staff  1 

Head  Nurse  2 

Assistant  Director  of  Nursing  1 

Director  of  Nurses,  LHH  1 

Senior  Pharmacist  2 

Director  of  Pharmaceutical  Services  2 

Pharmacy  Director,  LHH  2 

Director,  Public  Health  Laboratories  2 

Administrative  Chef  2 

Director  of  Food  Services  2 

Assistant  General  Services  Manager  2 

General  Services  Manager  2 

Associate  Director,  ADDS  1 

Deputy  Director  for  Business  and  Operations  1 

Deputy  Director  for  Mental  Health  ftograms  1 

Deputy  Director,  Public  Health  Programs  1 

Medical  Social  Worker  Supervisor  2 

Chief,  Medical  Social  Services  2 

Conservatorship/Case  Management  Supervisor  2 

Environmental  Health  Inspector  3 

Senior  Environmental  Hedth  Inspector  3 

Principal  Environmental  Health  Inspector  3 

Director,  Bureau  of  Environmental  Health  Services  1 

Assistant  Director,  Bureau  of  Environmental 
Health  Services  1 

Industrial  Hygienist  2 

Building  and  Grounds  Maintenance  Superintendent  2 

Chief  Stationary  Engineer  2 

Institutional  Police  Lieutenant  2 

MIS  Director  1 

Administrator,  Health  Information  Services  2 

Associate  Affirmative  Action  Coordinator  2 

Secretary,  Health  Commission  1 

Director  of  Patient  Accounts  2 

Senior  Storekeeper  2 

Assistant  Materials  Coordinator  2 

Director  of  Medical  Records  2 

Senior  Associate  Administrator  1 

Medical  Director,  DPH  1 

Nursing  Supervisor  2 

Assistant  Director  of  Nursing,  Staff  Development 
and  Research  1 

Assistant  Director  of  Nursing,  LHH  2 

Rad.  Tech.  Supervisor  2 

Director,  Radiology  1 

Emergency  Medical  Services  Agency  Specialist  2 

Rehabilitation  Coordination  2 
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Employee  Referral  Program  Director  (EAP)  2 

Food  Service  Manager  2 

Principal  Disease  Control  Investigator  2 

Chief,  Bureau  of  Records  and  Statistics  2 

Director  of  Health  Program  Planning  1 

Chief,  Bureau  of  Health  Education  2 

Director,  WIC  Program,  DPH  1 

Director,  Business  and  Operations  Support,  MHP  1 

Deputy  Director  of  Adult  Services.  CMHS  1 

Deputy  Director  of  Institutions.  DPH  1 

Program  Chief,  CPHS  1 

Hospital  Eligibility  Manager  2 

DPH  Contract  Compliance  Officer  II  2 

Contract  Compliance  Officer  I 2 

Assistant  Industrial  Hygienist  2 

Senior  Industrial  Hygienist  2 

Hazardous  Materials  Permit  Program  Manager  2 

Manager,  Office  of  Health  and  Safety  2 

Director  of  Toxics  and  Safety  Services  1 

Institutional  Police  Sergeant  2 

Institutional  Police  Captain  2 

Director  of  Homeless  Programs  2 

Director  of  Public  Information  2 

Telecommunications  Systems  Director  2 

Assistant  Director,  MIS  2 

Health  Center  Manager  2 

Elig.  Section  Manager  2 

Special  Assistant  (VII-XVII)  2 

Director  of  Activities,  Therapy  and  Volunteer  Services  2 

Nursing  Supervisor,  Psychiatry  2 


(Added  by  6rd.  3-90,  App.  1/5/90;  amended  by  Ord.  311-92,  App.  10/9/92;  Ord.  380- 
94,  App.  11/10/94;  Ord.  56-97,  App.  3/6/97;  Ord.  202-98,  App.  6/19/98;  Ord.  345-98, 
App.  11/19/98) 


SEC.  58.315.  PUBLIC  LIBRARY.  Disclosure  Category  2.  Persons  in  this 
category  shall  disclose  all  investments  and  business  positions  in  business  entities  and 
income  from  any  source  which  provides,  or  contracts  with  the  City  and  County  of  San 
Francisco  and  its  Public  Library  Department  to  provide,  services,  supplies,  materials, 
machinery  or  equipment  to  the  Public  Library  Department. 


Designated  Positions 

Commissioners 
City  Librarian 
Deputy  City  Librarian 
Librarian  IV 

Secretary  to  the  Library  Commission 
Librarians,  Order  Department 
Librarian,  S.F.  History  Room 


Disclosure  Categories 

1 

1 

2 

2 

2 

2 

2 
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Librarian,  Special  Collections  2 

Librarian,  Periodical  Processing  2 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  345-98,  App.  11/19/98) 

SEC.  58  J20.  PUBLIC  UTILmES  COMMISSION,  (a)  Disclosure  Category 
2.  Persons  in  this  category  shall  disclose  all  investments  in  any  business  entity  and 
any  income  from  a source  which,  within  the  previous  two  years,  did  or  in  the  future 
foreseeably  might,  lease,  rent,  or  operate  from  the  property  of  the  Clean  Water 
Enterprise  or  provide  or  contract  with  the  Clean  Water  Enterprise  to  provide  service 
(including  construction,  repair,  and  maintenance),  equipment,  materials,  supplies, 
vehicles,  or  other  items  of  use  to  the  Clean  Water  Enterprise,  and  his  or  her  business 
position  in  any  such  business  entity. 

(b)  Disclosure  Category  3.  Persons  in  this  category  shall  disclose  all  invest- 
ments in  any  business  entity  and  any  income  from  a source  which,  within  the  previous 
two  years,  did  or  in  the  future  foreseeably  might,  lease,  rent,  or  operate  from  the 
property  of  the  San  Francisco  Water  Department  or  provide  or  contract  with  the  San 
Francisco  Water  Department  to  provide  service  (including  construction,  repair,  and 
maintenance),  equipment,  materials,  supplies,  vehicles,  or  other  items  of  use  to  the 
San  Francisco  Water  Department,  and  his  or  her  business  position  in  any  such 
business  entity. 

(c)  Disclosure  Category  4.  Persons  in  this  category  shall  disclose  all  invest- 
ments in  any  business  entity  and  any  income  from  a source  which,  within  the  previous 
two  years,  did  or  in  the  future  foreseeably  might,  lease,  rent,  or  operate  from  the 
property  of  Hetch  Hetchy  or  provide  or  contract  with  Hetch  Hetchy  to  provide  service 
(including  construction,  repair,  and  maintenance),  equipment,  materials,  supplies, 
vehicles,  or  other  items  of  use  to  Hetch  Hetchy,  and  his  or  her  business  position  in 
any  such  business  entity. 

Designated  Positions  Disclosure  Categories 

Public  Utilities  Commission  & General  Manager  All  1 

Member,  Public  Utilities  Commission 
General  Manager  of  Public  Utilities 
Special  Assistant  XV 

Administrative  Secretary,  Public  Utilities  Commission 
Assistant  General  Manager,  Public  Utilities  Commission 
Contract  Compliance  Officer* 

Consultant** 


Hetch  Hetchy  Water  & Power 

Manager,  Bureau  of  Energy  Conservation  1 

Maintenance  Engineering  Manager  1 

Superintendent  of  Operations  1 

Administrative  Engineer  4 

General  Manager,  Hetch  Hetchy  1 

Water  and  Power  Specialist  4 

Water  and  Power  Resources  Manager  1 

Maintenance  and  Repair  Superintendent  4 
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Electrical  Operation  and  Maintenance  Superintendent  4 

Power  Generation  Technician  I 4 

Power  Generation  Technician  11  4 

Senior  Power  Generation  Technician  4 

Power  Generation  Supervisor  4 

Mechanical  Shop  and  Equipment  Superintendent  4 

Manager,  Regulatory  and  Environmental  Affairs  4 

Sanitary  Engineering  Technician  4 

Senior  Mechanical  Engineer  4 

Senior  Electrical  Engineer  4 

Electrical  Engineer  4 

Senior  Administrative  Analyst  4 

Water  Supply  and  Treatment  Division 

Operations  Manager  1 

Urban  Forester  3 

Watershed  Resources  Manager  3 

Water  Supply  and  Treatment  Manager  1 

Water  Construction  and  Maintenance  Superintendent  3 

Watershed  Forester  3 

Principal  Civil  Engineer  3 

City  Distribution  Division 

City  Distribution  Division  Manager  1 

Senior  Civil  Engineer  3 

Superintendent,  Buildings  and  Grounds  3 

Water  Construction  and  Maintenance  Superintendent  3 

Water  Shops  and  Equipment  Superintendent  3 

Stores  and  Equipment  Asst.  Supervisor  3 

Water  Pollution  Control  Division 

Administrative  Services  Manager  2 

Supervisor  of  Lab,  Water  Quality  Control  2 

Public  Buildings  Maintenance  and  Repair  Assistant 
Superintendent  2 

Sewage  Treatment  Plant  Superintendent  2 

Manager,  Bureau  of  Water  Pollution  Control  1 

Deputy  Manger,  Bureau  of  Water  Pollution  Control  1 

Chief  Stationary  Engineer  2 

Stationary  Engineer — Sewage  Inventory  Analysis  2 

Senior  Stationary  Engineer  2 

Water  Quality  Bureau 

Special  Assistant  XV  3 

Supervisor  of  Laboratories  3 

Water  Quality  Division  Manager  1 

Senior  Sanitary  Engineer  3 

Administrative  Services  Manager  3 

Special  Assistant  XVI  3 
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Customer  Service  Bureau 

Manager,  Customer  Service  Bureau  1 

Water  Conservation  Administrator  3 

Bureau  of  Engineering  All  1 

Special  Assistant  XVn 

Special  Assistant  XVni 

Manager,  Utilities  Engineering  Bureau 

Principal  Civil  Engineer 

Bureau  of  Commercial  Land  Management  All  1 

Director,  Bureau  of  Commercial  Land  Management 

Land  Use  Aide 

Senior  Real  Property  Officer 

Real  Property  Officer 

Assistant  Civil  Engineer 

Engineering  Associate  n 

Bureau  of  Finance  All  1 

Head  Accountant 

Supervising  Fiscal  Officer 

Assistant  General  Manager,  Finance 

Senior  Administrative  Analyst 

Principal  Administrative  Analyst 

Rate  Administrator 

Financial  Manager 

Special  Assistant  XV 

Bureau  of  Management  Information  Systems 

Manager,  Bureau  of  Management  Information  Systems  1 

Bureau  of  System  Planning  and  Regulatory  Compliance  All  1 

Manager,  Bureau  of  System  Planning  and  Regulatory 
Compliance 

Water  Resource  and  Planning  Manager 
Project  Manager  IV 
Special  Assistant  XV 

Bureau  of  Environmental  Regulation  and  Management 


Senior  Water  Services  Clerk  2 

Senior  Administrative  Analyst  2 

Bureau  Chief  1 

Administrative  Engineer  2 

Junior  Civil  Engineer  2 

Assistant  Civil  Engineer  2 

Associate  Civil  Engineer  2 

Senior  Civil  Engineer  2 

Principal  Engineer  2 
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Sanitary  Engineering  Technician 
Wastewater  Control  Inspector 
Supv.  Wastewater  Control  Inspector 
Manager,  Regulatory  and  Environmental  Affairs 
Senior  Industrial  Hygienist 


2 

2 

2 


1 


* All  personnel,  except  clerical,  assigned  by  the  Human  Rights  Commission 
to  the  Public  Utilities  Commission  to  serve  as  Contract  Compliance  Officers  shall 
comply  with  the  filing  requirements  for  Contract  Compliance  Officers  under  this 
Section  (Sec.  58.320). 

**  With  respect  to  consultants,  the  General  Manager  of  Public  Utilities  may 
determine  that  a particular  consultant  is  hired  to  perform  a range  of  duties  that  fall 
within  those  required  to  comply  with  the  disclosure  requirements  of  this  Conflict  of 
Interest  Code.  (Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  380-94,  App. 
11/10/94;  Ord.  56-97,  App.  3/6/97;  Ord.  345-98,  App.  11/19/98) 

SEC.  58323.  PUBLIC  TRANSPORTATION  COMMISSION.  Disclosure 
Category  2.  Persons  in  this  category  shall  disclose  all  sources  of  income,  investments 
and  his  or  her  status  as  a director,  officer,  partner,  trustee,  employee,  or  holder  of  a 
management  position  in  any  business  entity. 

Designated  Positions  Disclosure  Categories 

Member,  Public  Transportation  Commission  1 

Director  of  Public  Transportation  1 

Deputy  Director  of  Capital  Projects  1 

Deputy  Director  of  Finance,  Administration  and 
Personnel  1 

Deputy  Director  of  Maintenance  1 

Deputy  Director  of  Operations  1 

Administrative  Secretary,  Public  Transportation 
Commission  1 

Senior  Industrial  Hygienist  1 

Deputy  General  Manager,  Engineering  and 
Administration  1 

Senior  Administrative  Analyst  1 

Transit  Manager  II  1 

Transit  Manager  III  1 

System  Safety  Inspector  1 

Director  of  Service  Planning  1 

Automotive  Maintenance  Manager  1 

Administrative  Service  Manager  1 

Material  Coordinator  1 

Assistant  Material  Coordinator  1 

Electrical  Transit  Equipment  Supervisor  1 

Automotive  Transit  Shop  Supervisor  I 2 

Electrical  Transit  Shop  Supervisor  I 2 

Transit  Equipment  Engineer  2 

LRV  Equipment  Engineer  2 


(3-99) 


AD-888 


San  Francisco  Administrative  Code  Section  58.323 

Senior  Management  Assistant  1 

Janitorial  Service  Supervisor  2 

Senior  Civil  Engineer  1 

Senior  Electrical  Engineer  1 

Senior  Mechanical  Engineer  1 

Superintendent,  Buildings  and  Grounds  1 

Chief  Stationary  Engineer  2 

Signal  and  Electrical  Supervisor  2 

Signal  and  Systems  Engineer  2 

Staff  Assistant  VII  Special  Projects  1 

Powerhouse  Electric^  Supervisor  II  2 

Manager  of  Capital  Finance  1 

Deputy  Director  of  Resource,  Planning  and 
Development  1 

Chief  Accountant  1 

Supervising  Fiscal  Officer  1 

Principal  Administrative  Analyst  1 

Senior  Administrative  Analyst  1 

Manager  of  Engineering  Services  1 

Manager  of  Construction  Services  1 

Manager  of  Project  Management  1 

Manager  of  Capital  Planning  1 

Project  Manager  1 

Principal  Civil  Engineer  1 

Departmental  Personnel  Director  1 

Contract  Compliance  Officer  II  1 

Contract  Compliance  Officer  I 1 

Chief,  Protective  Services  and  Investigation 
Bureau  1 

Manager  of  Information  Services  1 

General  Superintendent  Cable  Car  and  Rail  1 

Superintendent  Overhead  Lines  1 

Director  Community  Affairs  1 


(Added  by  Ord.  380-94,  App.  11/10/94;  amended  by  Ord.  56-97,  App.  3/6/97;  Ord. 
345-98,  App.  11/19/98) 

SEC.  58325.  PUBLIC  WORKS  DEPARTMENT. 

Designated  Positions  Disclosure  Categories 

General  Office  All  1 

Director  of  Public  Works 

Assistant  to  Director  of  Public  Works 

Deputy  Director  of  Public  Works  and  Engineering 

Deputy  Director  of  Public  Works  and  Operations 

Claims  Adjustor 
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OfTice  of  Financial  Management  and  Administration 
Deputy  Director  for  Financial  Management  and 
Administration 
Financial  Manager 
Chief  of  Computer  Services 
Contract  Administration  Head 

Bureau  of  Architecture 
City  Architect 
Assistant  City  Architect 

Bureau  of  Building  Repair 
Public  Building  Maintenance  and  Repair  Assistant 
Superintendent 

Public  Building  — Maintenance  and  Repair 
Superintendent 

Bureau  of  Engineering 
Chief  of  Engineering 
Principal  Civil  Engineer 
Claims  Adjuster 
Project  Manager  I 
Project  Manager  II 
Project  Manager  III 
Project  Manager  IV 

Bureau  of  Environmental  Services 

Street  Cleaning  and  Planting  Superintendent 

Street  Cleaning  and  Planting  Assistant  Superintendent 

Bureau  of  Street  and  Sewer  Repair 
Superintendent  of  Street  and  Sewer  Repair 
Assistant  Superintendent  of  Streets  and  Sewer  Repair 
Mobile  Equipment  Supervisor 
Assistant  Mobile  Equipment  Supervisor 

Bureau  of  Construction  Management 

Bureau  Chief 

Principal  Engineer 

Senior  Engineer 

Administrative  Engineer 

Civil  Engineer 

Associate  Civil  Engineer 

Assistant  Civil  Engineer 

Chief  Surveyor 

Building  Inspector 

Construction  Inspector 

Cost  Estimator 


All  1 

All  1 

All  1 

All  1 

All  1 

All  1 

All  1 
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Construction  Contract  Specialist  II 
Construction  Contract  Specialist  I 
Junior  Civil  Engineer 

Bureau  of  Street  Use  and  Mapping  All  1 

Associate  Civil  Engineer 

Bureau  of  Subdivision,  Surveys  and  Mapping  All  1 

Bureau  Chief 

Senior  Plan  Checker 

Chief  Surveyor 

Construction  Inspector 

Engineering  Associate  n 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  311-92,  App.  10/9/92;  Ord.  380- 
94,  App.  11/10/94;  Ord.  56-97,  App.  3/6/97;  Ord.  345-89,  App.  11/19/98) 


SEC.  58330.  PURCHASING  DEPARTMENT,  (a)  Disclosure  Category  2. 
Persons  in  this  category  shall  disclose  all  interests  in  real  property. 

(b)  Disclosure  Category  3.  Persons  in  this  category  shall  disclose  all  invest- 
ments and  business  positions  in  business  entities  and  income  from  any  source  which 
provides,  or  contracts  with  the  City  and  County  of  San  Francisco  and  its  Purchasing 
Department  to  provide  commodities  or  services  to  the  City  and  County  of  San 
Francisco,  or  has  provided  commodities  or  services  to  the  City  and  County  of  San 
Francisco  within  the  last  two  years. 

(c)  Disclosure  Category  4.  Persons  in  this  category  shall  disclose  all  invest- 
ments and  business  positions  in  business  entities  and  income  from  any  source  which 
provides,  or  contracts  with  the  City  and  County  of  San  Francisco  to  provide,  or  has 
provided  within  the  last  two  years,  commodities  or  services  to  either  the  Division  of 
the  Purchasing  Department  to  which  the  person  is  assigned,  or  the  Department  (other 
than  the  Purchasing  Department),  to  which  the  person  is  assigned. 


Designated  Positions 
Director  of  Purchasing 
Assistant  Director 
Supervising  Purchaser 
Senior  Purchaser 
Purchaser 

Assistant  Purchaser 
Reproduction  Manager 
Senior  Storekeeper 
Supervising  Parts  Storekeeper 
Principal  Parts  Storekeeper 
Senior  Parts  Storekeeper 
Parts  Storekeeper 
Storekeeper 
Materials  Coordinator 
Manager,  Fleet  Services 
Assistant  Manager,  Fleet  Services 


Disclosure  Categories 
1 

2,  3 
3 
3 
3 

3 

4 
4 
4 
4 
4 
4 
4 
4 
4 
4 
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(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  311-92,  App.  10/9/92;  Ord.  345- 
98,  App.  11/19/98) 

SEC.  58335.  REAL  ESTATE  DEPARTMENT. 

Designated  Positions  Disclosure  Categories 

Director  of  Property  All  1 

Assistant  Director  of  Property 

Principal  Real  Property  Officer 

Senior  Real  Property  Officer 

Real  Property  Officer 

Head  Accountant 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  311-92,  App.  10/9/92) 

SEC.  58340.  COUNTY  CLERK. 


Designated  Positions  Disclosure  Categories 

County  Clerk  1 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  380-94,  App.  11/10/94;  Ord. 
345-98,  App.  11/19/98) 


SEC.  58345.  RECREATION  AND  PARK  DEPARTMENT,  (a)  Disclosure 
Category  2.  Persons  in  this  category  shall  disclose  all  investments  and  income  from 
any  source  which  leases,  rents  or  operates  from  property  under  the  jurisdiction  of  the 
Recreation  and  Park  Commission,  or  which  provides,  or  contracts  with  the  City  and 
County  of  San  Francisco  or  the  Recreation  and  Park  Commission  to  provide,  services 
(including  construction,  repair  and  maintenance),  equipment,  materials,  supplies, 
vehicles,  or  other  items  of  use  to  the  Recreation  and  Park  Commission  or  the  Recre- 
ation and  Park  Department,  or  which  may  foreseeably  do  so  in  the  future,  or  which 
has  done  so  within  two  years  prior  to  any  time  period  covered  by  a statement  of 
economic  interest,  and  his  or  her  status  as  a director,  officer,  partner,  trustee,  employ- 
ee, or  holder  of  any  management  position  in  any  such  business  entity. 

(b)  Disclosure  Category  3.  Persons  in  this  category  shall  disclose  all  income 
from,  and  investments  in,  any  business  entity  which  does  business  in  the  jurisdiction, 
or  has  done  business  in  the  jurisdiction  within  two  years  prior  to  any  time  period 
covered  by  a statement  of  economic  interest,  or  which  may  foreseeably  do  business 
in  the  jurisdiction  in  the  future,  and  his  or  her  status  as  a director,  officer,  partner, 
trustee,  employee,  or  holder  of  any  management  position  in  any  such  business  entity. 


Designated  Positions 
Recreation  and  Park  Commissioners 
General  Manager 

Executive  Secretary  to  General  Manager 
Special  Assistant  XVI 

Special  Assistant  XIII  (Executive  Assistant  to 
the  General  Manager) 

Executive  Secretary  III 
Recreation  Superintendent 


Disclosure  Categories 
1 
1 
2 
1 


2 

2 

1 
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Parks  Superintendent  1 

Arboretum  Director  2 

Golf  Director  2 

Zoo  Director  1 

Property  Manager  2 

Director  of  Personnel  2 

Marina  Manager  2 

Assistant  Superintendent  of  Parks/Structural 
Maintenance  2 

Assistant  Superintendent  of  Parks  2 

Assistant  Superintendent  Recreation  2 

Assistant  Recreation  Supervisor  2 

IS  Administrator — Supervisor  2 

Principal  Administrative  Analyst  2 

Senior  Administrative  Analyst  2 

Civil  Engineer  1 

Architect  2 

Assistant  Landscape  Architect  2 

Planner  IV  2 

Planner  in  2 

Chief  Stationary  Engineer  2 


(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  190-90,  App.  5/24/90;  Ord.  311- 
92,  App.  10/9/92;  Ord.  345-98,  App.  11/19/98) 


r 


SEC.  58350.  REDEVELOPMENT  AGENCY,  (a)  Disclosure  Category  2. 
Persons  in  this  category  shall  disclose  all  sources  of  income,  investments,  and  all 
business  positions  in  which  the  designated  employee  is  a director,  officer,  partner, 
trustee,  employee,  or  holds  any  position  of  management. 

(b)  Disclosure  Category  3.  Persons  in  this  category  shall  disclose  all  income 
from  and  investments  in  businesses  that  manufacture  or  sell  supplies  of  the  type 
utilized  by  the  Agency. 

(c)  Disclosure  Category  4.  Persons  in  this  category  shall  disclose  all  invest- 
ments in  and  income  from  dl  banks,  savings  and  loan  associations,  insurance 
companies,  investment  companies,  stockbrokers,  title  companies,  financial  consultants, 
data  processing  firms  or  consultants,  but  shall  not  include  personal  checking  or 
savings  accounts  or  certificates  of  deposit. 

(d)  Disclosure  Category  5.  Persons  in  this  category  who  come  within  the 
definition  of  consultant  as  stated  below  shall  disclose  all  sources  of  income,  interests 
in  real  property  and  investments. 

“Consultant”  means  any  natural  person  who  provides,  under  contract,  informa- 
tion, advice,  recommendation  or  counsel  to  the  Agency,  provided,  however,  that 
‘consultant’  shall  not  include  a person  who: 

(A)  Conducts  research  and  arrives  at  conclusions  with  respect  to  his  or  her 
rendition  of  information,  advice,  recommendation  or  counsel  independent  of  the 
control  and  direction  of  the  Agency  or  of  any  Agency  official,  other  than  normal 
contract  monitoring;  and 

(B)  Possess  no  authority  with  respect  to  any  Agency  decision  beyond  the 
rendition  of  information,  advice,  recommendation  or  counsel. 
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Designated  Positions* 

Administrative  Services  Manager 
Agency  General  Counsel 
Architect 

Architecture  Supervisor 
Assistant  Development  Specialist 
Assistant  Harbormaster 
Associate  Civil  Engineer 
Building/Construction  Inspector  I 
Building/Construction  Inspector  11 
Civil  Engineer  (Project  Engineers) 
Commissioners 
Community  Services  Manager 
Construction  Coordinator 
Consultants** 

Contract  Compliance  Specialist  I 
Contract  Compliance  Specialist  II 
Contract  Compliance  Supervisor 
Deputy  Executive  Director 
Deputy  General  Counsel 
Development  Services  Manager 
Development  Specialist 
Engineering  and  Construction  Supervisor 
Environmental  Assessment  Specialist 
Executive  Director 

Finance  and  Information  Services  Manager 
Financial  Systems  Accountant 
Harbormaster 

Human  Resources  Manager 
Information  Systems  Supervisor 
Personnel  Analyst 
Planning  Supervisor 
Principal  Planner 
Program  Manager 
Project  Area  Committee  Members 
Project  Area  Services  Supervisor 
Project  Manager 

Property  Management  Supervisor 

Property  Management  Specialist 

Public  Affairs  Officer 

Purchasing  Assistant 

Records  and  Information  Supervisor 

Relocation  Supervisor 

Senior  Architect 

Senior  Attorney 

Senior  Civil  Engineer 

Senior  Development  Specialist 

Senior  Financial  Analyst 


Disclosure  Categories 
1 
1 
1 
1 

2 


1 

1 

1 

1 

5 


1 

1 

1 

1 

1 


4 

2 

3,  4 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
3 
2 
1 
1 
1 
1 
1 
1 
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Senior  Landscape  Architect 
Senior  Personnel  Analyst 
Senior  Planner 
Senior  Project  Manager 
Staff  Associate  IV 
Staff  Associate  V 
Staff  Associate  VI 
Staff  Attorney  I 
Staff  Attorney  11 


1 

1 

1 

1 

1 

1 

1 

1 

1 


* While  the  listed  titles  of  the  designated  positions  are  approved  classification 
titles,  occasionally  titles  are  changed  or  working  titles  are  assigned.  In  these  events, 
the  new  titles  will  be  substituted  into  this  Code  with  the  same  disclosure  categories 
as  were  applicable  to  the  old  titles. 

**  With  respect  to  consultants,  the  Executive  Director  may  determine  in  writing 
that  a particular  consultant  is  hired  to  perform  a range  of  duties  that  is  limited  in 
scope  and  thus  is  not  required  to  comply  with  the  disclosure  requirements  described 
in  tos  Section.  Such  determination  sh^l  include  a description  of  the  consultant’s 
duties  and,  based  upon  that  description,  a statement  of  the  extent  of  the  disclosure 
requirements.  The  Executive  Director  shall  forward  a copy  of  this  determination  to 
the  Clerk  of  the  Board  of  Supervisors.  Nothing  herein  excuses  any  consultant  from 
any  other  provisions  of  this  Conflict  of  Interest  Code.  (Added  by  Ord.  3-90,  App. 
1/5/90;  amended  by  Ord.  311-92,  App.  10/9/92;  Ord.  380-94,  App.  1 1/10/94;  Ord.  56- 
97,  App.  3/6/97;  Ord.  201-98,  App.  6/19/98;  Ord.  345-98,  App.  11/19/98) 


SEC.  58.357.  RELOCATION  APPEALS  BOARD. 


Designated  Positions 
Board  Member 
Executive  Director 


Disclosure  Categories 


1 

1 


(Added  by  Ord.  190-90,  App.  5/24/90) 

SEC.  58.365.  RESIDENTIAL  RENT  STABILIZATION  AND  ARBITRA- 
TION BOARD.  Disclosure  Category  2.  Persons  in  this  category  shall  disclose  all 
interests  in  real  property,  and  all  income  from,  investments  in,  and  business  positions 
held  in  any  business  entity  with  an  interest  in  residential  real  property  in  the 
jurisdiction,  or  which  may  foreseeably  acquire  such  an  interest,  or  which  has  acquired 
such  an  interest  within  two  years  prior  to  the  time  period  covered  in  a statement  of 
economic  interests.  An  official  occupies  a “business  position”  if  he  or  she  is  a 
director,  officer,  partner,  trustee,  employee  or  holds  any  position  of  management. 

Designated  Positions  Disclosure  Categories 

Board  Members  2 

Executive  Director  2 

Rent  Board  Hearing  Officer  2 


(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  190-90,  App.  5/24/90;  Ord.  311- 
92,  App.  10/9/92) 
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SEC.  58370.  RETIREMENT  SYSTEM. 

Designated  Positions 
Member,  Retirement  Board 
Executive  Director 

Executive  Assistant  to  the  Executive  Director 
Actuary 

Chief  Investment  Officer 
Chief  Accountant 
Senior  Investment  Officer 
Administrator,  Retirement  Services 
Security  Analyst 
Consultant* 


Disclosure  Categories 
See  Sec.  58.600 
See  Sec.  58.600 
1 
1 

See  Sec.  58.600 
1 

See  Sec.  58.600 
1 
1 
1 


* With  respect  to  consultants,  the  Retirement  Board  may  determine  in  writing 
that  a particular  consultant  is  hired  to  perform  a range  of  duties  that  is  limited  in 
scope  and  thus  is  not  required  to  comply  with  the  disclosure  requirements  described 
in  this  category.  Such  determination  shall  include  a description  of  the  consultant’s 
duties  and,  based  upon  that  description,  a statement  of  the  extent  of  disclosure 
requirements.  The  Retirement  Board  shall  forward  a copy  of  this  determination  to  the 
Board  of  Supervisors.  Nothing  herein  excuses  any  such  consultant  from  any  other 
provision  of  this  Conflict  of  Interest  Code.  (Added  by  Ord.  3-90,  App.  1/5/90; 
amended  by  Ord.  190-90,  App.  5/24/90;  Ord.  380-94,  App.  1 1/10/94;  Ord.  56-97,  App. 
3/6/97;  Ord.  345-98,  App.  11/19/98) 

SEC.  58.375.  SAN  FRANCISCO  COUNTY  TRANSPORTATION 
AUTHORITY. 


Designated  Positions  Disclosure  Categories 

Executive  Director  1 

Director,  Plans  and  Programs  1 

Director,  Management  and  Finance  1 

(Added  by  Ord.  190-90,  App.  5/24/90;  amended  by  Ord.  311-92,  App.  10/9/92;  Ord. 
380-94,  App.  11/10/94;  Ord.  345-98,  App.  11/19/98) 


SEC.  58380.  SHERIFF.  Disclosure  Category  2.  Persons  in  this  disclosure 
category  shall  disclose  all  investments  and  business  positions  in  business  entities,  and 
income  from  any  source,  which  manufactures,  distributes,  sells  or  provides  services, 
supplies,  materials,  machinery  or  equipment  of  the  type  used  by  the  Sheriffs  Office. 


Designated  Positions 


Disclosure  Categories 


Sheriff  1 

Undersheriff  1 

Assistant  Sheriff  1 

Director  County  Parole  2 

Attorney  1 


(Added  by  Ord.  190-90,  App.  5/24/90;  amended  by  Ord.  380-94,  App.  11/10/94) 
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SEC.  58382.  PRIVATE  INDUSTRY  COUNCIL,  (a)  Disclosure  Category 
2.  Persons  in  this  disclosure  category  shall  disclose  all  investments  and  positions  of 
management  in,  and  income  from  any  organization  that,  during  the  period  being 
reported,  has  proposed  to  enter  into  or  has  entered  into  a subcontract  or  other  financial 
agreement  with  the  Private  Industry  Council  of  San  Francisco,  Inc. 

(b)  Disclosure  Category  3.  Members  of  the  San  Francisco  Private  Industry 
Council  and  of  its  Audit,  Planning,  Refugee,  or  any  other  committee  that  selects  or 
recommends  the  selection  of  subcontractors  of  the  Private  Industry  Council  of  San 
Francisco,  Inc.  shall  disclose  all  income  from,  and  investments  and  positions  of 
management  in  any  organization  that,  during  the  period  being  reported,  has  been  a 
candidate  for  such  a subcontract  subject  to  the  Council’s  selection. 


Designated  Positions 

Member,  San  Francisco  Private  Industry  Council 

Member,  Designated  Committee  of  the  Council 

President 

Vice  Presidents 

Director,  Welfare-to-Work 

Controller 

Consultants* 


Disclosure  Categories 

3 

3 

2,  3 
2,  3 
2,  3 
2,  3 
1 


* With  respect  to  consultants,  the  President  of  the  Private  Industry  Council  may 
determine  in  writing  that  a particular  consultant  is  hired  to  perform  a range  of  duties 
that  are  limited  in  scope  and  thus  is  not  required  to  comply  with  the  disclosure 
requirements  described  in  this  category.  Such  determination  shall  include  a description 
of  the  consultant’s  duties  and,  based  upon  that  description,  a statement  of  the  extent 
of  disclosure  requirements.  The  President  shall  forward  a copy  of  this  determination 
to  the  Board  of  Supervisors.  Nothing  herein  excuses  any  such  consultant  from  any 
other  provision  of  this  Conflict  of  Interest  Code.  (Added  by  Ord.  190-90,  App. 
5/24/90;  amended  by  Ord.  380-94,  App.  1 1/10/94;  Ord.  56-97,  App.  3/6/97;  Ord.  345- 
98,  App.  11/19/98) 

SEC.  58383.  SAN  FRANCISCO  UNIFIED  SCHOOL  DISTRICT.  Disclo- 
sure Category  1.  Real  Property.  Persons  in  this  category  shall  disclose  the  following; 

(a)  Interests  in  real  property  which  is  located  in  whole  or  in  part  either: 

(1)  Within  the  boundaries  of  the  District;  or 

(2)  Within  two  miles  of  the  boundaries  of  the  District,  including  any  leasehold, 
beneficial  or  ownership  interest  or  option  to  acquire  such  interest  in  real  property,  if 
the  fair  market  value  of  the  interest  is  greater  than  $1,000. 

Interests  in  real  property  of  an  individual  include  a business  entity’s  share  of 
interest  in  real  property  of  any  business  entity  or  trust  in  which  the  designated 
employee  or  his  or  W spouse  owns  directly,  indirectly  or  beneficially,  a 10  percent 
interest  or  greater. 

(b)  Investments  in  or  income  from  business  entities  which  are  contractors  or 
subcontractors  which  are  or  have  been  within  the  previous  two-year  period  engaged 
in  the  performances  of  building  construction  or  design  within  the  District. 

(c)  Investments  in  or  income  from  business  entities  engaged  in  the  acquisition 
or  disposal  of  real  property  within  the  jurisdiction. 
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Investment  includes  any  financial  interest  a pro  rata  share  of  investments  of  any 
business  entity  or  trust  in  which  the  designated  employee  or  his  or  her  spouse  owns, 
directly,  indirectly  or  beneficially,  a 10  percent  interest  or  greater. 

Investment  does  not  include  a time  or  demand  deposit  in  a financial  institution, 
shares  in  a credit  union,  any  insurance  policy  or  any  bond  or  other  debt  instrument 
issued  by  any  government  or  government  agency.  No  investment  or  interest  in  real 
property  is  reportable  unless  its  fair  market  value  exceeds  $1,000.  No  source  of 
income  is  reportable  unless  the  income  received  by  or  promised  to  the  public  official 
aggregates  $250  in  value  during  the  preceding  12-month  reporting  period. 

Disclosure  Category  2.  Supplies  and  Equipment.  Persons  in  this  category  shall 
disclose  investments  in  or  income  from  business  entities  which  manufacture  or  sell 
supplies,  books,  machinery  or  equipment  of  the  type  utilized  by  the  department  for 
which  the  designated  employee  is  manager  or  director.  Investments  include  interests 
described  in  Category  1. 

Disclosure  Category  3.  Work  or  Services.  Persons  in  this  category  shall 
disclose  investments  in  or  income  from  business  entities  which  are  contractors  or 
subcontractors  engaged  in  the  performance  of  work  services  of  the  type  utilized  by 
the  department  for  which  the  designated  employee  is  manager  or  director.  Investments 
include  the  interests  described  in  Category  1. 


Designated  Positions 
Members  of  the  Board  of  Education 
Superintendent  of  Schools 
Deputy  Superintendent 
Associate  Superintendent 
Assistant  Superintendent 
Special  Assistant  to  the  Superintendent 
Executive  Assistant  to  the  Superintendent 
Chief  Financial  Officer/Director  of  Business 
Services 

Director,  Transportation 
Director,  Food  Services 
Director,  Buildings  and  Grounds 
Director  (Certificated) 

Director,  Facilities  Planning 
Director,  Custodial  Services 
Program  Director 
Coordinator  (Certificated) 

Manager,  Payroll  Control 
Manager,  Data  Processing 
Project  Manager  II  & III 
Assistant  Fiscal  Officer 
Principal  Administrative  Analyst 
Head  Accountant 
Principal  Accountant 
Supervising  Purchaser 
Senior  Purchaser 
Purchaser 


Disclosure  Categories 

1,  2,  3 
1,  2,  3 
1,  2,  3 
1,  2,  3 
1,  2,  3 
1,  2,  3 
1,  2,  3 

1,  2,  3 
2,  3 
2,  3 
1,  2,  3 
1,  2,  3 
1,  2,  3 
2,  3 
1,  2,  3 
1,  2,  3 
1,  2,  3 
1,  2,  3 
1,  2,  3 
1,  2,  3 
1,  2,  3 
1,  2,  3 
1,  2,  3 
1,  2,  3 
1,  2,  3 
1,  2,  3 
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Architect 

General  Manager,  KALW 


3 

2,  3 


(Added  by  Ord.  190-90,  App.  5/24/90;  Ord.  380-94,  App.  1 1/10/94;  Ord.  56-97,  App. 
3/6/97;  Ord.  345-98,  App.  11/19/98) 

SEC.  58385.  HUMAN  SERVICES  COMMISSION,  (a)  Disclosure  Category 
2.  Persons  in  this  category  shall  disclose  all  investments  and  business  positions  in 
business  entities  and  income  from  any  source  which  provides,  or  contracts  with  the 
City  and  County  of  San  Francisco  and  its  Department  of  Human  Services  to  provide, 
services,  supplies,  materials,  machinery  or  equipment  to  the  Human  Services  Depart- 
ment. 

(b)  Disclosure  Category  3.  Persons  in  this  category  shall  disclose  all  invest- 
ments and  business  positions  in  business  entities  and  income  from  any  source  which 
owns  or  operates  any  board  and  care  home,  foster  institution  for  children  or  home 
health  agency  in  the  jurisdiction. 

(c)  Disclosure  Category  4.  Persons  in  this  category  shall  disclose  all  invest- 
ments and  business  positions  in  business  entities  and  income  from  any  source  which 
is  engaged  in  the  sale  of  products  or  services  related  to  data  processing. 

Designated  Positions  Disclosure  Categories 

Members,  Human  Services  Commission  1 

Executive  Director  1 

Deputy  Directors  1 

Special  Assistants  to  the  Executive  Director 
for  Welfare  Reform  2 

Director,  Planning  and  Budget  1 

Manager,  Budget  and  Fiscal  Operations  1 

Program  Manager,  Family  and  Children’s 
Services  2, 3 

Program  Manager,  Adult  Services  2,  3 

Program  Manager,  County  Adult  Assistance 
Programs  2 

Manager,  Investigations  3 

Director,  Support  Services  2 

Supervisor,  Materials  and  Supplies  2 

Director,  Contracts  2 

Director,  Information  Technology  4 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  311-92,  App.  10/9/92;  Ord.  380- 
94,  App.  11/10/94;  Ord.  345-98,  App.  11/19/98) 

SEC.  58390.  TREASURER-TAX  COLLECTOR,  (a)  Disclosure  Category 
2.  Persons  in  this  category  shall  disclose  all  investments  in  any  business  entity  and 
income  from  any  source  which  provides  services,  supplies,  materials,  machinery  or 
equipment  to  the  Treasurer-Tax  Collector  Department,  or  which  may  foreseeably  do 
so  in  the  future,  or  which  has  done  so  within  two  years  prior  to  any  time  period 
covered  by  a statement  of  economic  interest. 
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Designated  Positions 
Treasurer 

Chief  Assistant  Treasurer 
Cash  Management  and  Investment  Officer 
Assistant  Cash  Management  and  Investment  Officer 
Principal  Administrative  Analyst  (Business  Tax) 

Head  Accountant  (Administration) 

Tax  Collector 
Deputy  Tax  Collector 
Tax  Collector  Attorney 
Chief  Business  Tax  Auditor 
Director,  Bureau  of  Delinquent  Revenue 
Chief  Investigator 
Director,  Real  Estate  Division 
Senior  Administrative  Analyst 
Director,  Taxpayers  Assistance  Unit  (TP A) 

Senior  Management  Assistant  (Business  Tax) 

Special  Assistant  XV 
Special  Assistant  XIII 
(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  190-90,  App.  5/24/90;  Ord.  311- 
92,  App.  10/9/92;  Ord.  380-94,  App.  11/10/94;  Ord.  56-97,  App.  3/6/97;  Ord.  345-98, 
App.  11/19/98) 


Disclosure  Categories 
See  Sec.  58.600 
See  Sec.  58.600 
See  Sec.  58.600 
See  Sec.  58.600 
2 
2 
1 
1 
1 
1 
1 
1 
1 
2 
2 
2 
2 
2 


SEC.  58.405.  WAR  MEMORIAL  AND  PERFORMING  ARTS  CENTER, 
(a)  Disclosure  Category  2.  Persons  in  this  category  shall  disclose  all  investments  in, 
income  from,  or  any  management  or  business  position  in  connection  with  real  estate 
uses  for  the  performing  arts  in  San  Francisco,  with  entities  which  book  the  performing 
arts  or  individual  performers,  with  architectural  and  construction  firms  or  consultants, 
food,  beverage,  catering,  program,  souvenir,  or  ticketing  concession  firms,  and 
building  maintenance  and  theatrical  equipment  and  supply  firms  or  consultants. 

(b)  Disclosure  Category  3.  Persons  in  this  category  shall  disclose  all  invest- 
ments in,  income  from,  or  business  positions  in,  building  maintenance  and  theatrical 
equipment  and  supply  firms  or  consultants. 

Designated  Positions 
Trustees 

Managing  Director 

Assistant  Managing  Director/Executive  Secretary 
Building  and  Grounds  Superintendents 
Janitorial  Services  Supervisor 
(Added  by  Ord.  3-90,  App.  1/5/90) 

SEC.  58  JOO.  COURT  POSITIONS.  The  following  agencies  are  not  included 
in  this  ordinance  because,  under  the  Political  Reform  Act,  the  Board  of  Supervisors 
does  not  act  as  the  Code  reviewing  body  for  these  agencies: 


Disclosure  Categories 
2 
2 
2 
3 
3 
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Superior  Court 
Municipal  Court 
Juvenile  Court 
Juvenile  Justice  Commission 
Adult  Probation. 

(Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  190-90,  App.  5/24/90) 

SEC.  58.600.  POSITIONS  DESIGNATED  BY  STATE  — FILING  OFFI- 
CIAL. Members  of  the  Board  of  Supervisors,  District  Attorney,  Mayor,  City  Attorney, 
Treasurer,  members  of  the  Planning  Commission,  public  officials  who  manage  public 
investments,  and  candidates  for  any  of  these  offices  at  any  election,  and  any  other 
officer  or  candidate  for  office  who  may  be  subject  to  the  provisions  of  Government 
Code  Section  87200,  shall  file  one  original  of  all  statements  of  economic  interests 
with  the  Ethics  Commission,  the  filing  official,  who  shall  make  and  retain  a copy  and 
forward  the  original  to  the  California  Fair  Political  Practices  Commission  which  shall 
be  the  filing  officer.  (Added  by  Ord.  3-90,  App.  1/5/90;  amended  by  Ord.  190-90, 
App.  5/24/90;  Ord.  386-95,  App.  12/14/95;  Ord.  56-97,  App.  3/6/97;  Ord.  345-98, 
App.  11/19/98) 
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Chapter  60 

ASSISTED  HOUSING  PRESERVATION  ORDINANCE 

Sec.  60.1.  Title. 

Sec.  60.2.  Purposes. 

Sec.  60.3.  Findings. 

Sec.  60.4.  Definitions. 

Sec.  60.5.  Notice  of  Intent  to  Prepay  and/or  Terminate. 

Sec.  60.6.  Public  Hearing  on  Proposed  Prepayment  and/or  Termination. 
Sec.  60.7.  Relocation  Benefits  for  Displacement  Due  to  Conversion. 

Sec.  60.8.  Right  of  Qualified  Entities  to  Receive  Offer  for  Purchase  of  an 
.Assisted  Housing  Development. 

Sec.  60.9.  Expiration  of  Rent  Subsidy  Contracts;  Disclosure. 

Sec.  60.10.  Administrative  Relief 
Sec.  60.1 1.  Civil  Actions. 

Sec.  60.12.  Civil  Penalties. 

Sec.  60.13.  Rules  and  Regulations. 

Sec.  60. 1 4.  Severability. 

SEC.  60.1.  TITLE.  This  Assisted  Housing  Preservation  Ordinance  is 
enacted  as  Chapter  60  of  the  Administrative  Code  of  the  City  and  County  of  San 
Francisco.  (Added  by  Ord.  332-90,  App.  10/3/90) 


SEC.  60.2.  PURPOSES.  The  purposes  of  this  Chapter  are  to  assist  public 
and  private  efforts  to  ensure  that  housing  affordable  to  very  low,  low  and  moderate 
income  households  is  not  permanently  removed  from  the  housing  stock,  to  pre- 
serve and  promote  a supply  of  housing  that  is  affordable  to  very  low,  low  and 
moderate  income  residents  in  the  community,  to  protect  the  diversity  of  the 
community  by  preventing  displacement  of  very  low,  low  and  moderate  income 
households,  and  to  prevent  homelessness. 

This  Chapter  is  enacted: 

(a)  To  assist  efforts  to  ensure  that  the  stock  of  affordable  rental  units  in  the 
community  is  preserved; 

(b)  To  assist  effons  to  ensure  that  very  low,  low  and  moderate  income 
households  are  not  unnecessarily  displaced  from  subsidized  housing  units  due  to 
the  owner’s  prepayment  of  loans  or  termination  of  rent  subsidies  which  have  the 
effect  of  terminating  restrictions  on  occupancy,  rent,  and  use  of  such  units; 

(c)  To  ensure  that  the  City,  concerned  nonprofit  organizations  and  affected 
tenant  households  receive  adequate  notice  that  affordability  restrictions  may  ter- 
minate to  enable  them  to  respond  to  the  potential  problems  created  by  conversions 
of  subsidized  rental  units;  and 

(d)  To  ensure  that  the  subsidized  rental  unit  occupants  are  provided  with 
information  and  assistance  in  the  event  of  conversion  of  such  units  to  market-rate 
housing.  (Added  by  Ord.  332-90,  App.  10/3/90) 
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SEC.  60.3.  FINDINGS.  The  Board  of  Supervisors  finds  that: 

(a)  For  more  than  50  years,  federal,  state  and  local  governmental  entities  have 
initiated  and  maintained  various  housing  programs  designed  to  provide  housing 
affordable  to  low  and  moderate  income  households. 

(b)  Since  the  inception  of  these  housing  programs,  demand  for  affordable 
subsidized  rental  units  has  consistently  exceeded  the  supply  of  such  units. 

(c)  On  May  12,  1989,  the  Mayor’s  Housing  Advisory  Committee  for  the  City 
and  County  of  San  Francisco  issued  the  draft  Affordable  Housing  Action  Plan  For 
San  Francisco.  The  report  concludes  that  “[t]he  demand  for  housing,  especially  for 
housing  affordable  to  households  earning  less  than  moderate  income,  greatly 
exceeds  the  availability  of  such  housing”  and  that  the  “preservation  and  improve- 
ment of  the  local  existing  affordable  housing  stock,  particularly  for  low  and  very 
low  income  households,  must  be  made  a priority.” 

(d)  The  Federal  Home  Loan  Bank  has  determined  in  the  Federal  Home  Loan 
Bank  Housing  Vacancy  Survey  conducted  in  September  of  1988  that  the  vacancy 
rate  for  all  multi-family  housing  in  San  Francisco  was  approximately  1.6  percent. 

(e)  According  to  the  Inventory  of  Federally-Subsidized  Low-Income  Units  at 
Risk  of  Conversion  issued  on  March  1,  1989  by  the  California  Coalition  for  Rural 
Housing  and  the  California  Housing  Partnership  Corporation,  approximately  83 
privately  owned  developments  assisted  with  Federal  funds  are  located  in  San 
Francisco.  Some  of  these  assisted  developments  contain  units  affordable  to  very 
low,  low  and  moderate  income  households  which  are  at  risk  of  conversion  to 
market-rate  rental  or  ownership  housing  by  the  year  2008.  These  developments 
include  approximately  7,500  units  carrying  project-based  rental  subsidies  under 
the  Section  8 program.  Approximately  3,900  of  these  units  are  at  risk  of  conversion 
to  market-rate  housing  due  to  prepayment  of  federal  loans  or  termination  of 
Section  8 subsidies.  Approximately  4,000  additional  units  already  in  nonprofit 
ownership  are  also  at  risk  due  to  impending  expiration  of  Section  8 contracts. 

(0  The  California  State  Legislature  has  declared  that  there  exists  a severe 
shortage  of  housing  affordable  to  very  low,  low  and  moderate  income  households, 
that  such  shortage  is  inimical  to  the  safety,  health  and  welfare  of  the  residents  of  the 
state,  and  that  it  is  an  economic  benefit  to  the  state  and  a public  purpose  to 
encourage  the  availability  of  adequate  housing  for  very  low,  low  and  moderate 
income  households. 

(g)  Section  101.1(b)(3)  of  the  San  Francisco  Planning  Code  establishes  as  a 
Priority  Policy  for  the  San  Francisco  Master  Plan  “[t]hat  the  City’s  supply  of 
affordable  housing  be  preserved  and  enhanced.”  The  Housing  Element  of  the  San 
Francisco  General  Plan  establishes  as  one  of  its  primary  goals  the  preservation  and 
expansion  of  the  housing  stock  affordable  to  very  low,  low  and  moderate  income 
households  within  the  City.  The  California  State  Legislature  has  recently  enacted 
provisions  requiring  the  City  to  include  in  its  Housing  Element  an  analysis  of 
existing  assisted  housing  developments  for  which  subsidies  and  applicable  use 
restrictions  may  be  terminated  during  the  next  10  years,  and  a program  for  preseiw- 
ing  such  affordable  units.  The  Legislature  has  also  enacted  provisions  which  clarify 
that  the  Low  and  Moderate  Income  Housing  Fund  moneys  administered  pursuant 
to  the  Health  and  Safety  Code  by  redevelopment  agencies  may  be  expended  for 
assisted  housing  preservation  efforts. 
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(h)  The  City’s  Housing  Assistance  Plan,  Community  Development  Objec- 
tives, and  Comprehensive  Homeless  Assistance  Plan  all  establish  the  preservation 
and  expansion  of  the  supply  of  affordable  housing  as  major  policy  objectives  of  the 
City. 

(i)  Under  the  federal  housing  programs  designed  to  create  and  maintain 
privately  owned,  publicly  assisted  housing  affordable  to  households  of  very  low, 
low  and  moderate  income,  including  but  not  limited  to  the  Section  221(d)(3), 
Section  236,  Section  8 New  Construction,  Substantial  Rehabilitation  and  Moder- 
ate Rehabilitation  Programs,  and  the  Section  8 Loan  Management  Set  Aside 
Program,  some  persons  owning  federally  subsidized  housing  units  may  prepay 
federally  subsidized  loans  prior  to  the  end  of  the  loan  term,  and/or  are  given  the 
option  upon  renewal  dates  of  rental  subsidies  not  to  renew  such  subsidies.  The  City 
recognizes  the  rights  of  owners  of  such  housing  units  contained  in  such  contracts 
with  the  federal  government  and  that  the  owners  of  such  housing  are  entitled  by  law 
to  a fair  return  on  their  investment. 

(j)  The  owners  of  such  housing  units  have  enjoyed  substantial  financial 
benefits  from  participation  in  such  government  programs,  including  but  not  lim- 
ited to: 

(1)  Programs  such  as  the  Builder  Sponsor  Profit  And  Risk  Allowance,  which 
allowed  original  owners  to  credit  a noncash  contribution  toward  the  10  percent 
equity  requirement; 

(2)  Calculation  of  the  six  percent  return  on  the  basis  of  10  percent  of  project 
value,  regardless  of  the  owner’s  actual  cash  investment; 

(3)  Operating  income  subsidies; 

(4)  Capital  improvement  loan  subsidies; 

(5)  Reduction  of  debt  service  in  insured  projects; 

(6)  Mortgage  modification,  forbearance  and  workout  policies  which  substan- 
tially reduced  risk  of  foreclosure; 

(7)  HUD  regulatory  preemption  of  local  rent  control;  and 

(8)  Tax  benefits  under  the  Tax  Reform  Act  of  1976,  the  Economic  Recovery 
Tax  Act  of  1981  and  the  Deficit  Reduction  Act  of  1984.  Among  the  most  significant 
of  these  tax  benefits  was  the  application  of  accelerated  depreciation  schedules  to 
assisted  housing  developments.  For  example,  in  1981,  the  United  States  Congress 
amended  the  United  States  Revenue  Code  to  enable  the  owner  of  a low-income 
housing  development  to  take  advantage  of  special  accelerated  depreciation  rules. 
Under  the  1981  amendments,  such  developments  were  allowed  to  be  depreciated 
for  tax  purposes  using  the  double  declining  balance  method  over  a shortened  15- 
year  period.  This  change  in  the  Internal  Revenue  Code  created  a powerful  financial 
incentive  to  increase  the  depreciable  basis  of  a development.  Subsequent  to  the 
effective  date  of  this  change,  many  former  owners  of  assisted  housing  develop- 
ments participated  in  transfers  of  ownership  at  inflated  prices  which  greatly 
increased  the  depreciable  basis  of  the  developments,  and  the  tax  benefits  of 
ownership.  In  some  cases,  these  tax  benefits  were  abused  when  transfers  involved 
the  use  of  unenforceable  debt  obligations  to  pay  an  inflated  purchase  price  and  thus 
the  depreciable  basis.  In  these  transactions,  loans  which  required  no  current 
payment  of  principal  or  interest,  or  which  carried  no  foreclosure  remedy  for 
default,  were  used  primarily  to  inflate  depreciable  basis  above  the  then-current 
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value  of  the  development.  Such  loans  have  little  or  no  economic  value  other  than  as 
a device  to  inflate  depreciable  basis  and  increase  tax  benefits.  The  creation  of  these 
“paper”  loans  ceased  when  the  Internal  Revenue  Code  was  amended  by  the  Tax 
Reform  Act  of  1986.  The  1986  amendments  removed  the  financial  incentives  to 
inflate  depreciable  basis  by  instituting  the  passive  activity  and  passive  loss  rules,  by 
lengthening  the  period  of  depreciation  for  assisted  housing  developments  to  ITji 
years,  and  by  changing  the  method  from  double  declining  balance  to  straight  line. 
Therefore,  the  Board  of  Supervisors  finds  that  the  principal  or  interest  due  under 
loans  created  between  the  effective  dates  of  the  1981  and  1986  amendments  to  the 
Internal  Revenue  Code,  which  are  not  required  to  be  paid  currently  from  the  cash 
flow  generated  by  operation  of  a development  or  which  could  not  be  foreclosed 
upon  for  failure  to  make  payments,  should  not  be  included  in  the  Fair  Return  Price. 

(k)  The  prepayment  of  federally  subsidized  loans  and  the  failure  to  renew 
rental  subsidies  under  federal  programs  will  terminate  federal  rent  restrictions  and 
will  result  in  loss  of  housing  units  affordable  to  and  the  displacement  of  very  low, 
low  and  moderate  income  households. 

(l)  In  the  San  Francisco  Bay  Area,  18,820  units  in  186  projects  providing 
housing  for  thousands  of  very  low,  low  and  moderate  income  households  may  be 
directly  and  adversely  affected  by  the  prepayment  of  Section  221(d)(3),  Section  236, 
and  Section  8 loans  and  the  nonrenewal  of  Section  8 project-based  subsidies.  This 
regional  loss  of  housing  units  affordable  to  very  low,  low  and  moderate  income 
households  will  impact  all  communities  within  the  Bay  Area.  The  California 
Legislature  has  declared  that  all  communities  have  an  obligation  to  provide  a fair 
share  of  the  region’s  housing  needs  for  very  low,  low  and  moderate  income 
households. 

(m)  Conversion  of  subsidized  rental  units  to  market-rate  rental  or  ownership 
units  will  result  in  the  displacement  of  very  low,  low  and  moderate  income 
households  residing  in  assisted  housing  developments,  and  will  also  result  in  a 
permanent  loss  from  San  Francisco’s  housing  stock  of  housing  units  affordable  to 
very  low,  low  and  moderate  income  households.  The  risk  of  such  conversions 
constitutes  a substantial  and  immediate  threat  to  the  welfare,  health  and  safety  of 
San  Francisco’s  residents.  Displacement  of  very  low  and  low  income  households, 
the  currently  inadequate  supply  of  affordable  housing  units  and  the  lack  of  federal, 
state  and  local  funds  to  produce  a sufficient  supply  of  such  units,  combine  to  force 
more  people  into  already  overburdened  emergency  shelters,  and  onto  the  streets. 

(n)  The  loss  of  affordable  rental  units  resulting  from  conversion  will  have  an 
adverse  impact  on  the  goal  of  preserving  and  expanding  the  existing  stock  of 
affordable  housing,  as  well  as  an  adverse  impact  on  the  City’s  housing  and  service 
pro^ams  by  placing  additional  burdens  on  the  City’s  limited  housing  resources  and 
limited  resources  for  providing  emergency  shelter  and  associated  services. 

(o)  Conversions  of  subsidized  rental  units  to  nonsubsidized  rental  units 
present  special  problems  which  would  create  conditions  detrimental  to  the  health, 
safety  and  welfare  of  the  San  Francisco  community.  (Added  by  Ord.  332-90,  App. 
10/3/90) 
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SEC.  60.4.  DEFINITIONS,  (a)  “Assisted  housing  development”  or 
“development”  shall  mean  any  multifamily  rental  housing  building,  or  group  of 
buildings  under  common  ownership,  comprised  of  four  or  more  rental  units,  which 
development  has  received  or  receives  any  public  subsidy,  including,  but  not  limited 
to,  a mortgage  loan,  a mortgage  interest  subsidy,  mortgage  insurance  or  a rent 
subsidy  from  a federal,  state  or  local  governmental  body  or  agency,  whose  rent 
levels  are  restricted  so  as  to  be  affordable  to  very  low,  low  and  moderate  income 
households. 

(b)  “CHFA”  shall  mean  the  California  Housing  Finance  Agency  and  shall 
include  any  delegatee  of  CHFA  when  such  delegatee  acts  to  administer  a CHFA 
program. 

(c)  “City”  shall  mean  the  City  and  County  of  San  Francisco. 

(d)  “Conversion”  shall  mean  any  of  the  following  with  regard  to  a unit  which 
was  (i)  a subsidized  rental  unit  on  the  effective  date  of  this  Chapter,  and  (ii)  is 
located  in  a development  as  to  which  prepayment,  termination  or  repurchase  has 
occurred: 

(1)  A rent  increase,  resulting  in  a rent  exceeding  the  rental  payment  allowed 
under  the  applicable  use  restrictions  for  a unit  in  the  assisted  housing  development; 

(2)  Demolition  or  other  construction  work  on  the  unit  which  renders  the  unit 
uninhabitable,  is  commenced;  or 

(3)  A change  in  use  of  the  development  of  any  unit  within  a development  is 
commenced. 

(e)  “Conversion  date”  shall  mean  the  date  on  which  conversion  occurs. 

(f)  “Converted  unit”  shall  mean  a subsidized  rental  unit  that  was  subject  to 
conversion. 

(g)  “Director  of  Housing”  shall  mean  the  Deputy  Mayor  for  Housing  and 
Neighborhoods  of  the  City  and  County  of  San  Franciso  and  his  or  her  designee,  or  if 
such  position  ceases  to  exist,  such  other  qualified  City  official  as  shall  be  designated 
by  the  Mayor  as  the  Mayor’s  agent  for  the  enforcement  of  this  Chapter. 

(h)  “HUD”  shall  mean  the  United  States  Department  of  Housing  and  Urban 
Development,  and  shall  include  the  Federal  Housing  Administration  (“FHA”)  and 
any  delegatee  of  HUD  when  such  delegatee  is  acting  to  administer  a HUD  program. 

(i)  “Low  income  household”  shall  mean  any  household  with  an  adjusted 
gross  income  which  does  not  exceed  80  percent  of  median  income. 

(j)  “Median  income”  shall  mean  the  median  gross  annual  income,  adjusted 
for  household  size,  for  households  in  the  statistical  area,  as  published  periodically 
by  HUD.  In  the  event  that  such  income  determinations  are  no  longer  published  by 
HUD  or  are  not  updated  for  a period  of  at  least  18  months,  “median  income”  shall 
mean  the  median  annual  gross  income,  adjusted  for  household  size,  for  households 
in  San  Francisco  County,  California,  published  periodically  by  the  California 
Department  of  Housing  and  Community  Development  (“HCD”).  In  the  event  that 
such  income  determinations  are  no  longer  published  by  HCD,  or  are  not  updated 
for  a period  of  at  least  18  months,  the  City  shall  determine  the  median  income  using 
standards  and  methods  reasonably  similar  to  those  standards  and  methods  used  by 
HUD  or  HCD  when  it  last  published  a median  income  calculation. 

(k)  “Moderate  income  household”  shall  mean  any  household  with  an 
adjusted  gross  income  which  does  not  exceed  95  percent  of  median  income. 
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(l)  “Notice  of  intent  to  prepay  and/or  terminate”  shall  mean  the  notice  the 
owner  provides  to  the  Director  of  Housing  and  to  Tenant  Households  18  months 
prior  to  prepayment  or  termination,  as  set  forth  in  Section  60.5  of  this  Chapter. 

(m)  “Owner”  shall  be  defined  to  mean  the  person,  partnership,  or  corpora- 
tion or  other  entity  that  is  a party  to  a contract  with  HUD  or  other  public  body 
which  provides  a mortgage,  mortgage  assistance,  mortgage  insurance,  or  rent 
subsidy,  or  any  spouse,  employee,  agent,  partner,  master  lessee,  business  affiliate  or 
associate,  or  successor  in  interest  of  such  person,  partnership  or  corporation  that 
receives  or  demands  rent  for  a subsidized  rental  unit. 

(n)  “Person”  shall  mean  any  natural  person,  corporation,  firm,  partnership, 
association,  joint  venture,  government  (domestic  or  foreign),  governmental  or 
political  subdivision  or  agency,  or  other  similar  entity. 

(o)  “Prepayment”  shall  mean  the  prepayment,  prior  to  the  expiration  of  the 
full,  original,  stated  term  of  the  loan,  of  any  loan  secured  by  an  assisted  housing 
development  which  loan  was  insured  or  subsidized  at  its  inception  by  a federal, 
state  or  local  governmental  body  or  agency,  including,  but  not  limited  to,  loans 
made,  insured  or  subsidized  under  the  authority  of  the  following  provisions  of 
federal  and  state  law,  if  such  prepayment  would  have  the  effect  of  terminating  the 
use  restrictions  applicable  to  such  assisted  housing  development,  without  substitu- 
tion of  substantially  similar  use  restrictions; 

(1)  New  Construction,  Substantial  Rehabilitation,  and  Loan  Management 
Set-Aside  Programs  under  Section  8 of  the  United  States  Housing  Act  of  1937,  as 
amended,  42  U.S.C.  1437(0; 

(2)  Section  213  of  the  National  Housing  Act  of  1934,  as  amended,  12  U.S.C. 
1715e; 

(3)  The  Below-Market-Interest-Rate  Program  under  Section  221(d)(3)  of  the 
National  Housing  Act  of  1934,  as  amended,  12  U.S.C.  Section  1715  1(d)(3); 

(4)  Section  236  of  the  National  Housing  Act  of  1934,  as  amended,  12  U.S.C 
Section  1715z-l. 

Prepayment  shall  not  include  the  expiration  of  the  full  original,  stated  term  of  a 
loan. 

(p)  “Prepayment  date”  shall  mean  the  date  prepayment,  termination  or 
repurchase  occurs. 

(q)  “Rent”  shall  mean  the  monetary  consideration  paid  by  a tenant  house- 
hold for  the  use  or  occupancy  of  a unit,  and  shall  not  include  a utility  allowance. 

(r)  “Replacement  unit”  shall  be  defined  to  mean  a unit  which  satisfies  the 
following  standards; 

(1)  Is  decent,  safe,  sanitary  and  comparable  to  the  converted  unit,  with  a 
quality  of  construction  conforming  to  current  building  code  standards  and  ade- 
quate in  number  of  rooms  and  living  space  to  accommodate  the  tenant  household 
of  the  converted  unit  being  replaced. 

(2)  Is  located  in  the  City  in  an  area  (i)  not  subjected  to  unreasonably  adverse 
environmental  conditions  from  either  natural  or  manmade  sources,  (ii)  not  gener- 
ally less  desirable  than  the  converted  unit  with  respect  to  public  utilities,  public  and 
commercial  facilities  and  neighborhood  conditions,  including  schools  and  munici- 
pal services,  and  (iii)  reasonably  accessible  to  the  present  or  potential  places  of 
employment  of  the  members  of  the  tenant  household  of  the  converted  unit  being 
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replaced;  and 

(s)  “Repurchase”  shall  mean  purchase  by  an  owner  or  its  related  entity  of  a 
development  or  any  portion  thereof,  following  foreclosure  or  transfer  by  deed  in 
lieu  of  foreclosure,  which  foreclosure  or  transfer  terminates  the  applicable  use 
restrictions,  when  the  building  included  subsidized  rental  units  immediately  prior 
to  foreclosure  or  transfer,  and  the  building  was  owned  by  the  same  owner  prior  to 
foreclosure  or  transfer  in  lieu  of  foreclosure,  and  new,  substantially  similar  use 
restrictions  are  not  substituted  for  such  terminated  use  restrictions.  For  the  pur- 
poses of  this  Chapter,  “related  entity”  means  any  of  the  following; 

(1)  A spouse,  parent,  child,  or  other  individual  related  to  the  owner  by  a tie  of 
blood,  marriage,  adoption  or  operation  of  law; 

(2)  A partnership,  if  the  owner  is  either  a general  or  a limited  partner  of  the 
partnership; 

(3)  A corporation,  if  the  owner  serves  on  the  board  of  directors  of  the 
corporation,  or  if  the  owner  is  a holder  of  10  percent  or  more  of  any  class  of  the 
outstanding  stock  of  the  corporation;  or 

(4)  Any  other  business  entity  for  which  the  owner  has  primary  or  controlling 
authority  for  management  of  the  business. 

(t)  “Section  8”  shall  mean  Section  8 of  the  United  States  Housing  Act  of 1937, 
as  amended,  42  U.S.C.  Section  1437f 

(u)  “Statistical  area”  shall  mean  the  San  Francisco-Oakland  Metropolitan 

Area. 

(v)  “Subsidized  rental  unit”  shall  mean  any  unit  in  an  assisted  housing 
development. 

(w)  “Tenant  household”  shall  mean  a person  or  group  of  persons  entitled  by 
written  or  oral  agreement,  subtenancy  approved  by  the  owner,  or  sufferance,  to 
occupy  a unit  to  the  exclusion  of  others. 

(x)  “Tenant  association”  shall  mean  a group  of  tenants  who  have  formed  a 
nonprofit  corporation,  limited  equity  cooperative  corporation,  unincorporated 
association,  or  other  entity  or  organization  whose  primary  purpose  is  the  preserva- 
tion, for  current  and  subsequent  tenants,  of  the  affordability  of  the  subsidized  rental 
units  in  which  tenants  reside. 

(y)  “Termination”  shall  mean  terminating  or  failing  to  renew  a rent  subsidy 
contract  with  HUD  or  CHFA  prior  to  the  expiration  of  the  full  term  of  such 
contract,  which  contract  may  be  unilaterally  renewed  by  an  owner,  including,  but 
not  limited  to  contracts  entered  into  pursuant  to:  (i)  Section  8,  which  contracts  are 
renewable  by  an  owner  in  five-year  increments  during  the  contract  term,  but  not 
including  any  contracts  entered  into  pursuant  to  the  Section  8 Existing  Housing 
Program  (24  C.F.R.  Part  882);  and  (ii)  Section  101  of  the  Housing  and  Urban 
Development  Act  of  1965,  as  amended.  Termination  shall  not  include  the  expira- 
tion of  a full  original,  stated  term  of  a rental  subsidy  contract,  or  the  termination  of 
the  contract  upon  default  by  the  owner. 

(z)  “Unit”  shall  mean  a residential  rental  unit,  and  shall  include  a subsidized 
rental  unit. 

(aa)  “Use  restriction”  shall  mean  any  federal,  state  or  local  statute,  regula- 
tion. ordinance,  contract,  regulatory  agreement,  covenant,  or  other  restriction 
which  imposes  a maximum  limitation  on  tenant  household  income  as  a condition 
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of  eligibility  for  occupancy  of  a unit  and  (i)  imposes  a restriction  on  the  maximum 
rents  that  could  be  charged  for  any  of  the  units,  or  (ii)  requires  that  rents  for  any  of 
the  units  within  an  assisted  housing  development  be  reviewed  by  a governmental 
body  or  agency  before  the  rents  charged  to  tenant  households  may  be  increased. 

(bb)  “Very  low  income  household”  shall  mean  any  household  with  an 
adjusted  gross  income  which  does  not  exceed  50  percent  of  the  median  income. 
(.Added  by  Ord.  332-90,  App.  10/3/90) 

SEC.  60.5.  NOTICE  OF  INTENT  TO  PREPAY  AND/OR  TERMI- 
NATE. (a)  At  least  18  months  prior  to  the  anticipated  date  of  any  prepayment  and/ 
or  termination,  any  owner  of  an  assisted  housing  development  shall  deliver  to  the 
Director  of  Housing  and  to  each  tenant  household  a notice  of  intent  to  prepay  and/ 
or  terminate. 

(b)  The  notice  shall  include  the  following  information: 

( 1 ) The  name  and  address  of  each  owner  of  the  assisted  housing  development. 
For  any  owner  that  is  a corporation,  the  notice  shall  contain  the  names  and 
addresses  of  the  officers  and  directors  of  the  corporation  and  of  any  person  directly 
or  indirectly  holding  more  than  10  percent  of  any  class  of  the  outstanding  stock  of 
the  corporation.  For  any  owner  that  is  a partnership  or  joint  venture,  the  notice 
shall  contain  the  names  and  addresses  of  the  joint  venturers  or  general  and  limited 
partners  and  shall  specify  the  names  and  addresses  of  the  natural  persons  who  are 
the  principal  or  controlling  persons  of  such  entities. 

(2)  The  development’s  name,  federal,  state,  or  local  program  name  and  ID 
number,  and  address; 

(3)  The  date  of  intended  prepayment  and/or  termination  and  a brief  descrip- 
tion of  the  owner’s  plans  for  the  development,  including  any  timetables  or  dead- 
lines for  actions  to  be  taken; 

(4)  The  number  of  subsidized  rental  units  in  the  development  subject  to 
prepayment  and/or  termination,  and  the  number  of  subsidized  rental  units 
occupied  by  tenant  households  with  persons  age  62  or  older,  with  disabled  persons, 
or  with  children; 

(5)  The  current  rent  schedule  for  the  subsidized  rental  units; 

(6)  A brief  description  of  any  contracts  concerning  prepayment,  termination 
or  conversion  the  owner  has  made  with  any  government  agency,  tenant  household 
residing  in  the  development,  or  other  interested  person  or  entity; 

(7)  The  anticipated  rent  schedule  after  prepayment  and/or  termination; 

(8)  A statement  signed  by  the  owner  under  penalty  of  perjury  certifying  the 
date  on  which  a copy  of  the  notice  was  sent  to  the  Director  of  Housing; 

(9)  A statement  that  the  Planning  Commission  is  required  to  hold  a public 
hearing  on  the  intended  prepayment  and/or  termination  within  90  days  of  receipt 
of  t.he  notice  by  the  Director  of  Housing;  and 

(10)  The  telephone  number  of  the  Director  of  Housing  or  the  designee  of  the 
Director  of  Housing  to  call  to  request  additional  written  information  about  the 
owner’s  responsibilities  and  about  the  rights  and  options  of  tenant  households. 

(c)  The  18-month  notice  period  shall  commence  on  the  date  the  notice  of 
intent  to  prepay  and/or  terminate  has  been  received  both  by  the  Director  of 
Housing  and  by  all  affected  tenant  households.  The  notice  shall  be  deemed  received 
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five  days  alter  it  is  given  by  deposit  in  the  United  States  mail,  return  receipt 
requested.  No  owner  shall  cause,  either  by  action  or  inaction,  the  prepayment  and/ 
or  termination  to  occur  prior  to  the  expiration  of  the  18-month  notice  period. 

(d)  Within  21  days  after  the  owner  gives  the  notice  of  intent  to  prepay  and/or 
terminate,  the  owner  shall  submit  to  the  Director  of  Housing  a statement  certifying 
the  following  information  under  penalty  of  peijury; 

(1)  The  owner’s  actual  cash  investment  in  the  development,  as  defined  by 
Section  60. 8 (i)(  1 )(i)  below,  itemized  by  date  of  investment; 

(2)  The  total  amount  of  debt  described  in  Section  60.8  (i)(l)(iii)  below;  and 

(3)  The  total  amount  of  debt  described  in  Section  60.8  (i)(2)(iii)  below. 

(e)  Upon  10  days’  advance  notice  to  the  owner,  the  Director  of  Housing  may 
require  the  owner  to  make  available  for  inspection  and  auditing  during  normal 
business  hours  all  financial  books  and  records  pertaining  to  the  development.  The 
Director  of  Housing  shall  make  a copy  of:  (1)  the  notice  of  intent  to  prepay  and/or 
terminate  and  (2)  the  statement  required  by  Section  60.5(d)  above,  and  shall  make 
such  copies,  together  with  the  results  of  such  audit,  available  to  any  qualified  entity 
upon  receipt  of  written  request  by  such  qualified  entity.  (Added  by  Ord.  332-90, 
App.  10/3/90) 

SEC.  60.6.  PUBLIC  HEARING  ON  PROPOSED  PREPAYMENT 
AND/OR  TERMINATION,  (a)  No  later  than  45  days  after  the  date  the  Director  of 
Housing  receives  the  Notice  of  Intent  to  Prepay  and/or  Terminate,  the  Director 
shall  notify  the  secretary  of  the  City  Planning  Commission  (“Commission”)  that 
such  Notice  was  received  and  shall  forward  to  the  Commission  a copy  of  such 
Notice.  No  later  than  45  days  after  the  secretary’s  receipt  of  notice  from  the  Director 
pursuant  to  the  preceding  sentence,  the  Planning  Commission  shall  hold  a public 
hearing  on  the  intended  prepayment  and/or  termination.  The  failure  of  the  Com- 
mission to  hold  a timely  public  meeting  shall  not  prevent  any  person  from  exercis- 
ing any  of  its  rights  with  respect  to  the  development. 

(b)  The  Commission  shall  give  notice  of  the  date  and  location  of  the  public 
hearing  as  customarily  is  given  by  the  Commission  for  its  public  meetings.  The 
notice  shall  contain  a summary  of  the  owner’s  plan  for  the  development  subsequent 
to  prepayment  and/or  termination,  including  the  date  of  any  proposed  prepay- 
ment, termination  or  conversion.  The  Commission  shall  also  mail  the  notice  of  the 
public  hearing  to  any  interested  person  or  organization  that  requests  in  writing  to  be 
notified  of  any  particular  public  hearing  on  a proposed  prepayment  and/or  termi- 
nation, or  of  all  public  hearings  on  proposed  prepayments  and/or  terminations. 

(c)  At  least  14  days  prior  to  the  public  hearing,  the  Director  of  Housing  shall 
make  available  to  any  interested  person  copies  of  the  notice  of  intent  to  prepay  and/ 
or  terminate  and  any  other  information,  including  copies  of  this  Chapter,  that 
concerns  the  responsibilities  of  owners  and  the  rights  and  options  of  tenant  house- 
holds. 

(d)  The  Commission  shall  hear  testimony  and  receive  relevant  documents 
from  interested  persons.  The  Commission  shall  consider  the  evidence  and  make 
specific  written  findings  as  to  the  following  issues: 

( 1 ) The  proposed  date  of  prepayment,  termination  or  conversion,  if  intended; 

(2)  The  anticipated  use  of  the  assisted  housing  development  subsequent  to 
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prepayment,  termination  or  conversion,  if  intended; 

(3)  The  anticipated  numbers  of  units  in  the  development  on  any  proposed 
prepayment  date  that  will  be  occupied  by  very  low,  low  and  moderate  income 
households; 

(4)  The  numbers  of  households  in  each  income  category  identified  in  Sub- 
paragraph  (3),  above,  that  will  contain,  on  the  prepayment  date,  one  or  more 
disabled  tenants,  who  are  children  under  the  age  of  1 8 or  persons  over  the  age  of  62; 

(5)  For  each  unit  occupied  by  a very  low,  low  or  moderate  income  household 
prior  to  the  prepayment  date,  the  rent  increase  anticipated  upon  conversion 
expressed  both  numerically  and  as  a percentage  of  the  rent  charged  immediately 
prior  to  the  conversion  date; 

(6)  The  numbers  of  tenant  households,  by  each  category  identified  in  Sub- 
paragraphs  (3)  and  (4)  above,  likely  to  be  displaced  by  conversion; 

(7)  The  vacancy  rates  in  the  City  for  rental  units  which  are  available  at 
affordable  rent  to  very  low,  low  and  moderate  income  households;  and 

(8)  The  likely  impact  of  prepayment  and/or  termination  and  subsequent 
conversion  upon  public  and  private  nonprofit  services. 

For  the  purpose  of  this  Section  600.6(d): 

(1)  “Affordable  rent”  shall  mean  the  rent  levels  specified  in  Section 
60.8(b)(2)(i)  and  (ii)  below;  and 

(2)  A tenant  household  shall  be  presumed  to  be  likely  to  be  displaced  when 
the  rent  due  subsequent  to  the  conversion  date  exceeds  affordable  rent, 

(e)  Within  30  days  after  the  hearing,  the  Commission  shall  complete  and 
forward  its  findings  under  Section  60.6(d)  above  to  the  Clerk  of  the  Board  of 
Supervisors  (“Board”).  Subject  to  the  time  required  for  adequate  public  notice  and 
preparation  for  review,  the  Board  shall  consider  the  Commission’s  findings  at  the 
Board’s  next  regular  meeting  following  receipt  of  the  findings  by  the  Clerk  of  the 
Board,  and  shall,  by  resolution,  accept  the  findings  or  remand  the  findings  to  the 
Commission  for  revision.  (Added  by  Ord.  332-90,  App.  10/3/90) 

SEC.  60.7.  RELOCATION  BENEFITS  FOR  DISPLACEMENT  DUE 
TO  CONVERSION,  (a)  For  any  very  low,  low,  or  moderate  income  household 
displaced  by  conversion,  the  owner  shall  pay  to  such  tenant  household  an  amount 
equal  to  the  difference  between  (i)  the  annual  rent  or  cost  of  ownership  required  for 
such  household  to  lease  or  rent  a unit  for  four  years,  or  to  purchase  a dwelling  unit, 
either  of  which  is  equivalent  to  a replacement  unit  and  (ii)  30  percent  of  the  actual 
gross  annual  income  of  the  tenant  household  on  the  prepayment  date;  provided, 
however,  that  in  no  event  shall  the  amount  calculated  under  this  Section  60.7(a) 
exceed  $5,250. 

(b)  For  the  purpose  of  this  Section  60.7,  a tenant  household  is  “displaced”  by 
conversion  when,  after  the  notice  of  intent  to  prepay  and/or  terminate  is  given,  the 
tenant  household  receives  a notice  to  quit,  or  vacates  the  unit  due  to  inability  to  pay 
the  increased  rent  due  on  the  conversion  date,  and  the  facts  constituting  the 
grounds  for  eviction  stated  in  Section  37.9(a)(2),  (3),  (4),  (6),  or  (7)  of  the  San 
Francisco  Administrative  Code,  or  any  other  just  cause  cognizable  under  federal  or 
state  regulation  applicable  to  the  development  prior  to  the  prepayment  date,  do  not 
exist  to  justify  eviction.  A tenant  household  shall  be  presumed  to  be  unable  to  pay 
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the  rent  due  on  the  conversion  date  if  such  rent  exceeds  the  rent  specified  in  Section 
60.8(b)(2)(ii).  The  tenant  household  shall  not  be  considered  to  be  displaced  by 
conversion  if  the  tenant  household  is  evicted  for  nonpayment  of  the  rent  due  prior 
to  the  conversion  date. 

(c)  A tenant  household  displaced  by  conversion  shall  be  entitled  to  receive 
the  amount  due  under  Section  60.7(a)  prior  to  but  as  a condition  of,  vacating  the 
unit. 

(d)  The  requirement  contained  in  Section  60.7(a)  above  shall  not  apply  to 
any  assisted  housing  development  which  is  sold  or  otherwise  transferred  to  a 
qualified  entity  pursuant  to  Section  60.8  below,  or  if  the  owner  provides  to  the 
tenant  household,  prior  to  the  conversion  date,  a replacement  unit  which  is  imme- 
diately available  for  occupancy.  (Added  by  Ord.  332-90,  App.  10/3/90) 

SEC.  60.8.  RIGHT  OF  QUALIFIED  ENTITIES  TO  RECEIVE  OFFER 
FOR  PURCHASE  OF  AN  ASSISTED  HOUSING  DEVELOPMENT,  (a)  Any 
owner  of  an  assisted  housing  development  required  by  this  Chapter  to  give  notice  of 
intent  to  prepay  and/or  terminate,  or  to  give  the  notice  of  expiration  required  by 
Section  60.9,  below,  shall  not  sell  or  otherwise  transfer  the  development,  or  any 
portion  thereof,  unless  the  owner  proposing  such  sale  or  transfer  shall  first  have 
provided  qualified  entities  the  opportunity  as  described  in  this  Section  60.8  to 
purchase  the  development. 

(b)  A “qualified  entity’’  within  the  meaning  of  this  Chapter  means  an  entity 
that  (x)  is  a government  entity;  or  (y)  is  described  in  Section  501(c)(3)  and  is  exempt 
from  taxation  under  Section  501(a)  of  the  Internal  Revenue  Code  of  1986,  and  is  (A) 
the  tenant  association  of  the  development,  if  any,  (B)  a nonprofit  public  benefit 
corporation  or  (C)  a limited  partnership  with  a nonprofit  public  benefit  corporation 
as  general  panner,  and  which: 

(1)  Has  demonstrated,  to  the  reasonable  satisfaction  of  the  Director  of  Hous- 
ing, the  capability,  either  by  itself  or  through  a management  agent,  to  manage  the 
development  for  the  development’s  remaining  useful  life; 

(2)  Agrees,  in  a written  certification  to  the  owner  and  to  the  Director  of 
Housing  and  through  the  recording  of  the  document  described  in  Section  60.8(n),  to 
obligate  itself  and  any  successors  in  interest  to  maintain  the  assisted  housing 
development,  for  its  remaining  useful  life,  for  occupancy  either  in  (x)  the  same 
percentage  of  very  low,  low  and  moderate  income  households  that  occupied  the 
units  on  the  date  the  owner  gave  notice  of  intent  to  prepay  and/or  terminate  or  (y) 
the  percentages  specified  in  existing  use  restrictions,  whichever  yields  lower  rents, 
at  monthly  rents  not  exceeding  the  lower  of: 

(i)  The  rents  specified  in  the  existing  use  restrictions;  or 

(ii)  (A)  The  greater  of  '/i:  of  (1)  30  percent  of  40  percent  of  median  income,  or 
(2)  30  percent  of  actual  tenant  household  income,  less  a utility  allowance,  for  each 
unit  occupied  by  a very  low  income  household;  and  (B)  the  greater  of '/12  of:  (1)  30 
percent  of  70  percent  of  median  income,  or  (2)  30  percent  of  actual  tenant  house- 
hold income,  less  a utility  allowance,  for  each  unit  occupied  by  a low  income 
household;  and  (C)  the  greater  of  '/12  of:  (1)  30  percent  of  90  percent  of  median 
income,  or  (2)  30  percent  of  actual  tenant  household  income,  less  a utility  allow- 
ance, for  each  unit  occupied  by  a moderate  income  household; 
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(3)  Has  demonstrated,  to  the  reasonable  satisfaction  of  the  Director  of  Hous- 
ing, a commitment  to  seek,  diligently  and  in  good  faith,  any  additional  subsidies 
that  may  become  available  to  increase  the  percentage  of  units  available  for  occu- 
pancy by  very  low  income  households  at  a rent  not  exceeding  the  amount  specified 
in  Section  60.8(b)(2)(ii)  above; 

(4)  Does  not  have  among  its  directors,  general  partners,  shareholders  or  other 
persons  with  a financial  interest  in  the  entity,  a majority  of  persons  who  have 
converted  subsidized  rental  units  or  have  given  a notice  of  intent  to  prepay  and/or 
terminate;  and 

(5)  Is  not  a related  entity  of  the  owner. 

(c)  Any  person  may  petition  the  Director  of  Housing  to  determine  whether  a 
person  claiming  to  be  a qualified  entity  is  a qualified  entity.  Upon  written  request  of 
the  Director  of  Housing,  any  person  claiming  to  be  a qualified  entity  shall  submit  to 
the  Director  of  Housing,  within  30  days  of  receipt  of  such  request,  written  docu- 
mentation supporting  the  conclusion  that  that  person  is  a qualified  entity.  Such 
documentation  shall  include  a statement  by  an  authorized  officer  of  the  entity 
attesting  under  penalty  of  perjury  to  the  accuracy  and  completeness  of  the  facts 
stated  in  such  documentation.  Upon  receipt  the  Director  of  Housing  shall  make 
such  documentation  available  for  public  inspection  and  copying  upon  written 
request  by  any  interested  person.  The  Director  of  Housing  shall  promptly  make  a 
determination  after  receiving  all  relevant  information  and  shall  support  the  deter- 
mination with  public  written  findings.  The  determination  of  the  Director  may  be 
appealed  to  the  Appeals  Board. 

(d)  Any  owner  of  an  assisted  housing  development  who  is  required  to  ^ve 
notice  of  intent  to  prepay  and/or  terminate,  or  to  give  the  notice  of  expiration 
required  by  Section  60.9,  shall  not  sell  or  otherwise  transfer  an  assisted  housing 
development,  or  any  portion  thereof,  without  giving,  at  least  14  months  prior  to  the 
date  of  such  sale  or  transfer,  notice  of  intention  to  sell  or  transfer  the  development 
or  any  portion  thereof  (“notice  of  intent  to  sell”),  to  the  Director  of  Housing  and  to 
any  (Qualified  Entity  which  requests  in  writing  such  notice  from  the  owner.  The 
notice  of  intent  to  sell  shall  be  signed  by  the  owner  under  penalty  of  perjury  and 
given  by  deposit  in  the  United  States  Mail,  first  class,  certified,  return  receipt 
requested  and  posted  in  a conspicuous  place  in  the  common  area  of  the  develop- 
ment. 

(e)  The  notice  of  intent  to  sell  shall  contain  all  of  the  following: 

(1)  The  intended  date  of  sale  or  transfer; 

(2)  The  terms  of  assumable  or  seller  take-back  financing,  if  any,  including, 
but  not  limited  to,  the  name  and  address  of  the  lender,  the  principal  amount  of  the 
loan,  the  interest  rate,  repayment  provisions,  the  date  the  loan  is  due,  and  the 
priority  of  the  lien  of  any  instrument  securing  the  loan;  the  terms  of  an  applicable 
subsidy  contract,  if  any;  and  proposed  improvements  to  the  property  to  be  made  by 
the  owner  in  connection  with  the  sale  or  transfer,  if  any; 

(3)  .A  statement  that  the  development  or  portion  thereof  is  available  for 
purchase  by  or  transfer  to  a qualified  entity; 

(4)  A statement  that  the  owner  will  make  available  to  any  qualified  entity, 
within  1 5 days  of  receiving  a written  request  therefor,  itemized  lists  of  monthly 
operating  expenses,  capital  improvements  as  determined  by  the  owner  made 
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within  each  of  the  two  preceding  calendar  years,  the  amount  of  project  reserves,  and 
copies  of  the  two  most  recent  financial  and  physical  inspection  reports  on  the 
development,  if  any,  filed  with  federal,  state,  or  local  agencies;  and 

(5)  A copy  of  the  notice  of  intent  to  prepay  and/or  terminate  and  a statement, 
signed  by  the  owner  under  penalty  of  perjury,  of  the  date  the  notice  of  intent  to 
prepay  and/or  terminate  was  given. 

(f)  If,  prior  to  the  time  by  which  the  owner  must  ^ve  the  notice  of  intent  to 
sell,  the  owner  already  has  received  from  a qualified  entity  an  offer  to  purchase,  as 
defined  in  Section  60.8(g)  below,  and  the  owner  has  accepted  such  offer,  the  owner 
shall  not  be  required  to  give  the  notice  of  intent  to  sell;  provided,  however,  that  the 
owner  shall  be  required  to  submit  to  the  Director  of  Housing,  and  to  post  in  a 
conspicuous  place  in  the  assisted  housing  development,  a certification  made  under 
penalty  of  peijury  that  the  owner  has  received  and  accepted  an  offer  to  purchase 
from  a qualified  entity.  Such  certification  shall  contain  a statement  of  the  terms  of 
the  sale  or  transfer. 

(g)  Any  qualified  entity  which  desires  to  acquire  the  development  shall  send 
to  the  Director  of  Housing  and  to  the  owner  by  United  States  mail,  first  class, 
cenified,  return  receipt  requested,  an  offer  to  purchase.  To  be  effective  for  the 
purpose  of  Section  60.8(i)  below,  such  offer  to  purchase  shall  be  received  by  the 
owner  no  later  than  eight  months  prior  to  the  conversion  date.  The  offer  to  purchase 
shall  contain  the  following  information: 

(1)  The  name,  address  and  form  of  organization  of  the  qualified  entity; 

(2)  The  names  and  titles  of  the  officers,  directors,  and  similar  persons  in 
control  of  and  principal  investors  in  the  qualified  entity; 

(3)  A statement,  signed  by  an  authorized  officer  under  penalty  of  perjury,  that 
the  offeror  is  a qualified  entity  within  the  meaning  of  this  Chapter,  and 

(4)  The  terms  of  the  offer  to  purchase,  including  the  purchase  price,  the 
proposed  methods  and  terms  of  financing,  the  proposed  date  for  close  of  escrow, 
and  any  other  terms  of  purchase,  including  the  financing  and  mechanisms  by  which 
the  qualified  entity  will  maintain  the  physical  integrity  and  the  affordability  of  the 
development. 

(h)  Any  owner  who  is  required  to  give  notice  of  intent  to  prepay  and/or 
terminate,  prior  to  the  date  eight  months  prior  to  the  proposed  conversion  date, 
shall  not  sell  or  transfer,  or  enter  into  an  agreement  to  sell  or  transfer,  an  assisted 
housing  development  or  any  portion  thereof  to  any  entity  other  than  a qualified 
entity.  If  an  owner  receives  an  offer  to  purchase  from  a qualified  entity,  the  owner 
shall  accept  the  offer  if  the  purchase  price  offered  is  equal  to  or  exceeds  the  fair 
return  price  defined  in  Section  60.8(i)  ^low  and  the  remaining  terms  of  the  offer  to 
purchase  are  commercially  reasonable.  If  more  than  one  qualified  entity  submits 
such  an  offer  to  purchase,  the  owner  may  accept  any  such  offer,  provided,  however, 
that  the  owner  shall  be  required  to  accept  an  offer  to  purchase  by  a local  qualified 
entity  over  a competing  offier  made  by  a nonlocal  qualified  entity.  For  the  purpose 
of  this  Chapter,  a qualified  entity  is  “local”  if  it  is  a tenant’s  association  of  the 
development  or  if  its  principal  office  is  located  within  the  City  and  County  of  San 
Francisco. 

(i)  For  the  purpose  of  this  Chapter,  the  “fair  return  price”  shall  be  the  greater 
of  the  following  two  alternative  formulas  specified  in  this  Section  60.8(i);  provided, 
however,  that  the  fair  return  price  shall  in  no  event  exceed  the  vdue  of  the 
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development  appraised  by  standard  appraisal  methods  for  the  highest  and  best  use, 
taking  into  account  applicable  legal  restrictions  governing  the  use  of  the  develop- 
ment. The  fair  return  price  shall  equal  the  greater  of  (1)  or  (2)  below: 

(1)  The  sum  of  the  following  amounts: 

(1)  The  owner’s  actual  cash  investment  in  the  development,  adjusted  for 
inflation  by  multiplying  the  historic  dollar  amount  of  the  actual  cash  investment  by 
the  Consumer  Price  Index  as  published  by  the  United  States  Department  of  Labor 
for  .All  Urban  Consumers  in  the  Statistical  Area,  for  each  year  between  the  date  of 
the  investment  and  the  date  on  which  the  offer  contained  in  the  offer  to  purchase  is 
proposed  to  close  (“adjusted  actual  cash  investment”).  Actual  cash  investment 
shall  equal  the  sum  of  the  cash  required  for  closing  the  owner’s  purchase  and  any 
cash  subsequently  invested  by  the  owner  in  improvements  to  the  development. 
.Actual  cash  investment  shall  not  include  any  amount  expended  for  capital 
improvements  if  such  expenditure  was  paid  with  funds  from  a contingency  reserve 
or  sinking  fund  account  of  the  development.  For  the  purpose  of  this  Chapter,  a 
“sinking  fund”  is  any  interest-bearing  account  into  which  the  interest  earned  is 
required  to  be  deposited,  and  from  which  withdrawal  of  funds  is  prohibited  until 
the  fund  maturity  date;  plus 

(ii)  A return  on  the  value  of  the  owner’s  adjusted  actual  cash  investment 
calculated  as  follows:  the  sum  of  a 10  percent  annual  return  on  actual  total  cash 
investment  for  the  20-year  period  following  the  proposed  prepayment  date 
increased  each  year  by  an  annual  four-percent  inflation  rate,  which  sum  shall  be 
discounted  to  present  value  by  a discount  rate  of  10  percent;  plus 

(iii)  The  total  original  principal  amount  of  debt,  the  proceeds  of  which  were 
used  to  finance  the  cost  of  constructing  the  development  or  for  subsequent 
improvements  to  the  development,  and  which  debt  is  secured  by  the  development 
at  the  time  of  sale,  but  not  including  any  debt  already  incurred  for  prior  purchase  of 
existing  improvements  or  for  prior  seller  take-back  financing  or  for  refinancing  of 
existing  debt;  plus 

(iv)  The  federal  and  state  capital  gains  tax  liability  of  the  owner  actually  paid 
as  a result  of  the  sale  of  the  development  pursuant  to  this  Chapter,  provided  that  the 
owner  and  the  qualified  entity  shall  use  good-faith  efforts  and  cooperate  with  each 
other  to  minimize  the  amount  of  federal  and  state  capital  gains  taxes  to  the  extent 
legally  permitted. 

(2)  The  sum  of  the  following  amounts: 

(i)  The  owner’s  adjusted  actual  cash  investment  in  the  development;  plus 

(ii)  A return  on  the  owner’s  adjusted  actual  cash  investment  in  the  develop- 
ment calculated  as  follows;  an  amount  equal  to  10  percent  of  adjusted  actual  cash 
investment  for  each  year  that  the  owner  owned  the  development,  reduced  by  the 
amount  of  the  annual  dividend  permitted  by  any  applicable  regulatory  agreement 
or  other  covenant  or  condition  of  public  subsidy  and  received  by  the  owner,  and 
reduced  by  any  loan  proceeds  received  subsequent  to  the  owner’s  purchase,  which 
loan  proceeds  do  not  meet  the  criteria  set  forth  in  Section  60.8(i)(l)(i)  above.  The 
number  calculated  pursuant  to  this  Section  60.8(i)(2)(ii)  shall  not  be  less  than  zero; 
plus 

(iii)  The  total  amount  of  debt  secured  by  the  development,  or  which  the 
owner  is  obligated  to  repay  from  the  cash  flow  generated  from  operation  of  the 
development,  or  which  is  secured  against  a limited  partnership  interest  or  shares  of 
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stock  in  any  owner  for  which  the  development  is  the  sole  significant  asset, 
regardless  of  the  use  of  the  proceeds  of  such  debt;  provided,  however,  that  such  debt 
shall  not  include  any  debt  incurred  between  the  effective  date  of  any  applicable 
amendments  to  the  Internal  Revenue  Code  contained  in  the  Economic  Recovery 
Tax  Act  of  1 98 1 (RL.  97-34)  and  the  effective  date  of  any  applicable  amendments  to 
the  Internal  Revenue  Code  contained  in  the  Tax  Reform  Act  of  1986  (RL.  99-514)  if 
either  the  debt  is  not  required  to  be  repaid  directly  from  cash  flow  generated  by 
operation  of  the  development,  or  the  failure  to  repay  the  debt  will  not  give  rise  to  the 
right  to  foreclose  on  the  real  property  comprising  the  development;  plus 

(iv)  The  federal  and  state  capital  gains  tax  liability  of  the  owner  actually  paid 
as  a result  of  the  sale  of  the  development  pursuant  to  this  Chapter,  provided  that  the 
owner  and  the  qualified  entity  shall  use  good-faith  efforts  and  cooperate  with  each 
other  to  minimize  such  taxes  to  the  extent  legally  permitted. 

(j)  If  the  owner  accepts  an  offer  to  purchase  from  a qualified  entity  pursuant 
to  Section  60.8(h)  above,  an  agreement  for  purchase  and  sale  of  the  development 
shall  be  negotiated  in  good  faith  between  the  owner  and  the  qualified  entity,  and 
conditioned  upon  the  reasonable  amount  of  time  needed  to  obtain  the  necessary 
government  approvals  and  any  necessary  financing,  and  shall  include  the  follow- 
ing: 

( 1 ) An  agreement  by  the  owner  to  provide  the  qualified  entity  with  all  existing 
loan  documents  and  any  other  relevant  documents  relating  to  operation  of  the 
development  not  already  provided  to  the  purchasing  qualified  entity,  including  but 
not  limited  to,  regulatory  agreements  containing  any  use  restrictions,  loan  agree- 
ments, promissory  notes,  and  deeds  of  trust,  within  15  days  from  the  date  of  the 
signing  of  the  purchase  agreement  by  all  the  parties; 

(2)  An  agreement  by  the  qualified  entity  to  make  an  earnest  money  deposit  or 
deposits,  in  a total  amount  not  to  exceed  one  percent  of  the  purchase  price,  within 
five  days  of  executing  the  agreement  for  purchase  and  sale,  which,  together  with 
accrued  interest  shall  be  credited  against  the  purchase  price  at  the  close  of  escrow. 
The  deposit  shall  be  refundable  only  if  the  qualified  entity,  after  a diligent,  good- 
faith  effort,  fails  to  remove  all  inspection  and  financing  contingencies  within  a 
reasonable  time;  and 

(3)  A statement  that  the  terms  and  conditions  in  the  purchase  agreement, 
including,  but  not  limited  to,  the  timetables  specified  in  this  subsection,  may  be 
extended  or  otherwise  amended  only  by  the  mutual  consent  of  the  owner  and  the 
qualified  entity. 

(k)  The  owner  shall  no  longer  be  subject  to  the  requirements  of  this  Section 
60.8  upon  submission  of  a written  certification  to  the  Director  of  Housing,  signed 
by  the  owner  under  penalty  of  peijury,  that  any  of  the  following  has  occurred: 

(l)  The  owner  met  all  notice  and  information  requirements  pursuant  to  this 
Chapter  and  no  offer  to  purchase  was  received  from  a qualified  entity  within  the 
applicable  time  period  that  the  owner  was  required  by  Section  60.8(h)  above  to 
accept;  or 

(2)  Despite  good-faith  negotiations  between  the  owner  and  the  qualified 
entity,  the  panies  were  unable  to  agree  on  the  material  provisions  of  the  purchase 
agreement,  and  no  other  qualified  entity  made  a timely  offer  to  purchase  that  the 
owner  was  required  by  this  Chapter  to  accept;  or 
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(3)  .A  qualified  entity  that  executed  a purchase  agreement  (i)  terminated  the 
agreement  or  was  unable  to  meet  the  terms  of  the  agreement,  (ii)  that  the  owner 
exercised  due  diligence  in  carrying  out  the  conditions  of  the  purchase  agreement, 
and  (iii)  that  no  other  qualified  entity  made  an  offer  to  purchase  that  the  owner  was 
required  by  this  Chapter  to  accept. 

(l)  An  owner,  at  any  time  prior  to  the  conversion  date,  may  decide  not  to 
prepay,  terminate,  sell  or  otherwise  transfer  the  development  and  may  withdraw 
the  notice  of  intention  to  sell,  subject  to  the  terms  of  any  accepted  offer  to  purchase 
or  executed  purchase  and  sale  agreement,  and  to  the  offeror’s  existing  statutory  and 
common  law  remedies.  In  such  event,  the  owner  shall  give  written  notice  of  such 
decision  by  United  States  Mail,  first  class,  certified,  return  receipt  requested,  to  the 
Director  of  Housing,  to  all  tenant  households  in  the  assisted  housing  development, 
and  to  any  offeror  qualified  entity.  However,  at  any  time  that  the  owner  again 
decides  to  sell,  or  otherwise  transfer  the  development  or  any  portion  thereof,  the  14- 
month  notice  period  and  the  other  requirements  of  this  Section  60.8  shall  apply  to 
such  sale  or  transfer. 

(m)  Prior  to  the  close  of  escrow,  an  owner  selling  or  transferring  a develop- 
ment, or  any  portion  thereof,  to  any  purchaser,  shall  certify  under  penalty  of  peijury 
that  the  owner  has  complied  with  all  provisions  of  this  Chapter.  A copy  of  the 
certification  shall  be  sent  to  the  Director  of  Housing  by  United  States  Mail,  first 
class,  certified,  return  receipt  requested,  10  days  prior  to  close  of  escrow.  The 
certification  shall  be  recorded  and  shall  contain  a legal  description  of  the  property 
on  which  the  development  is  located  and,  to  the  extent  consistent  with  the  practices 
of  the  Office  of  the  Recorder,  shall  be  indexed  to  the  name  of  the  owner  as  grantor. 

(n)  As  a condition  precedent  to  the  acquisition  of  any  development  by  a 
qualified  entity  pursuant  to  this  Chapter,  the  qualified  entity  shall  enter  into  a 
regulatory  agreement,  deed  restriction  or  similar  agreement,  in  form  and  substance 
satisfactory  to  the  Director  of  Housing,  which  agreement  shall  be  recorded  in  the 
official  records  of  San  Francisco  County  to  ensure  that  the  covenants  of  the 
qualified  entity  made  to  comply  with  this  Chapter  shall  run  with  the  land  and  be 
binding  on  the  qualified  entity  and  its  successors  and  assigns.  The  qualified  entity 
shall  submit  to  the  owner  and  the  Director  of  Housing,  concurrently  with  the 
delivery  of  an  offer  to  purchase  under  Section  60.8(g),  its  proposed  form  of  reg- 
ulatory agreement  or  other  enforcement  mechanism  for  review  by  the  Director  of 
Housing.  (Added  by  Ord.  332-90,  App.  10/3/90) 

SEC.  60.9.  EXPIRATION  OF  RENT  SUBSIDY  CONTRACTS;  DIS- 
CLOSURE. (a)  At  least  12  months  prior  to  the  expiration  of  the  full  term  of  any  rent 
subsidy  contract  described  in  Section  60.4  above,  the  owner  shall  give  notice  by 
United  States  Mail,  first  class,  certified,  return  receipt  requested,  of  such  impending 
termination  to  the  Director  of  Housing,  Director  of  City  Planning,  and  to  all  tenant 
households  in  the  development.  Such  notice  shall  contain  the  information  required 
by  Section  60.5(b)(1)  and  (2),  and  the  following  information: 

(1)  The  date  of  expiration  of  any  such  rent  subsidy  contract  and  a brief 
description  of  the  owner’s  plans  for  the  development  subsequent  to  expiration; 

(2)  The  number  of  subsidized  rental  units  in  the  development  prior  to 
expiration  of  any  such  rent  subsidy  contract,  and  the  number  of  subsidized  rental 
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units  occupied  by  tenant  households  with  persons  age  62  or  older,  with  disabled 
persons,  and  with  persons  under  age  18; 

(3)  The  current  rent  schedule  for  the  development; 

(4)  A brief  description  of  any  contracts  concerning  expiration  the  owner  has 
made  with  any  governmental  agency,  tenant  household  residing  in  the  develop- 
ment, or  other  interested  person; 

(5)  The  anticipated  rent  schedule  after  expiration  of  such  rent  subsidy  con- 
tract; and 

(6)  A statement  by  the  owner  signed  under  penalty  of  perjury  certifying  the 
accuracy  of  the  notice  as  of  the  date  the  notice  was  given. 

(b)  No  later  than  90  days  after  the  receipt  of  the  notice  specified  in  Section 
60.9(a)  above,  the  Director  of  Planning  shall  request  that  the  Planning  Commission 
hold  a hearing  on  the  impending  expiration  to  determine;  (i)  what  action  the  City 
can  take  to  prevent  the  loss  of  the  rent  subsidy  for  the  affected  units;  and  (ii)  whether 
the  owner  has  initiated  or  is  likely  to  initiate  a diligent,  good-faith  effort  to  obtain  a 
renewal  or  extension  of  the  expiring  contract.  The  Director  of  Planning  shall  give 
notice  of  such  hearing  to  the  owner,  the  affected  tenant  households,  the  San 
Francisco  Housing  Authority  (“SFHA”),  the  regional  office  of  HUD,  and  any  other 
person  or  entity  who  submits  a written  request  for  such  notice  to  the  Director  of 
Housing  or  Director  of  Planning. 

(c)  If  an  assisted  housing  development  contains  subsidized  rental  units  subsi- 
dized under  more  than  one  project-based  rent  subsidy  contract,  and  all  such  rent 
subsidy  contracts  for  the  assisted  housing  development  do  not  expire  on  the  same 
date,  as  part  of  any  offer  to  a tenant  household  already  residing  in  the  development 
to  permit  such  tenant  household  to  move  into  a different  unit  in  the  development, 
the  owner  shall  disclose  to  such  tenant  household  in  writing  the  expiration  dates  for 
the  rent  subsidy  contracts  applicable  to  both  units.  The  owner  shall  also  send  to  the 
Director  of  Housing  and  to  the  Executive  Director  of  SFHA,  by  United  States  mail, 
return  receipt  requested,  a copy  of  such  offer  and  such  disclosure.  (Added  by  Ord. 
332-90,  App.  10/3/90) 

SEC.  60.10.  ADMINISTRATIVE  RELIEF,  (a)  An  owner  or  qualified 
entity  may  petition  directly  the  Housing  Preservation  Appeals  Board  (“Appeals 
Board”),  in  the  same  manner  as  the  procedure  for  appeals  specified  in  Section 
60.12(d)  through  (h)  below,  for  relief  from  strict  compliance  with  the  provisions  of 
this  Chapter.  Such  relief  shall  be  granted  only  as  specified  in  this  Section  60.10,  and 
only  upon  a finding  by  the  Appeals  Board,  after  a hearing,  that  the  owner  or 
qualified  entity  has  shown  by  a preponderance  of  the  evidence  that  relief  is 
warranted. 

(b)  An  owner  may  be  relieved  of  the  obligation  to  comply  with  the  18-month 
notice  requirement  if  imposed  by  Section  60.5  on  the  following  grounds; 

(1)  Due  to  the  date  this  Chapter  was  enacted,  compliance  with  an  applicable 
provision  of  federal  or  state  law  renders  the  owner  unable  to  comply  both  with  such 
federal  or  state  law,  and  with  the  18-month  notice  requirement;  or 

(2)  Compliance  with  the  18-month  notice  requirement  would  subject  the 
owner’s  interest  in  the  development  to  substantial  danger  of  extinguishment  by 
foreclosure  or  sale  in  lieu  of  foreclosure. 
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Any  order  of  relief  entered  pursuant  to  this  Section  60.10(b)  shall  reduce  the 
18-month  notice  period  only  to  the  extent  necessary  to  avoid  the  situations 
described  in  Section  60.10(b)(1)  and  (2)  above. 

(c)  An  owner  may  be  relieved  of  the  obligation  to  comply  with  the  require- 
ment to  pay  relocation  benefits,  imposed  by  Section  60.7,  on  the  following  grounds: 

(1)  Payment  of  the  full  amount  of  such  benefits  will  render  the  owner  insol- 
vent. For  the  purpose  of  this  Section  60. 10(c),  “insolvent”  shall  mean  that  the  value 
of  the  liabilities  of  the  owner  exceeds  the  value  of  the  owner’s  assets. 

Any  order  of  relief  entered  pursuant  to  this  Section  60.10(c)  shall  reduce  the 
amount  of  relocation  benefits  due  only  to  the  extent  necessary  to  avoid  rendering 
the  owner  insolvent. 

(d)  An  owner  may  petition  on  the  Appeals  Board  for  an  adjustment  in  the 
method  of  calculating  the  fair  return  price.  Such  relief  shall  be  granted  only  to  the 
extent  necessary  to  avoid  a result  which  is  confiscatory.  For  the  purpose  of  this 
chapter,  “confiscatory”  shall  mean  that  the  owner  does  not  receive  a fair  return  on 
actual  cash  investment  or  adjusted  actual  cash  investment  as  a result  of  sale  to  a 
qualified  entity  pursuant  to  Section  60.8  above.  Any  order  of  relief  pursuant  to  this 
Section  60.10(d)  shall  increase  the  fair  return  price  only  to  the  extent  necessary  to 
avoid  a confiscatory  result. 

(e)  An  owner  may  petition  the  Appeals  Board  for  reduction  of  the  14-month 
notice  requirement  specified  by  Section  60.8(e).  Such  reduction  may  be  granted  on 
the  following  grounds: 

(1)  Due  to  the  date  this  Chapter  was  enacted,  compliance  with  applicable 
provision  of  federal  or  state  law  renders  the  owner  unable  to  comply  both  with  such 
federal  or  state  law,  and  with  the  14-month  notice  requirement;  or 

(2)  Compliance  with  the  14-month  notice  requirement  would  subject  the 
owner’s  interest  in  the  development  to  substantial  danger  of  extinguishment  by 
foreclosure  or  sale  in  lieu  of  foreclosure. 

Any  order  of  relief  pursuant  to  this  Section  60. 10(e)  shall  reduce  the  14-month 
notice  penod  only  to  the  extent  necessary  to  avoid  the  situations  described  in 
Section  60.10(e)(1)  and  (2)  above. 

(f)  A qualified  entity  may  petition  the  Appeals  Board  for  relief  from  the 
requirements  of  Section  60.8(b)(2)  if  maintaining  the  rents  at  the  levels  specified  in 
Section  60.8(b)(2)  renders  an  assisted  housing  development  not  financially  feasible 
because  the  development’s  operating  revenue  will  not  equal  or  exceed  the  sum  of 
operating  expenses.  A qualified  entity  purchaser  shall  be  entitled  to  remove  one  or 
more  units  from  the  rent  and  occupancy  requirements  as  the  Appeals  Board  finds  is 
necessary  for  the  development  to  become  economically  feasible;  provided,  how- 
ever, that  once  the  development  is  again  economically  feasible,  the  purchasing 
qualified  entity  shall  cause  the  next  available  units  to  be  units  subject  to  the  rent  and 
occupancy  requirements  until  achieving  the  number  and  mix  of  restricted  units  in 
the  development  required  by  Section  60.8(b)(2) 

For  the  purpose  of  this  Section  60.10(f),  “operating  revenues”  shall  include 
rents,  subsidy  payments  received  on  behalf  of  tenant  households,  interest  on 
contingency  reserve  or  other  reserve  funds  not  designated  to  be  a sinking  fund,  and 
receipts  from  operation  of  laundry,  parking  or  other  services,  “Operating  expenses” 
shall  include  all  costs  and  expenses  related  to  operation  of  the  development, 
including  debt  service  on  any  loans  required  to  be  paid  currently,  but  not  including 
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any  debt  incurred  for  purchase  of  the  development  pursuant  to  this  Chapter  unless 
the  proceeds  of  such  debt  were  necessary  to  pay  the  fair  return  price,  or  were  used  to 
pay  the  cost  of  capital  improvements  or  rehabilitation  necessary  to  bring  the 
development  into  compliance  with  applicable  building,  electrical,  fire,  plumbing, 
and  similar  code  standards. 

(g)  Any  owner  may  petition  the  Appeals  Board  for  a reduction  in  the  12- 
month  notice  requirement  specified  by  Section  60.9(a).  Such  reduction  shall  be 
granted  on  the  following  grounds: 

(1)  Due  to  the  date  this  Chapter  was  enacted,  compliance  with  applicable 
portions  of  federal  or  state  law  renders  the  owner  unable  to  comply  both  with  such 
federal  or  state  law,  and  with  the  12-month  notice  requirement;  or 

(2)  Compliance  with  the  12-month  notice  requirement  would  subject  the 
owner’s  interest  in  the  development  to  substantial  danger  of  extinguishment  by 
foreclosure  or  sale  in  lieu  of  foreclosure. 

Any  order  of  relief  pursuant  to  this  Section  60.10(g)  shall  reduce  the  12-month 
notice  period  only  to  the  extent  necessary  to  avoid  the  situations  described  in 
Section  60.10(g)(1)  and  (2)  above.  (Added  by  Ord.  332-90,  App.  10/3/90) 

SEC.  60.11.  CIVIL  ACTIONS,  (a)  Whenever  an  owner  (i)  fails  to  give  the 
notice  of  intent  to  prepay  and/or  terminate  as  provided  in  this  Chapter,  (ii)  fails  to 
comply  with  the  provisions  of  this  Chapter  concerning  purchase  by  a qualified 
entity;  (iii)  attempts  to  convert  or  converts  subsidized  rental  units  in  violation  of 
this  Chapter,  or  (iv)  otherwise  fails  to  comply  with  the  provisions  of  this  Chapter, 
the  City,  any  tenant  household  of  the  affected  development,  any  affected  qualified 
entity,  or  the  tenant  association  of  the  development  may  institute  a civil  proceeding 
for  injunctive  relief  to  restrain  the  owner  from  such  violation  and/or  money 
damages,  or  for  any  other  remedy  available  at  law  or  in  equity. 

(b)  Upon  proof  that  the  owner  has  willfully  or  in  bad  faith  violated  any 
provision  of  this  Chapter,  any  affected  tenant  household  shall  receive  a judgment  of 
treble  the  tenant  household’s  actual  damages. 

(c)  In  any  action  in  which  the  City  is  a party,  which  action  is  brou^t  to 
enforce  the  provisions  of  this  chapter,  upon  proof  that  the  owner  willfully  or  in  bad 
faith  converted  a subsidized  rental  unit,  such  owner  shall  be  required  to  pay  to  the 
City  a sum  at  least  equal  to  the  cost  of  constructing  or  acquiring  a replacement  unit 
for  each  subsidized  rental  unit  unlawfully  converted,  including,  for  construction, 
the  per-unit  cost  of  land  acquisition.  Any  money  received  under  this  Section 
60.1 1(c)  shall  be  used  for  the  development  or  preservation  of  housing  units  afford- 
able to  and  to  be  occupied  by  very  low  and  low  income  households. 

(d)  The  prevailing  party  in  any  civil  action  brought  under  this  Section  60.11 
shall  be  entitled  to  recover  reasonable  attorney’s  fees  and  costs.  Reasonable  fees  of 
attorneys  of  the  City’s  Office  of  City  Attorney  shall  be  based  on  the  fees  regularly 
charged  by  private  attorneys  with  an  equivalent  number  of  years  of  professional 
experience  in  the  subject  matter  areas  of  the  law  for  which  the  City  Attorney’s 
services  were  rendered  and  who  practice  in  the  City  in  law  firms  with  approx- 
imately the  same  number  of  attorneys  as  emploved  by  the  Office  of  City  Attorney. 
(Added  by  Ord.  332-90,  App.  10/3/90) 
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SEC.  60.12.  CIVIL  PENALTIES,  (a)  Any  owner  who  negligently  or  inten- 
tionally violates  any  provision  of  this  Chapter  shall  be  liable  for  a civil  penalty  not 
to  exceed  $5,000  for  each  separate  violation.  Such  violations  shall  include,  but  are 
not  limited  to,  the  making  of  a false  statement  or  representation  in  any  notice  or 
other  document  required  by  this  Chapter. 

(b)  Any  interested  person  may  petition  the  Director  of  Housing  to  investigate 
an  alleged  violation  of  this  Chapter.  Upon  receipt  of  such  petition,  or  upon  his  or 
her  own  motion,  the  Director  of  Housing  shall  give  the  owner  21  days’  written 
notice  by  United  States  Mail,  first  class,  certified,  return  receipt  requested,  of  the 
date,  time  and  location  of  a hearing  before  the  Director  of  Housing,  and  the  nature 
of  the  alleged  violation.  The  Director  of  Housing  shall  hear  the  evidence  and  shall 
determine  whether  any  violation  was  negligent  or  intentional.  The  Director  of 
Housing  shall  issue  a written  decision  with  findings  in  support  of  the  decision  that 
state  the  nature  of  any  violations  and  any  appropriate  penalties. 

(c)  The  owner  or  any  other  party  to  the  hearing  may  appeal  the  decision  of  the 
Director  of  Housing  to  the  Housing  Preservation  Appeals  Board  (“Appeals  Board”) 
by  filing  with  the  Appeals  Board  a written  notice  of  appeal  within  30  ^ys  of  the  date 
of  the  decision  by  the  Director  of  Housing.  The  notice  of  appeal  shall  state  the 
grounds  for  objection  to  the  decision  of  the  Director  of  Housing. 

(d)  The  Appeals  Board  shall  hold  a public  hearing  on  the  appeal  within  45 
days  of  the  filing  of  the  notice  of  appeal  and  shall  decide  whether  to  reverse  or  affirm 
the  decision  of  the  Director  of  Housing  within  15  days  of  the  hearing.  The  Appeals 
Board  shall  give  the  owner  and  any  person  requesting  notice  at  least  14  days’  notice 
of  the  date,  time  and  location  of  the  hearing. 

(e)  The  Appeals  Board  shall  adopt  written  findings  in  support  of  its  decision. 

(0  The  decision  of  the  Appeals  Board  shall  be  a final  order  reviewable  by  any 

court  of  competent  jurisdiction. 

(g)  The  Appeals  Board  shall  adopt  rules  governing  conduct  of  its  hearings. 
Such  rules  shall  provide  that  parties  shall  have  the  right  to  be  present,  to  be 
represented  by  counsel,  to  present  evidence  and  to  cross-examine  witnesses. 

(h)  The  Appeals  Board  shall  have  three  members  appointed  by  the  Mayor. 

(i)  Any  penalties  collected  pursuant  to  this  Section  60.12  shall  be  used  as 
provided  in  Section  60.11(c)  above.  (Added  by  Ord.  332-90,  App.  10/3/90) 

SEC.  60.13.  RULES  AND  REGULATIONS.  The  Mayor  is  authorized  to 
promulgate  any  rules  or  regulations  necessary  or  appropriate  to  carry  out  the 
purposes  and  requirements  of  this  ordinance.  (Added  by  Ord.  332-90,  App. 
10/3/90) 

SEC.  60.14.  SEVERABILITY.  If  any  provision  or  clause  of  this  Chapter, 
or  the  application  thereof  to  any  person  or  circumstance,  is  held  to  be  unconstitu- 
tional or  to  be  otherwise  invalid  by  any  court  of  competent  jurisdiction,  such 
invalidity  shall  not  affect  other  chapter  provisions.  Clauses  of  this  Chapter  are 
declared  to  be  severable.  (Added  by  Ord.  332-90,  App.  10/3/90) 
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SEC.  61.1.  FINDINGS  AND  DECLARATION  OF  POLICY.  The  people  of 
the  City  and  County  of  San  Francisco  find  and  declare: 

(a)  Whereas,  the  waterfront  of  San  Francisco  is  an  irreplaceable  public  resource 
of  the  highest  value; 

(b)  Whereas,  the  most  beneficial  and  appropriate  use  of  the  waterfront  is  for 
purposes  related  to  and  dependent  on  their  proximity  to  San  Francisco  Bay  and  the 
Pacific  Ocean,  such  as  maritime  uses,  public  access  to,  and  restoration  of,  San 
Francisco  Bay; 

(c)  Whereas,  San  Francisco  holds  the  waterfront  in  trust  for  the  People  of 
California; 

(d)  Whereas,  maritime  uses,  public  access  to,  and  restoration  of  San  Francisco 
Bay  serve  San  Francisco  residents,  and  provide  significant  economic,  social  and 
environmental  benefits  to  San  Francisco  and  its  residents,  including  a diversity  of 
employment  opportunities  and  better  access  to  a healthier  San  Francisco  Bay; 

(e)  Whereas,  the  waterfront  contains  structures  of  historical  and  architectural 
importance; 

(f)  Whereas,  it  is  poor  planning  to  approve  waterfront  land  uses  on  an  ad  hoc 
basis,  rather  than  as  part  of  a comprehensive  waterfront  land  use  plan; 

(g)  Whereas,  it  is  in  the  interest  of  San  Francisco  to  develop  a strong  and 
economically  vital  waterfront  with  adequate  public  access  to  and  restoration  of  San 
Francisco  Bay;  and 

(h)  Whereas,  changing  conditions  in  the  maritime  industry  such  as  deeper  draft 
vessels  and  increased  awareness  of  the  negative  environmental  impacts  of  dredging 
and  dredge-spoil  dumping  indicate  that  cargo  handling  at  the  Port  of  San  Francisco 
could  increase  dramatically; 

Therefore  the  people  of  San  Francisco  declare  that  it  is  the  policy  of  the  City 
and  County  of  San  Francisco  that: 

(a)  The  waterfront  be  reserved  for  maritime  uses,  public  access,  and  projects 
which  aid  in  the  preservation  and  restoration  of  the  environment; 

(b)  Where  such  land  uses  are  infeasible  or  impossible,  only  acceptable  non- 
maritime  land  uses  as  set  forth  in  this  ordinance  shall  be  allowed; 

(c)  A waterfront  land  use  plan  shall  be  prepared  (as  set  forth  in  Section  61.2 
of  this  ordinance)  to  further  define  acceptable  and  unacceptable  non-maritime  land 
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AiKi  :o  is.v'.5:r  ‘.ir^o  u>^,<  t\x  sr«f\.".r.v  NVdt?rtron:  purc^U.  vAdoed  b\  Propvvjdnon 

H.  i: 


SVC.  L-WD  I'SV  Fl  ANNlNC  PROCESS.  Upv'?.  adop^on  of  this 
.r..:.a:-.N^,  'j\r  Fcu.'-d  o:  Sarvrmsors  shal".  wiLiin  50  da>s  reques:  the  Port  Commission 
tv'  p'rrpvinr  a AVi^rriTor.:  I sir  Lar.d  F’.ar. " \^hioh  is  cvMis:st?n:  '.Mth  the  t?rms  of  this 
.r.ir.ar.\f  tor  warfrfrv-^n:  larvds  as  def.nod  b\  'Jus  oriinanoe,  Shcmld  the  For  Comnus- 
.v.or.  OvX  ajtre-e  to  'Jus  nfcuest  within  50  da\>  of  the  Bvvard  of  Sup>erMsors  request,  the 
BvMI'o  of  SureiAisors  shall  have  .V  da>s  to  designate  a different  Cir>  ajtency  or 
depvirtmer.t  to  rrepvare  the  "AXlitertront  Land  Use  Flan." 

;n'  The  aitenov  drafnnst  the  AVdtertfont  Lsivd  Use  Flan"  .shall  eonsuh  the  City 
rianntnit  Comnv.s.viv'r.  ro  ensun?  development  of  a plan  oonsisient  with  the  City  's 
Ma,ster  Flan  The  f.nal  plan  and  any  su'osequent  amendments  thereto  shall  be  subject 
ro  a publio  hear.np  ocnd acred  by  me  City  Flanrdnit  Commission  ro  ensure  consistency 
between  the  plan  and  the  City  s Ma,vrer  Flan. 

,c'  The  "X^laterftv'nt  Land  U,<e  Flan"  shall  dehne  land  uses  in  terms  of  the 

Mar.nme  land  uses: 

.\ocep«rable  non-marlhme  land  uses;  and 

,5'  I'naocepcable  non-mannme  land  uses. 

Land  uses  included  in  these  careitorles  which  are  not  par:  of  the  initial  oidinaiK'e 
shall  be  added  ro  Sections  01.5  throuch  ol_5  of  this  ordinance  as  appn.''prlate.  No 
delenor.s  from  Secticms  ol.5  rhnoach  ol-5  shall  “ve  allows  unless  appK'ved  by  the 
V vXers  of  Francrsco; 

,d'  No  C:rv  asrency  or  off.cer  may  rCce.  or  permit  to  'ne  taken,  any  action  to 
permit  the  new  development  of  any  noci-maritirr.e  land  use  ^eAcepr  those  land  uses 
set  rorth  in  SecUv-'n  ol  .a  below  ''  on  the  w'*rerfron:  undi  the  "''-Virerfnxit  Land  Use 
Flan"  has  'tveen  oomplered.  N\'n-mantin>e  land  uses  eAisdng.  or  which  navve  all  their 
necessary  nermits,  as  of  Januarv  1.  l’>^5.  shall  'ne  e.\em,r:  this  iimitarioc.  Non- 

martnme  land  uses  included  in  me  following  prCects  shall  be  exempt  from  this 
linutauon  provided  mat  Jve  projects  shall  'ne  su'niec:  to  ail  omer  applicable  law  s and 
reculahc'ns  and  mat  hotels  an?  no-t  permimed; 

C. ' .A.  pro  ec:  to  restore  two  buildincs  on  me  San  Francisco  w aterfront  that  are 
listed  on  me  federal  Nauonal  Keuismar  of  Historic  Places  as  of  January  1.  IP'H. 
specif.cally  the  Ferry  Building  and  me  Agrlculmral  Building,  while  condnuing  the 
role  o:  the  Ferry  Building  area  as  a mansportatioii  center,  and  to  impnev  e the  adjacent 
pier  areas  including  exisung  srucmres,  up  to  hut  not  inciuding  any  pomon  of  Pier 
1 on  me  norm  and  extending  to  include  the  pier  area  adjoining  and  south  of  the 

C A project  to  improv  e the  public  'tea:  launch  and  dock  facility  near  Pier  f I 
if  the  non~mar.ume  land  use  is  limited  to  a retail  and  food  service  use  of  appro.ximaie- 


s movision  shall  nvX  be  arrlicable  ro  anv  new  development  within  the 
Northeast  China  Basin  Special  Use  Di^ct, 

u This  provision  shall  no:  be  arr'ucable  ro  anv  nrew  development  within  the 
Candlesnuk  Foin:  Special  Use  Distneu  * 

e Tne  “'^'arerfroc:  Land  L'se  Plan"  sb.all  're  reviewed  by  me  agency  which 
P'repare-d  ::  or  by  such  omer  agency  designared  'py  me  Board  of  Supervisors  at  a 
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minimona  of  every  five  yeari,  wjdi  a view  toward  rnahing  any  r#eeeitar>  arrjet.drrierjti 
consistent  with  this  initiatjve. 

(f>  The  ‘^Waterfront  Land  Use  Pkn"  shall  be  preyed  with  the  rjiaa'iiricrrj 
feasible  public  iojmt  (Added  by  Proposition  H,  1 1/6/90;  ajrjenided  by  Proposmon  P 
11/^94;  Proposition  B,  3/26/96;  Proposition  F,  6/3/97> 

SEC.  61 3.  MA  RJTIME  LAND  USXS.  Maritirre  lard  uses  inclode  bat  are  rjot 
limited  to: 

fai  Maritime  cargo  handling  and  storage  fadJities; 

(h)  Ship  repair  fadlhies; 
fcj  Fish  processing  fadHties; 

(dj  Marinas  and  bi<£t  lacrdb  ramps; 

(tj  Ferryboat  termirials; 
ff)  Cruise  ship  terminals; 

(gj  Excursion  and  charter  bc^  fadlities  and  terminals; 
fhj  Ship  berthing  fadlities; 

(i>  Maritimiie  constroctiwi  and  maritime  supply  fadlities; 

Marine  equipment  and  stpply  fadhties; 

A list  of  additional  miaritime  land  uses  as  part  of  the  Waterfront 

Land  Use  Placnirig  jmocess  ^aaD  be  included  in  the  ‘^^aterfroot  Land  Use  Plan"  ard 
added  to  this  Section-  U^  added  to  this  list  throu^j  toe  Waterfront  Fsan  process 
include: 

n > Cargo  shipping; 

Ship  repair, 

(3j  Fishing  industry; 

(4)  ReCTeational  boating  and  water  use; 

(5)  Ferry  and  excurdon  boats  and  w’ater  taxis; 

(6j  Passenger  cruise  rifipt; 

(7)  Historic  shps; 

rgj  Maritime  support  services; 

(9)  Maritime  offices;  and 

(10)  Port'priority  uses.  (^ Added  by  Proposition  R }l/6/9(r.  arjendec  bv  Ord.  7- 
98,  App.  m6/98j 

SEC.  614.  ACCEPT.ABLE  NON-M.ARJ  I LME  LAND  USES.  Ance^x^oje  noc- 
maritime  land  uses  include  but  are  not  limited  to: 

(iL)  Parks; 

(bj  Esplanades; 

(c)  WndKfe  habitat; 

(d)  Recreationai  fishing  piers; 

(tj  Restoration  of  the  ecology  of  San  Francisco  Bav  and  iu  sboreiine: 

(f)  Transit  and  traffic  facilities;  and 

(g)  A list  of  additional  acceptable  ncn-maritnne  land  uses  dsr.  eloped  as  par. 
of  the  Waterfront  Land  Use  Planning  process  shall  be  indnded  in  the  "Waterfroin; 
Land  Use  Plan”  and  added  to  this  Section.  Uses  added  to  lim  list  through  ±e: 

fiont  Plan  pro^ss  include: 

(1)  Public  access; 

(2j  Open  space; 
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uses  and  to  assign  land  uses  for  specific  waterfront  parcels.  (Added  by  Proposition 
H,  11/6/90) 

SEC.  61.2.  LAND  USE  PLANNING  PROCESS,  (a)  Upon  adoption  of  this 
initiative,  the  Board  of  Supervisors  shall  within  30  days  request  the  Port  Commission 
to  prepare  a “Waterfront  Use  Land  Plan”  which  is  consistent  with  the  terms  of  this 
initiative  for  waterfront  lands  as  defined  by  this  ordinance.  Should  the  Port  Commis- 
sion not  agree  to  this  request  within  30  days  of  the  Board  of  Supervisors  request,  the 
Board  of  Supervisors  shall  have  30  days  to  designate  a different  City  agency  or 
department  to  prepare  the  “Waterfront  Land  Use  Plan.” 

(b)  The  agency  drafting  the  “Waterfront  Land  Use  Plan”  shall  consult  the  City 
Planning  Commission  to  ensure  development  of  a plan  consistent  with  the  City’s 
Master  Plan.  The  final  plan  and  any  subsequent  amendments  thereto  shall  be  subject 
to  a public  hearing  conducted  by  the  City  Planning  Commission  to  ensure  consistency 
between  the  plan  and  the  City’s  Master  Plan. 

(c)  The  “Waterfront  Land  Use  Plan”  shall  define  land  uses  in  terms  of  the 
following  categories: 

(1)  Maritime  land  uses; 

(2)  Acceptable  non-maritime  land  uses;  and 

(3)  Unacceptable  non-maritime  land  uses. 

Land  uses  included  in  these  categories  which  are  not  part  of  the  initial  ordinance 
shall  be  added  to  Sections  61.3  through  61.5  of  this  ordinance  as  appropriate.  No 
deletions  from  Sections  61.3  through  61.5  shall  be  allowed  unless  approved  by  the 
voters  of  San  Francisco; 

(d)  No  City  agency  or  officer  may  take,  or  permit  to  be  taken,  any  action  to 
permit  the  new  development  of  any  non-maritime  land  use  (except  those  land  uses 
set  forth  in  Section  61.4  below)  on  the  waterfront  until  the  “Waterfront  Land  Use 
Plan”  has  been  completed.  Non-maritime  land  uses  existing,  or  which  have  all  their 
necessary  permits,  as  of  January  1,  1990,  shall  be  exempt  from  this  limitation.  Non- 
maritime  land  uses  included  in  the  following  projects  shall  be  exempt  from  this 
limitation  provided  that  the  projects  shall  be  subject  to  all  other  applicable  laws  and 
regulations  and  that  hotels  are  not  permitted: 

(1)  A project  to  restore  two  buildings  on  the  San  Francisco  waterfront  that  are 
listed  on  the  federal  National  Registrar  of  Historic  Places  as  of  January  1,  1994, 
specifically  the  Ferry  Building  and  the  Agricultural  Building,  while  continuing  the 
role  of  the  Ferry  Building  area  as  a transportation  center,  and  to  improve  the  adjacent 
pier  areas  including  existing  structures,  up  to  but  not  including  any  portion  of  Pier 
1 on  the  north  and  extending  to  include  the  pier  area  adjoining  and  south  of  the 
Agricultural  Building,  and 

(2)  A project  to  improve  the  public  boat  launch  and  dock  facility  near  Pier  52 
if  the  non-maritime  land  use  is  limited  to  a retail  and  food  service  use  of  approximate- 
ly 3,000  square  feet  to  serve  the  recreational  boating  and  water  use  community. 

(3)  This  provision  shall  not  be  applicable  to  any  new  development  within  the 
Northeast  China  Basin  Special  Use  District. 

(4)  This  provision  shall  not  be  applicable  to  any  new  development  within  the 
Candlestick  Point  Special  Use  District. 

(e)  The  “Waterfront  Land  Use  Plan”  shall  be  reviewed  by  the  agency  which 
prepared  it  or  by  such  other  agency  designated  by  the  Board  of  Supervisors  at  a 
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minimum  of  every  five  years,  with  a view  toward  making  any  necessary  amendments 
consistent  with  this  initiative. 

(f)  The  “Waterfront  Land  Use  Plan”  shall  be  prepared  with  the  maximum 
feasible  public  input.  (Added  by  Proposition  H,  11/6/90;  amended  by  Proposition  P, 
11/8/94;  Proposition  B,  3/26/96;  Proposition  F,  6/3/97) 

SEC.  61.3.  MARITIME  LAND  USES.  Maritime  land  uses  include  but  are  not 
limited  to: 

(a)  Maritime  cargo  handling  and  storage  facilities; 

(b)  Ship  repair  facilities; 

(c)  Fish  processing  facilities; 

(d)  Marinas  and  boat  launch  ramps; 

(e)  Ferryboat  terminals; 

(f)  Cruise  ship  terminals; 

(g)  Excursion  and  charter  boat  facilities  and  terminals; 

(h)  Ship  berthing  facilities; 

(i)  Maritime  construction  and  maritime  supply  facilities; 

(j)  Marine  equipment  and  supply  facilities; 

(k)  A list  of  additional  maritime  land  uses  developed  as  part  of  the  Waterfront 
Land  Use  Planning  process  shall  be  included  in  the  “Waterfront  Land  Use  Plan”  and 
added  to  this  Section.  Uses  added  to  this  list  through  the  Waterfront  Plan  process 
include: 

(l)  Cargo  shipping; 

(2)  Ship  repair; 

(3)  Fishing  industry; 

(4)  Recreational  boating  and  water  use; 

(5)  Ferry  and  excursion  boats  and  water  taxis; 

(6)  Passenger  cruise  ships; 

(7)  Historic  ships; 

(8)  Maritime  support  services; 

(9)  Maritime  offices;  and 

(10)  Port-priority  uses.  (Added  by  Proposition  H,  11/6/90;  amended  by  Ord.  7- 
98,  App.  1/16/98) 

SEC.  61.4.  ACCEPTABLE  NON-MARTTIME  LAND  USES.  Acceptable  non- 
maritime  land  uses  include  but  are  not  limited  to: 

(a)  Parks; 

(b)  Esplanades; 

(c)  Wildlife  habitat; 

(d)  Recreational  fishing  piers; 

(e)  Restoration  of  the  ecology  of  San  Francisco  Bay  and  its  shoreline; 

(f)  Transit  and  traffic  facilities;  and 

(g)  A list  of  additional  acceptable  non-maritime  land  uses  developed  as  part 
of  the  Waterfront  Land  Use  Planning  process  shall  be  included  in  the  “Waterfront 
Land  Use  Plan”  and  added  to  this  Section.  Uses  added  to  this  list  through  the  Water- 
front Plan  process  include: 

(1)  Public  access; 

(2)  Open  space; 
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(3)  Commercial  uses,  i.e.,  artist/designer  studios  and  galleries,  assembly  and 
entertainment  general  office,  museums,  parking,  retail,  recreational  enterprises,  visitor 
services,  warehousing/storage,  wholesale  trade/promotion; 

(4)  Other  uses,  i.e.,  academic  institutions,  community  facilities,  general  industry, 
power  plants,  sports  facilities,  transportation  services; 

(5)  Interim  uses  consistent  with  the  provisions  of  the  Burton  Act  and  Public 
Trust.  (Added  by  Proposition  H,  11/6/90;  amended  by  Proposition  B,  3/26/96; 
Proposition  F,  6/3/97;  Ord.  7-98,  App.  1/16/98) 

SEC.  61.5.  UNACCEPTABLE  NON-MARITIME  LAND  USES,  (a)  Criteria 
for  Consideration  in  Determining  Unacceptable  Non-Maritime  Land  Uses.  Criteria 
to  be  considered  in  making  findings  regarding  the  acceptability  of  any  specific  land 
use  on  the  waterfront  shall  include  but  are  not  limited  to: 

(1)  Does  the  land  use  need  to  be  located  on  the  waterfront  in  order  to  serve  its 
basic  function? 

(2)  Is  the  land  use  compatible  with  existing  or  planned  maritime  operations  on 
surrounding  parcels  if  any? 

(3)  Does  the  land  use  provide  the  maximum  feasible  public  access? 

(4)  Does  the  land  use  improve  the  ecological  balance  of  San  Francisco  Bay? 

(5)  Does  the  land  use  protect  the  waterfront’s  architectural  heritage? 

(6)  Does  the  land  use  represent  the  best  interests  of  the  people  of  the  City  and 
County  of  San  Francisco  and/or  the  State  of  California? 

(b)  Prohibition  of  Unacceptable  Non-Maritime  Land  Uses.  No  City  agency 
or  officer  may  take,  or  permit  to  be  taken,  any  action  to  permit  the  development  of 
any  unacceptable  non-maritime  land  use  (as  set  forth  below)  on  the  waterfront. 

(c)  Listing  of  Unacceptable  Non-Maritime  Land  Uses.  The  following  land 
uses  are  found  to  be  unacceptable  non-maritime  land  uses: 

(1)  Hotels. 

The  City  finds  that  hotels  do  not  need  to  be  located  on  the  waterfront,  and 
permitting  their  development  on  the  waterfront  will  displace  or  preclude  maritime 
uses; 

The  City  finds  that  waterfront  hotels  do  not  provide  the  economic  benefits 
provided  by  maritime  employment; 

The  City  finds  that  waterfront  hotels  do  not  provide  high  quality  public  access 
to,  or  permit  restoration  of,  San  Francisco  Bay; 

The  City  finds  that  waterfront  hotels  do  not  serve  the  needs  of  San  Francisco 
or  its  residents; 

The  City  therefore  finds  that  hotels  are  an  unacceptable  non-maritime  land  use 
and  shall  not  be  permitted  on  the  waterfront. 

(2)  A list  of  additional  unacceptable  non-maritime  land  uses  developed  as  part 
of  the  Waterfront  Land  Use  Planning  process  shall  be  included  in  the  “Waterfront 
Land  Use  Plan”  and  added  to  this  Section.  Uses  added  to  this  list  through  the 
Waterfront  Plan  process  include: 

(i)  Non-maritime  private  clubs; 

(ii)  Residential; 

(iii)  Nonaccessory  parking  (excludes  interim  parking); 

(iv)  Adult  entertainment; 

(v)  Non-marine  animal  services; 
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(vi)  Mortuaries; 

(vii)  Heliports  (except  for  landings  for  emergency  or  medical  services); 

(viii)  Oil  refineries; 

(ix)  Mini-storage  warehouses; 

(x)  Sports  facilities  with  seating  capacity  greater  than  22,000,  unless  approved 
by  the  voters  of  San  Francisco. 

(d)  Grandfathering  of  Existing  Unacceptable  Non-Maritime  Land  Uses.  This 
initiative  shall  not  prevent  any  unacceptable  non-maritime  land  uses  existing  as  of 
January  1,  1990  from  continuing  in  operation  or  expanding  on  its  existing  site  in  a 
manner  consistent  with  all  other  applicable  laws  and  regulations.  At  such  time  as  a 
new  land  use  is  proposed  for  the  site  of  a business  existing  as  of  January  1,  1990  that 
new  land  use  must  meet  the  conditions  set  forth  in  this  ordinance.  (Added  by  Proposi- 
tion H,  11/6/90;  amended  by  Ord.  7-98,  App.  1/16/98) 

SEC.  61.6.  DEFINITIONS,  (a)  “City  agency  or  officer”  means  the  Board  of 
Supervisors,  and  all  other  city  commissions,  boards,  officers,  employees,  departments 
or  entities  whose  exercise  of  powers  can  be  affected  by  initiative. 

(b)  “Action”  includes,  but  is  not  limited  to: 

(1)  Amendments  to  the  Planning  Code  and  Master  Plan; 

(2)  Issuance  of  permits  or  entitlements  for  use  by  any  City  agency  or  officer; 

(3)  Approval,  modification  or  reversal  of  decisions  or  actions  by  subordinate 
City  agencies  or  officers; 

(4)  Approval  of  sales  or  leases  pursuant  to  Sections  7.402  and  7.402-1  of  the 
Charter  of  the  City  and  County  of  San  Francisco; 

(5)  Approval  of  or  amendments  to  Redevelopment  Plans;  and 

(6)  Any  other  action,  including  but  not  limited  to  projects  as  defined  in  Public 
Resources  Code  Section  21065. 

(c)  “Waterfront”  means  land  transferred  to  the  City  and  County  of  San  Francis- 
co pursuant  to  Chapter  1333  of  the  Statutes  of  1968,  as  well  as  any  other  property 
which  is  owned  by  or  under  the  control  of  the  Port  Commission  of  San  Francisco, 
and  which  is  also  in  any  of  the  following  areas: 

(1)  Piers; 

(2)  The  shoreline  band  as  defined  in  Government  Code  Section  66610(b), 
between  the  Golden  Gate  National  Recreation  Area  and  the  intersection  of  The 
Embarcadero  and  Berry  Street,  except  for  the  area  south  of  Jefferson  Street  between 
Hyde  Street  and  Powell  Street; 

(3)  The  shoreline  band  as  defined  in  Government  Code  Section  66610(b),  in 
the  area  bounded  by  San  Francisco  Bay,  Berry,  Third,  and  Evans  Streets,  Hunter’s 
Point  Boulevard,  and  a straight  line  from  the  intersection  of  Hunter’s  Point  Boulevard 
and  Innis  Avenue  to  the  intersection  of  Carroll  Avenue  and  Fitch  Street;  and 

(4)  The  area  south  of  Pier  98  in  which  all  new  development  is  subject  to  the 
Shoreline  Guidelines,  as  shown  on  Map  8 (Eastern  Shoreline  Plan)  of  the  Recreation 
and  Open  Space  Element  of  the  San  Francisco  Master  Plan,  in  effect  as  of  January  1, 
1990. 

(d)  “San  Francisco  Bay”  means  the  area  defined  in  Government  Code  Section 
66610(a)  which  is  the  City  and  County  of  San  Francisco,  except  for  areas  west  of 
Third  Street. 

(e)  All  references  to  public  roads  are  to  their  alignment  as  of  January  1,  1990. 
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(f)  “Hotel”  means  any  use  falling  within  the  definition  in  Section  314.1(g)  of 
the  San  Francisco  Planning  Code  in  effect  as  of  January  1,  1990;  any  waterside  hotel 
having  docks  to  accommodate  persons  traveling  by  boat;  or  any  facilities  for  providing 
temporary  or  transient  occupancy.  This  shall  not  include  boat  berths  which  are 
provided  for  temporary  moorage  of  boats. 

(g)  All  other  terms  identifying  maritime,  acceptable  non-maritime,  and  unaccept- 
able non-maritime  land  uses  shall  be  as  defined  in  the  Waterfront  Land  Use  Plan. 
(Added  by  Proposition  H,  11/6/90;  amended  by  Ord.  7-98,  App.  1/16/98) 

SEC.  61.7.  IMPLEMENTATION.  Within  180  days  of  the  effective  date  of 
this  ordinance,  the  City  and  County  shall: 

(a)  Amend  its  Master  Plan,  Planning  Code,  and  other  relevant  plans  and  codes 
in  a manner  consistent  with  this  ordinance; 

(b)  Request  and  apply  for  conforming  amendments  to  all  applicable  state  and 
regional  plans  and  regulations;  and 

(c)  Begin  preparation  of  the  “Waterfront  Land  Use  Plan”  required  under  Section 
61.2  of  this  ordinance.  (Added  by  Proposition  H,  11/6/90) 

SEC.  61.8.  SEVERABILITY.  If  any  portion  of  this  ordinance,  or  the  applica- 
tion thereof,  is  hereafter  determined  to  be  invalid  by  a court  of  competent  jurisdiction, 
all  remaining  portions  of  this  ordinance,  or  application  thereof,  shall  remain  in  full 
force  and  effect.  Each  section,  subsection,  sentence,  phrase,  part,  or  portion  of  this 
ordinance  would  have  been  adopted  and  passed  irrespective  of  the  fact  that  any  one 
or  more  sections,  subsections,  sentences,  phrases,  parts  or  portions  be  declared  invalid 
or  unconstitutional.  (Added  by  Proposition  H,  11/6/90) 

SEC.  61.9.  AMENDMENT  AND  REPEAL.  No  part  of  this  ordinance  or  the 
amendments  made  pursuant  to  Section  61 .7  hereof  may  be  amended  or  repealed  except 
by  a vote  of  the  electors  of  the  City  and  County  of  San  Francisco,  except  for  those 
additional  listings  provided  herein  in  Sections  61.3,  61.4,  and  61.5.  (Added  by 
Proposition  H,  11/6/90) 

SEC.  61.10.  CHAPTERING  OF  THIS  ORDINANCE.  After  the  adoption  of 
this  ordinance  the  Clerk  of  the  Board  of  Supervisors  shall  assign  a Chapter  number 
to  this  ordinance  and  shall  renumber  the  sections  of  this  ordinance  in  an  appropriate 
manner.  (Added  by  Proposition  H,  11/6/90) 
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CHAPTER  62 

DOMESTIC  PARTNERSHIPS 


Sec.  62.1. 

Purpose. 

Sec.  62.2. 

Definitions. 

Sec.  62.3. 

Establishing  a Domestic  Partnership. 

Sec.  62.4. 

Ending  Domestic  Partnerships. 

Sec.  62.5. 

County  Clerk’s  Records. 

Sec.  62.6. 

Legal  Effect  of  Declaration  of  Domestic  Partnership. 

Sec.  62.7. 

Codification. 

Sec.  62.8. 

Filing  Fees. 

Sec.  62.9. 

Civil  Ceremony. 

SEC.  62.1.  PURPOSE.  The  purpose  of  this  ordinance  is  to  create  a way  to 

recognize  intimate  committed  relationships,  including  those  of  lesbians  and  gay  men 
who  otherwise  are  denied  the  right  to  identify  the  partners  with  whom  they  share  their 
lives.  All  costs  of  registration  must  be  covered  by  fees  to  be  established  by  ordinance. 
(Added  by  Proposition  K,  11/6/90) 

SEC.  62.2.  DEFINITIONS,  (a)  Domestic  Partnership.  Domestic  Partners  are 
two  adults  who  have  chosen  to  share  one  another’s  lives  in  an  intimate  and  committed 
relationship  of  mutual  caring,  who  live  together,  and  who  have  agreed  to  be  jointly 
responsible  for  basic  living  expenses  incurred  during  the  Domestic  Partnership.  They 
must  sign  a Declaration  of  Domestic  Partnership,  and  establish  the  partnership  under 
Section  62.3  of  this  chapter. 

(b)  “Live  Together.”  “Live  together”  means  that  two  people  share  the  same 
living  quarters.  It  is  not  necessary  that  the  legal  right  to  possess  the  quarters  be  in 
both  of  their  names.  Two  people  may  live  together  even  if  one  or  both  have  additional 
living  quarters.  Domestic  Partners  do  not  cease  to  live  together  if  one  leaves  the 
shared  quarters  but  intends  to  return. 

(c)  “Basic  Living  Expenses.”  “Basic  living  expenses”  means  the  cost  of  basic 
food  and  shelter.  It  also  includes  the  expenses  which  are  paid  at  least  in  part  by  a 
program  or  benefit  for  which  the  partner  qualified  because  of  the  domestic  partnership. 
The  individuals  need  not  contribute  equally  or  jointly  to  the  cost  of  these  expenses 
as  long  as  they  agree  that  both  are  responsible  for  the  costs. 

(d)  “Declaration  of  Domestic  Partnership.”  A “Declaration  of  Domestic  Partner- 
ship” is  a form  provided  by  the  County  Clerk.  By  signing  it,  two  people  agree  to  be 
jointly  responsible  for  basic  living  expenses  which  they  incur  during  the  domestic 
partnership  and  that  this  agreement  can  be  enforced  by  anyone  to  whom  those 
expenses  are  owed.  They  also  state  under  penalty  of  perjury  that  they  met  the 
definition  of  domestic  partnership  when  they  signed  the  statement,  that  neither  is 
married,  that  they  are  not  related  to  each  other  in  a way  which  would  bar  marriage 
in  California,  and  that  neither  had  a different  domestic  partner  less  than  six  months 
before  they  signed.  This  last  condition  does  not  apply  if  the  previous  domestic  partner 
died.  The  form  will  also  require  each  partner  to  provide  a mailing  address.  (Added 
by  Proposition  K,  11/6/90) 
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SEC.  62.3.  ESTABLISHING  A DOMESTIC  PARTNERSHIP,  (a)  Methods. 
Two  persons  may  establish  a Domestic  Partnership  by  either: 

(1)  Presenting  a signed  Declaration  of  Domestic  Partnership  to  the  County 
Clerk,  who  will  file  it  and  give  the  partners  a certificate  showing  that  the  Declaration 
was  filed;  or 

(2)  Having  a Declaration  of  Domestic  Partnership  notarized  and  giving  a copy 
to  the  person  who  witnessed  the  signing  (who  may  or  may  not  be  the  notary). 

(b)  Time  Limitation.  A person  cannot  become  a member  of  a Domestic 
Partnership  until  at  least  six  months  after  any  other  Domestic  Partnership  of  which 
he  or  she  was  a member  ended.  This  does  not  apply  if  the  earlier  domestic  partnership 
ended  because  one  of  the  members  died. 

(c)  Residence  Limitation.  The  County  Clerk  will  only  file  Declaration  of 
Domestic  Partnership  if: 

(1)  The  partners  have  a residence  in  San  Francisco;  or 

(2)  At  least  one  of  the  partners  works  in  San  Francisco.  (Added  by  Proposition 
K,  11/6/90) 

SEC.  62.4.  ENDING  DOMESTIC  PARTNERSHIPS,  (a)  When  the  Partner- 
ship Ends.  A Domestic  Partnership  ends  when: 

(1)  One  partner  sends  the  other  a written  notice  that  he  or  she  has  ended  the 
partnership;  or 

(2)  One  of  the  partners  dies;  or 

(3)  One  of  the  partners  marries  or  the  partners  no  longer  live  together. 

(b)  Notice  the  Partnership  Has  Ended. 

(1)  To  Domestic  Partners.  When  a Domestic  Partnership  ends,  at  least  one  of 
the  partners  must  sign  a notice  saying  that  the  partnership  has  ended.  The  notice  must 
be  dated  and  signed  under  penalty  of  perjury.  If  the  Declaration  of  Domestic  Partner- 
ship was  filed  with  the  County  Clerk,  the  notice  must  be  filed  with  the  clerk; 
otherwise,  the  notice  must  be  notarized.  The  partner  who  signs  the  notice  must  send 
a copy  to  the  other  partner. 

(2)  To  Third  Parties.  When  a Domestic  Partnership  ends,  a Domestic  Partner 
who  has  given  a copy  of  a Declaration  of  Domestic  Partnership  to  any  third  party, 
(or,  if  that  partner  has  died,  the  surviving  member  of  the  domestic  partnership)  must 
give  that  third  party  a notice  signed  under  penalty  of  peijury  stating  the  partnership 
has  ended.  The  notice  must  be  sent  within  60  days  of  the  end  of  the  domestic 
partnership. 

(3)  Failure  to  Give  Notice.  Failure  to  give  either  of  the  notices  required  by 
this  subsection  will  neither  prevent  nor  delay  termination  of  the  Domestic  Partnership. 
Anyone  who  suffers  any  loss  as  a result  of  failure  to  send  either  of  these  notices  may 
sue  for  actual  losses.  (Added  by  Proposition  K,  11/6/90) 

SEC.  62.5.  COUNTY  CLERK’S  RECORDS,  (a)  Amendments  to  Declara- 
tions. A Partner  may  amend  a Declaration  of  Domestic  Partnership  filed  with  the 
County  Clerk  at  any  time  to  show  a change  in  his  or  her  mailing  address. 

(b)  New  Declarations  of  Domestic  Partnership.  No  person  who  has  filed  a 
declaration  of  Domestic  Partnership  with  the  County  Clerk  may  file  another  declara- 
tion of  Domestic  Partnership  until  six  months  after  a notice  the  partnership  has  ended 
has  been  filed.  However,  if  the  Domestic  Partnership  ended  because  one  of  the 
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partners  died,  a nevi^  Declaration  may  be  filed  anytime  after  the  notice  the  partnership 
ended  is  filed. 

(c)  Maintenance  of  County  Clerk’s  Records.  The  County  Clerk  will  keep  a 
record  of  all  Declarations  of  Domestic  Partnership,  amendments  to  Declarations  of 
Domestic  Partnership  and  all  notices  that  a partnership  has  ended.  The  records  will 
be  maintained  so  that  amendments  and  notices  a partnership  has  ended  are  filed  with 
the  Declaration  of  Domestic  Partnership  to  which  they  apply. 

(d)  Filing  Fees.  The  Board  of  Supervisors  will  set  the  filing  fee  for  Declarations 
of  Domestic  Partnership  and  Amendments.  No  fee  will  be  charged  for  notices  that 
a partnership  has  ended.  The  fees  charged  must  cover  the  city’s  cost  of  administering 
this  ordinance.  (Added  by  Proposition  K,  11/6/90) 

SEC.  62.6.  LEGAL  EFFECT  OF  DECLARATION  OF  DOMESTIC 
PARTNERSBUP.  (a)  Obligations.  The  obligations  of  domestic  partners  to  each  other 
are  those  described  by  the  definition. 

(b)  Duration  of  Rights  and  Duties.  If  a domestic  partnership  ends,  the  partners 
incur  no  further  obligations  to  each  other.  (Added  by  Proposition  K,  1 1/6/90) 

SEC.  62.7.  CODIFICATION.  Upon  adoption,  the  Clerk  of  the  Board  shall 
codify  this  amendment  into  the  San  Francisco  Administrative  Code.  (Added  by 
Proposition  K,  11/6/90) 

SEC.  62.8.  FILING  FEES.  For  each  filing  of  a Declaration  of  Domestic 
Partnership  and  each  Amendment  to  a Declaration  of  Domestic  Partnership  the  County 
Clerk  shall  charge  a fee  of  $35.  (Added  by  Ord.  2-91,  App.  1/14/91) 

SEC.  62.9.  CIVIL  CEREMONY,  (a)  The  County  Clerk  is  authorized  to 
perform  a civil  ceremony  solemnizing  the  formation  of  a Domestic  Partnership 
established  in  accordance  with  this  Chapter.  Persons  who  either  (1)  present  a signed 
Declaration  of  Domestic  Partnership  for  filing  to  the  County  Clerk  in  accordance  with 
Section  62.3(a)(1),  or  who  (2)  present  a certificate  issued  by  the  County  Clerk  in 
accordance  with  Section  62.3(a)(1)  showing  that  a signed  Declaration  of  Domestic 
Partnership  for  these  persons  has  been  previously  filed  with  the  County  Clerk,  may 
request  that  the  County  Clerk  perform  a ceremony  solemnizing  the  formation  of  their 
Domestic  Partnership.  Each  request  for  a Domestic  Partnership  ceremony  shall  be 
made  in  writing  on  a form  provided  by  the  County  Clerk,  and  shall  be  accompanied 
by  payment  of  a fee  of  $30. 

(b)  Upon  completion  of  the  ceremony  authorized  by  Subsection  (a),  the  County 
Clerk  shall  issue  a certificate  memorializing  the  performance  of  the  ceremony.  The 
certificate  shall  be  signed  by  the  officiant.  The  County  Clerk  shall  keep  a record  of 
all  such  ceremonies  performed,  filed  with  the  Declaration  of  Domestic  Partnership 
to  which  they  apply.  The  County  Clerk  shall  keep  a record  of  applications  for 
Domestic  Partnership  ceremonies  for  a period  of  two  years  from  the  date  of  the 
application. 

(c)  The  County  Clerk  is  authorized  to  deputize  persons  to  solemnize  Domestic 
Partnership  ceremonies.  Any  person  18  years  of  age  or  older  may  apply  to  be 

I deputized  for  this  purpose.  Approval  of  applicants  and  the  terms  of  any  such  autfiori- 
zation  shall  be  solely  within  the  discretion  of  the  County  Clerk. 
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(d)  The  ceremony  authorized  by  this  Section  shall  have  no  legal  effect  upon 
the  status  of  a Domestic  Partnership  established  pursuant  to  this  Chapter. 

(e)  This  Section  shall  become  effective  45  days  after  it  is  enacted.  (Added  by 
Ord.  66-96,  App.  2/9/96) 
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CHAPTER  63 

LIMITATIONS  ON  WATER  USE  FOR  LANDSCAPING  IN  NEW 
DEVELOPMENTS 


Sec.  63.1. 
Sec.  63.2. 
Sec.  63.3. 
Sec.  63.4. 
Sec.  63.5. 
Sec.  63.6. 
Sec.  63.7. 
Sec.  63.8. 
Sec.  63.9. 
Sec.  63.10. 
Sec.  63.11. 


Purpose. 

Submission  of  Landscape  Plan  and  Soil  Analysis  Report. 
Applicability  and  Definitions. 

Planting  Design. 

Irrigation. 

Soil  Analysis  and  Conditioning, 

Maintenance  Schedule. 

Inspection. 

Permit  Approval. 

Severability. 

San  Francisco  Water  Department  Fees. 


SEC.  63.1.  PURPOSE.  The  purpose  of  this  section  is  to  promote  efficient 
water  use  in  new  and  renovated  landscaping  by  utilizing  proper  landscape  design  and 
management,  efficient  irrigation  equipment  and  techniques,  low  water  use  plant 
materials,  limiting  high  water  use  areas  and  the  use  of  mulches  and  soil  improvement 
materials.  This  ordinance  will  also  satisfy  the  requirements  of  AB325  which  adds 
Article  10.8  (commencing  with  Section  65590)  to  Chapter  3 of  Division  1 of  Title 
7 of  the  Government  Code  concerning  Water  Conservation.  AB325  outlines  Landscape 
Ordinance  requirements  which  must  be  enacted  by  all  water  suppliers  by  1993  or  those 
suppliers  must  adopt  a model  ordinance  to  be  prepared  by  a state-wide  committee  for 
the  Legislature.  (Added  by  Od.  92-91,  App.  3/14/91) 


SEC.  63.2.  SUBMISSION  OF  LANDSCAPE  PLAN  ANT)  SOIL  ANALYSIS 
REPORT,  (a)  Applicants  for  any  building  or  site  permit  shall  submit  a landscape  plan 
and  soil  analysis  report  to  the  San  Francisco  Water  Department  wt^n: 

(1)  Construction  involving  any  commercial  building  or  residential  building  with 
two  or  more  units  with  landscaping  of  an  area  greater  than  1,000  square  feet  on  a lot 
exceeding  3,500  square  feet  or  landscaping  of  an  area  ^eater  than  1,000  square  feet 
by  a Department  of  the  City  and  County  of  San  Francisco. 

(2)  The  landsc^ing  plan  shall  be  drawn  to  scale,  shall  be  drawn  on  not  less 
than  11 -inch  by  17-inch  paper  and  reproduced  on  substantial  paper,  and  shall  be  of 
sufficient  clarity  to  indicate  the  location,  nature  and  extent  of  the  landscaping 
proposed  and  show  in  detail  that  it  will  conform  to  the  provisions  of  this  code  and 
all  relevant  laws,  ordinances,  rules  and  regulations.  (Added  by  Ord.  92-91,  App. 
3/14/91) 


SEC.  633.  APPLICABILITY  AND  DEFINITIONS,  (a)  The  foUowing 
provisions  are  mandatory  restrictions  on  the  use  of  landscaping  in  new  development 
and  renovated  landscapes.  Whenever  referred  to  in  this  ordinance,  the  term  “landscap- 
ing” will  be  defined  as  the  planting  area  remaining  after  taking  the  total  parcel  less 
the  square  footage  of  building  pad(s),  driveway(s),  and  parking  areas.  Likewise,  the 
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term  “new  development”  shall  mean  as  applicable,  (1)  the  construction  of  any  new 
building  or  structure  or  the  enlargement  of  an  existing  structure  which  involves  the 
landscaping  of  an  area  greater  than  1,000  square  feet  on  a lot  exceeding  3,500  square 
feet;  (2)  the  creation  by  the  City  and  County  of  San  Francisco  of  landscaping  of  an 
area  greater  than  1,000  square  feet.  The  term  “renovated”  shall  apply  to  the  same 
square  footage  requirements  an  “new  development”  and  is  limited  to  installation  of 
new  irrigation  piping  and  does  not  include  replacing  plant  material. 

(b)  Landscaping  which  is  part  of  a registered  historical  site  is  exempt  from  the 
provisions  of  this  ordinance.  (Added  by  Ord.  92-91,  App.  3/14/91) 

SEC.  63.4.  PLANTING  DESIGN,  (a)  The  total  area  devoted  to  turf  grass, 
decorative  water  use  and  water-intensive  plantings  shall  be  limited  to  15  percent  of 
the  total  parcel  area.  The  turf  grass  limitation  excludes  public  or  publicly  accessible 
parklands  or  recreation  areas,  golf  course,  cemeteries,  and  children’s  play  areas  in 
private  developments. 

(b)  Narrow  strips  of  turf  grass  less  than  eight  feet  wide  are  prohibited  along 
traffic  medians,  between  curbs  and  sidewalks,  between  living  units,  and  similar 
installations. 

(c)  If  the  planted  area  is  located  on  a slope  exceeding  10  percent,  and  is  also 
within  five  feet  of  a hardscape  or  paved  surface,  a groundcover  other  than  turf  grass 
shall  be  used. 

(d)  All  water  intensive  plants  shall  be  grouped  together  and  irrigated  on  a 
separate  cycle  from  low  water  use  plants  and  turf  grass. 

(e)  The  above  limitations  shall  not  apply  to  commercial  farms,  community 
gardens  on  privately  owned  land  and  land  used  wholly  or  in  large  part  for  raising  fmit 
crops,  vegetables,  herbs,  or  other  edible  plants  for  sale  or  personal  consumption. 

(f)  Low  water  use  plants,  warm  season  or  tall  fescue  turf  grasses  are  encouraged 
under  the  conditions  of  this  ordinance  to  reduce  the  water  demand  in  the  new 
landscaping. 

(g)  Information  on  low  water  use  plants,  irrigation  techniques  and  educational 
materials  on  the  efficient  use  of  water  will  be  provided  by  the  San  Francisco  Water 
Department.  (Added  by  Ord.  92-91,  App.  3/14/91) 

SEC.  63.5.  IRRIGATION,  (a)  All  irrigated  park  areas,  median  traffic  strips, 
landscaped  public  areas,  landscaped  areas  surrounding  multi-residential  and  commer- 
cial developments,  and  industrial  parks  shall  have  separately  metered  automatic 
irrigation  systems. 

(b)  Spray  or  sprinkler  systems  are  prohibited  for  irrigating  trees. 

(c)  Valves  and  circuits  shall  be  separated  based  on  water  use  requirements. 
Sprinkler  heads  shall  have  matched  precipitation  rates  within  each  control  valve  circuit 
for  uniform  water  application. 

(d)  All  irrigation  systems  shall  be  equipped  with  a controller  capable  of  dual 
or  multiple  programming.  Controllers  shall  be  set  to  water  between  5:00  p.m.  and 
10:00  a.m. 

(e)  Irrigation  plans  shall  include  schedules  reflecting  the  amoxmt  of  water 
needed  to  maintain  plant  health  and  growth  based  on  actual  water  needs  of  the  plant, 
including  climatic  data  for  the  area.  Separate  schedules  should  be  made  for  (1) 
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establishing  new  plant  material  with  an  estimate  of  length  of  establishment  and  (2) 
maintenance  of  plant  material  after  established.  Schedules  are  to  be  made  for  each 
month  of  the  watering  season  and  shall  include  length  and  frequency  of  run  times. 
Schedules  shall  be  prominently  displayed  in  or  adjacent  to  the  irrigation  controller 
box. 

(f)  All  irrigation  systems  shall  be  designed  and  installed  to  prevent  runoff  and 
overspray  onto  hard  non-inigated  areas.  Installation  of  irrigation  equipment  must 
provide  precipitation  rates  designed  and  recognized  in  the  industry  to  deliver  high 
efficiency  in  water  application. 

(g)  In  the  event  nonpotable  water  supplies  through  dual  distribution  systems 
becomes  permitted  by  state  law,  said  use  shall  be  in  accordance  with  all  relevant  laws, 
ordinances,  rules  and  regulations.  (Added  by  Ord.  92-91,  App.  3/14/91) 

SEC.  63.6.  SOIL  ANALYSIS  AND  CONDITIONING.  Prior  to  the  installa- 
tion or  planting  of  plants  or  turf  grass  in  a new  development,  the  developer  shall: 

(a)  Prepare  a soils  test  of  the  site  to  determine  the  existing  characteristics  and 
condition  of  the  soil. 

(b)  Amend  the  soil  according  to  the  report  recommendations  to  correct  any  soil 
deficiencies  that  might  impede  the  growth  of  the  new  plantings. 

(c)  The  applicant  shall  submit  with  the  plans  the  results  of  the  soil  analysis 
report  to  the  San  Francisco  Water  Department.  In  the  event,  recommendations  to 
correct  any  soil  deficiencies  were  included  in  the  report,  the  applicant  must  submit 
evidence  of  correction  of  the  soil  deficiencies  to  the  satisfaction  of  San  Francisco 
Water  Department. 

(d)  Install  a minimum  of  two  inches  of  mulch  in  non-turf  grass  areas  to  the  soil 
surface  after  planting.  (Added  by  Ord.  92-91,  App.  3/14/91) 

SEC.  63.7.  MAINTENANCE  SCHEDULE.  At  the  time  of  initial  sale  or 
occupancy  of  each  unit  in  the  new  development  the  developer  shall  provide  to  each 
owner  or  occupant  of  all  units  on  each  parcel  written  instructions  consistent  with  the 
manufacturer’s  instructions  for  the  proper  operation  and  ongoing  maintenance  of  the 
irrigation  system  and  controls  located  on  each  individual  unit.  In  the  case  of  a multi- 
unit new  development  with  a single  owner  or  where  common  areas  are  maintained, 
written  instruction  shall  be  provided  to  the  single  owner  or  the  owners  of  the  common 
area.  (Added  by  Ord.  92-91,  App.  3/14/91) 

SEC.  63.8.  INSPECTION.  The  San  Francisco  Water  Department  shall  inspect 
all  landscape  plans  and  may  in  its  discretion  inspect  the  site  of  the  new  development. 
The  San  Francisco  Water  Department  shall  be  provided  with  reasonable  access  to  the 
site  to  conduct  such  inspections.  (Added  by  Ord.  92-91,  App.  3/14/91) 

SEC.  63.9.  PERMIT  APPROVAL.  Prior  to  approval  of  an  application  for 
a building  or  site  permit  the  applicant  must  comply  with  all  provisions  required  by 
this  chapter. 

The  applicant  shall  submit  to  the  Bureau  of  Building  Inspection  written  certifica- 
tion by  the  San  Francisco  Water  Department  approving  the  applicant’s  landscaping 
plan  and  soil  analysis  report 
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Failure  to  obtain  such  approval  from  the  San  Francisco  Water  Department  shall 
result  in  a denial  of  an  application  for  a building  or  site  permit  by  the  Superintendent 
of  the  Bureau  of  Building  Inspection.  (Added  by  Ord.  92-91,  App.  3/14/91) 

SEC.  63.10.  SEVERABILITY.  If  any  section,  paragraph,  sentence,  clause  or 
phrase  of  this  chapter  or  any  part  thereof,  is  for  any  reason  to  be  held  unconstitutional 
or  invalid  or  ineffective  by  any  court  of  competent  jurisdiction,  such  decision  shall 
not  affect  the  validity  or  effectiveness  of  the  remaining  portions  of  this  chapter,  or 
any  part  thereof.  The  Board  of  Supervisors  hereby  declares  that  it  would  have  passed 
each  section,  subsection,  subdivision,  paragraph,  sentence,  clause  or  phrase  thereof 
irrespective  of  the  fact  that  any  one  or  more  sections,  subsections,  subdivisions, 
paragraphs,  sentences,  clauses  or  phrases  be  declared  unconstitutional  or  invalid  or 
ineffective.  (Added  by  Ord.  92-91,  App.  3/14/91) 

SEC.  63.11.  SAN  FRANCISCO  WATER  DEPARTMENT  FEES.  The  San 
Francisco  Water  Department  acting  through  its  Public  Utilities  Commission  is 
authorized  to  impose  and  collect  fees  in  its  discretion  to  recover  the  costs  of  imple- 
menting this  chapter,  including  costs  of  document  processing  and  review,  inspection, 
consultation  with  applicants  and  administration  of  this  chapter.  (Added  by  Ord,  92-91, 
App.  3/14/91) 
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CHAPTER  64 


SAN  FRANCISCO  BOND  FACILITATION  ACT 


Sec.  64.01. 
Sec.  64.02. 
Sec.  64.03. 
Sec.  64.04. 
Sec.  64.05. 
Sec.  64.06. 
Sec.  64.07. 


Declaration  of  Policy. 

Name. 

DeHnitions. 

Interest  Payments. 

Issuance  by  Authority  of  Governing  Bodies. 

Authority  for  Actions  in  Addition  to  Special  Provisions. 
Construction. 


SEC.  64.01.  DECLARATION  OF  POLICY.  It  is  hereby  declared  to  be  the 
policy  of  the  City  to  permit  interest  payable  on  indebtedness  of  the  City  or  of  any  of 
its  Commissions,  Departments  or  Agencies  to  be  payable  at  such  time  or  times  as  may 
facilitate  the  sale  of  the  indebtedness  pursuant  to  the  procedure  set  forth  in  this 
chapter  as  well  as  by  any  other  method  pennitted  by  law.  This  chapter  is  enacted 
pursuant  to  the  powers  reserved  to  the  City  under  Sections  3,  5 and  7 of  Article  XI 
of  the  Constitution  of  the  State  of  California  and  Section  1.101  of  the  Charter.  (Added 
by  Ord.  134-91,  App.  4/9/91) 


SEC.  64.02.  NAME.  This  chapter  shall  be  known  as  the  San  Francisco  Bond 
Facilitation  Act.  (Added  by  Ord.  134-91,  App.  4/9/91) 


SEC.  64.03.  DEFINITIONS.  As  used  in  this  chapter: 

(a)  “Bonds”  means  any  bonds,  notes,  certificates  of  indebtedness  or  other 
evidences  of  indebtedness  issued  after  April  1,  1991,  by  a public  body  which  is 
authorized  to  issue  bonds,  notes,  certificates  of  indebtedness  or  other  evidence  of 
indebtedness. 

(b)  “Public  body”  means  the  City  or  any  Commission,  Department  or  Agency 
thereof. 

(c)  “Governing  body”  means  the  governing  board,  commission,  board  of 
supervisors,  board  of  directors  or  similar  multimember  body  which  exercises  authority 
over  a public  body.  (Added  by  Ord.  134-91,  App.  4/9/91) 

SEC.  64.04.  INTEREST  PAYMENTS.  Notwithstanding  any  other  provision 
of  law  specifying  that  interest  on  Bonds  is  payable  semiannually,  interest  on  Bonds 
is  payable  at  the  times  established  in  the  resolution,  indenture,  agreement  or  other 
instrument  providing  for  the  issuance  of  the  Bonds.  (Added  by  Ord.  134-91,  App. 
4/9/91) 


SEC.  64.05.  ISSUANCE  BY  AUTHORITY  OF  GOVERNING  BODIES. 
Notwithstanding  any  other  provision  of  law  specifying  that  Bonds  shall  be  issued 
pursuant  to  a resolution  of  a governing  body  of  a public  body,  a governing  body  of 
a public  body  may  authorize  the  issuance  of  Bonds  pmsuant  to  a resolution,  indenture, 
agreement  or  other  instrument  providing  for  the  issuance  of  Bonds.  (Added  by  Ord. 
134-91,  App.  4/9/91) 
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SEC.  64.06.  AUTHORITY  FOR  ACTIONS  IN  ADDITION  TO  SPECIAL 
PROVISIONS.  The  general  authority  provided  in  this  chapter  is  intended  to  be  in 
addition  to,  and  not  limited  by,  specific  provisions  authorizing  the  issuance  of  bonds, 
notes  or  other  evidences  of  indebtedness  and  is  separate  and  complete  authority  for 
the  actions  authorized  in  this  chapter.  (Added  by  Ord.  134-91,  App.  4/9/91) 

SEC.  64.07.  CONSTRUCTION.  The  powers  conferred  by  the  provisions  of 
this  chapter  are  in  addition  to  and  supplemental  to  the  powers  conferred  by  the  Charter 
or  any  other  ordinance  or  by  law.  (Added  by  Ord.  134-91,  App.  4/9/91) 
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CHAPTER  65 

RENT  REDUCTION  AND  RELOCATION  PLAN  FOR  TENANTS 
INCONVENIENCED  BY  SEISMIC  WORK  PERFORMED  PURSUANT  TO 
CHAPTERS  14  AND  15  OF  THE  SAN  FRANCISSCO  BUILDING  CODE 


Sec.  65.1. 

Applicability. 

Sec.  65.2. 

Notice  to  Tenants. 

Sec.  65.3. 

Rent  Reductions. 

Sec.  65.4. 

Habitable  Rooms;  Kitchens. 

Sec.  65.5. 

Rent  Reduction  Formula. 

Sec.  65.6. 

Relocation  Requirements. 

Sec.  65.7. 

Relocation  Assistance  Notice. 

Sec.  65.8. 

Relocation  Expenses. 

Sec.  65.9. 

Maximum  Relocation  Costs. 

Sec.  65.10. 

Rent  Reductions  or  Relocation  Payments. 

SEC.  65.1.  APPLICABILITY.  This  Chapter  shall  apply  to  all  owners  of 
residential  dwelling  units  in  San  Francisco  who  perform  seismic  strengthening  work 
on  unreinforced  masonry  buildings  pursuant  to  Chapters  14  and  15  of  the  San 
Francisco  Building  Code.  (Added  by  Ord.  220-92,  App.  7/14/92) 

SEC.  65.2.  NOTICE  TO  TENANTS.  The  owner  or  contractor  shall  post  a 
notice  on  the  tenant’s  door  no  later  than  24  hours  prior  to  beginning  work  in  the 
tenant’s  dwelling  unit.  The  notice  shall  also  be  delivered  by  first  class  mail  or 
delivered  in  person  or  placed  under  the  tenant’s  dwelling  unit  door.  The  notice  shall 
state  when  a room  or  rooms  are  to  be  made  available  for  the  contractor  and  shall  state 
when  the  tenant  will  have  the  room  or  rooms  back  for  his  or  her  use,  and  shall  include 
other  information  as  specified  by  the  Director  of  the  Rent  Board.  (Added  by  Ord.  220- 
92,  App.  7/14/92) 

SEC.  65J.  RENT  REDUCTIONS.  A tenant  who  loses  the  use  of  one  or 
more  rooms  during  the  course  of  the  seismic  strengthening  program  is  entitled  to 
reimbursement  by  the  owner  for  lost  use.  For  purposes  of  this  chapter,  “lost  use”  shall 
be  defined  as  any  loss  of  use  of  a room  undergoing  seismic  work  for  the  period  stated 
in  the  contractor’s  notice  as  provided  in  Section  65.2  above.  The  permanent  loss  of 
one  percent  or  less  of  the  habitable  square  footage  of  the  entire  dewelling  unit  shall 
be  deemed  de  minimis  and  therefore  shall  not  constitute  “lost  use.”  If  the  permanent 
loss  of  habitable  square  footage  of  the  entire  dwelling  unit  exceeds  one  percent,  then 
the  Rent  Board  will  determine  whether  or  not  the  loss  is  de  minimis.  (Added  by  Ord. 
220-92,  App.  7/14/92) 

SEC.  65.4.  HABITABLE  ROOMS;  KITCHENS.  For  purposes  of  this 
Chapter,  “rooms”  are  those  habitable  rooms  defined  in  Section  203.8  of  the  San 
Francisco  Housing  Code.  A legal  kitchen  is  a habitable  room.  (Added  by  Ord.  220-92, 
App.  7/14/92) 
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SEC.  65.5.  RENT  REDUCTION  FORMULA.  The  following  method  shall  4 
be  used  to  calculate  rent  reductions; 

(a)  Total  daily  rent  is  the  monthly  rent  divided  by  31; 

(b)  Value  of  a room  per  day  is  the  total  daily  rent  divided  by  the  number  of 
rooms  in  the  dwelling  unit; 

(c)  Days  of  lost  use  equals  the  number  of  days  posted  in  the  contractor’s  notice 
set  forth  in  Section  65.2  above  or  the  actual  number  of  days  that  the  room  is  unavail- 
able for  use,  whichever  is  greater; 

(d)  Value  of  a room  per  day  times  the  number  of  days  of  lost  use  times  the 
number  of  rooms  lost  equals  the  rent  reduction; 

(e)  For  purposes  of  Subsection  (d)  above,  a legal  kitchen  which  has  lost  its  use 
is  counted  as  two  rooms.  For  purposes  of  Subsection  (b)  above,  a legal  kitchen  counts 
as  one  room; 

(f)  In  addition  to  any  rent  reduction  authorized  by  Subsection  (d)  above,  there 
shall  be  a rent  reduction  of  100  percent  of  the  total  daily  rent  after  the  first  four  hours 
of  loss  of  heat,  electricity  or  water  in  one  or  more  usable  rooms.  There  shall  be  a like 
reduction  for  every  24-hour  period,  or  fraction  thereof,  until  the  heat,  electricity  or 
water  is  restored.  (Added  by  Ord.  220-92,  App.  7/14/92) 

SEC.  65.6.  RELOCATION  REQUIREMENTS.  No  tenant  shall  be  required 
to  vacate  his  or  her  dwelling  unit  during  the  course  of  the  seismic  strengthening  of 
the  building  unless  the  owner  offers  the  tenant  one  of  the  following; 

(a)  A comparable  dwelling  unit  in  the  same  building;  ^ 

(b)  A reasonably  proximate,  comparable  dwelling  unit  in  a building  licensed  ^ 
by  the  City  to  provide  relocation  assistance  and  services  to  temporarily  displaced 
tenants;  or 

(c)  Payment  of  $33  per  tenant  per  day  paid  in  advance  at  one-week  intervals, 
unless  the  tenant  must  relocate  for  more  than  21  days,  in  which  case  the  payment  shall 
be  paid  in  advance  at  one-month  intervals.  (Added  by  Ord.  220-92,  App.  7/14/92) 

SEC.  65.7.  RELOCATION  ASSISTANCE  NOTICE.  The  owner  shall  notify 
the  tenant  at  least  30  days  in  advance  which  form  of  relocation  assistance  will  be 
available  and,  if  applicable,  the  estimated  total  cash  amount.  The  notice  shall  state 
the  estimated  length  of  time  the  tenant  will  be  displaced  from  his  or  her  dwelling  unit. 
(Added  by  Ord.  220-92,  App.  7/14/92) 

SEC.  65.8.  RELOCATION  EXPENSES.  At  least  10  days  prior  to  the 
relocation  date  on  the  notice  in  Section  65.7  above,  the  owner  shall  offer  the  tenant 
the  services  of  a mover  or  a payment  of  $400  per  room.  (Added  by  Ord.  220-92,  App. 
7/14/92)  ' 

SEC.  65.9.  MAXIMUM  RELOCATION  COSTS.  The  owner’s  total  liability 
for  relocation  costs  under  Sections  65.6,  65.7  and  65.8  shall  not  exceed  $1,500  per 
dwelling  unit  per  month.  (Added  by  Ord.  220-92,  App.  7/14/92)  ; 

SEC.  65.10.  RENT  REDUCTIONS  OR  RELOCATION  PAYMENTS.  A ^ j 
tenant  who  receives  relocation  assistance  shall  not  receive  a rent  reduction  for  his  or  ^ [ 
her  dwelling  unit  under  Section  65.3  above.  (Added  by  Ord.  220-92,  App.  7/14/92)  i 
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CHAPTER  66 

SEISMIC  SAFETY  RETROFIT  PROGRAM 


Sections: 

Sec.  66.1.  Definitions. 

Sec.  66.2.  Program  Regulations. 

Sec.  66.3.  Amount  and  Use  of  Program  Funds. 

Sec.  66.4.  Loan  Period. 

Sec.  66.5.  Preservation  of  Housing. 

Sec.  66.6.  Program  Board. 

SEC.  66.1.  DEFINITIONS.  Unless  otherwise  indicated  by  the  context,  the 
following  definitions  shall  govern  construction  of  terms  in  this  Chapter: 

(a)  “Below  market  rate  loan”  shall  mean  a loan  made  from  the  proceeds  of  any 
individual  series  of  bonds  issued  under  the  Program  which  shall  bear  an  interest  rate 
that  yields  a total  annual  return  to  the  City  that  equals  1/3  of  the  City’s  cost  of  funds 
for  that  series. 

(b)  “City’s  cost  of  funds”  for  any  individual  series  of  bonds  issued  under  the 
program  shall  mean  the  true  interest  cost  as  set  forth  in  the  resolution  of  the  Board 
of  Supervisors  awarding  that  series  of  bonds. 

(c)  “Deferred  loan”  is  a below  market  rate  loan  on  which  repayment  of  principal 
and  interest  is  deferred  until  the  sooner  to  occur  of  (1)  20  years  after  the  loan  is  made 
or  (2)  the  borrower  transfers  title  to  the  building  whose  improvements  were  financed 
by  the  loan  proceeds.  Deferred  interest  shall  accrue  and  be  repaid  at  the  time  the 
principal  amount  of  the  deferred  loan  is  due. 

(d)  “Fund”  shall  mean  the  Seismic  Strengthening  Loan  Fund,  established 
pursuant  to  Administrative  Code  Section  10.117-110. 

(e)  “Market  rate  loan”  shall  mean  a loan  made  from  the  proceeds  of  any 
individual  series  of  bonds  issued  under  the  program  which  shall  bear  an  interest  rate 
that,  when  coupled  with  the  annual  administrative  fees  charged  by  the  City,  yields 
a total  annual  return  to  the  City  that  equals  the  City’s  cost  of  funds  for  that  series, 
plus  100  basis  points. 

^ (f)  “Median  income”  shall  mean  the  median  income  for  San  Francisco  PMSA, 

adjusted  for  household  size,  as  published  from  time  to  time  by  the  United  States 
Department  of  Housing  and  Urban  Development,  or  any  successor  to  that  figure 
published  by  that  department  or  any  successor  to  that  department. 

(g)  “^ogram”  shall  mean  the  seismic  safety  retrofit  bond  and  loan  program 
funded  by  the  fund  and  established  by  this  Chapter. 

(h)  “Program  board”  shall  mean  the  program  board  established  pursuant  to 
Section  66.6. 

(i)  “Seismic  strengthening”  shall  mean  actions  taken  by  or  on  behalf  of  the 
owner  of  a building  to  comply  with  the  requirements  of  Chapters  14  and  15  of  the 
San  Francisco  Building  Code,  as  amended  from  time  to  time. 

(j)  “UMB”  shall  mean  an  uiueinforced  masoru-y  bearing  wall  building,  the 
seismic  strengthening  of  which  may  be  financed  by  loan  from  the  fimd.  (Added  by 
Ord.  1-93,  App.  1/7/93) 
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SEC,  66,2.  PROCiRAM  RECJCLATIONS.  (a)  The  Board  of  Supervisors  shall 
adopt  by  ordinance  those  regulations  and  rules  for  the  program  that  the  Board  of 
Supervisors  determines  appropriate.  Those  regulations  shall  address  matters  including, 
but  not  limited  to,  program  and  fund  administration,  nondiscrimination,  qualification 
for  loans,  loan  documentation  and  enforcement.  (Added  by  Ord.  1-93,  App.  1/7/93) 

SEC  66.3.  AMOUNT  AND  USE  OF  PROGRAM  FUNDS,  (a)  A maximum 
of  $350,000,000  will  be  raised  through  the  sale  of  general  obligation  bonds  of  the  City 
for  deposit  into  the  fund  for  use  in  the  program  and  for  payment  of  bond  issuance 
costs. 

(b)  A maximum  of  $150,000,000  of  the  fund  shall  be  made  available  for  below 
market  rate  loans  under  the  program  for  seismic  strengthening  of  UMB’s  in  which 
50  percent  or  more  of  the  floor  area  is  residential  and  at  least  70  percent  of  the 
residential  units  are  and  will  continue  to  be  affordable  to  and  occupied  by  a household 
whose  income  is  at  or  below  60  percent  of  median  income. 

(c)  Of  the  $150,000,000  available  for  below  market  rate  loans,  a maximum  of 
$60,000,000  shall  be  made  available  for  deferred  loans  under  the  program  for  seismic 
strengthening  of  UMB’s  in  which  60  percent  or  more  of  the  floor  area  is  residential 
and  at  least  80  percent  of  the  residential  units  are  and  will  continue  to  be  affordable 
to  and  occupied  by  a household  whose  income  is  at  or  below  40  percent  of  median 
income. 

(d)  A maximum  of  $200,000,000  of  the  fund  shall  be  made  available  for  market 
rate  loans  for  seismic  strengthening  of  UMB’s  not  qualifying  for  loans  under  Subsec- 
tions 66.3(b)  or  66.3(c). 

(e)  To  the  extent  legally  required  for  completion  of  the  seismic  strengthening 
of  or  to  permit  occupancy  of  a building,  up  to  25  percent  of  the  proceeds  of  any  loan 
funded  under  the  program  may  be  spent  on  improvements  to  protect  the  life  or  safety 
of  or  to  provide  disability  access  for  occupants  of  that  building.  (Added  by  Ord.  1-93, 
App.  1/7/93) 

SEC.  66.4.  LOAN  PERIOD.  All  loans  made  under  the  program  shall  be  fully 
amortized  over  a period  of  20  years,  provided  that  all  principal  and  interest  payments 
under  a deferred  loan  shall  be  repaid  in  a single  lump  sum  at  the  end  of  the  deferred 
loan  period.  (Added  by  Ord.  1-93,  App.  1/7/93) 

SEC.  66.5.  PRESERVATION  OF  HOUSING,  (a)  Any  loan,  including  a 
market  rate  loan,  used  to  finance  seismic  strengthening  of  a residential  structure 
containing  units  rented  to  households  specified  in  Section  50079.5  of  the  California 
Health  and  Safety  Code  before  strengthening  shall  be  subject  to  a regulator  agree- 
ment and  related  documents  that  will  ensure  that  the  number  of  those  units  in  the 
structure  will  not  be  reduced  and  will  remain  available  at  affordable  rents  pursuant 
to  Section  50053  of  the  California  Health  and  Safety  Code  (1)  for  as  long  as  any 
portion  of  the  loan  is  unpaid,  and  (2)  in  the  case  of  below  market  rate  loans  repaid 
in  full  in  less  than  20  years,  for  at  least  20  years. 

(b)  In  the  case  of  below  market  rate  loans,  the  regulatory  agreement  and  related 
documents  will  include  provisions  to  assure  the  continued  affordability  and  occupancy, 
for  at  least  20  years,  by  households  as  described  in  Section  66.3,  and  such  other 
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restrictions  and  requirements  as  deemed  appropriate  by  the  Board  of  Supervisors  or 
the  entity  designated  as  administrator  of  the  program. 

(c)  In  addition  to  any  other  restriction  on  the  reduction  of  the  number  of 
residential  units  set  forth  in  this  Chapter,  any  loan  made  under  the  program  that  is 
used  to  finance  seismic  strengthening  shall  be  subject  to  a regulatory  agreement  and 
related  documents  that  will  ensure  that  the  number  of  residential  units,  if  any,  in  the 
structure  being  strengthened  will  not  be  reduced  for  as  long  as  any  portion  of  the  loan 
is  unpaid  except  if  one  of  the  following  conditions  is  met  at  the  time  that  the  loan 
is  made:  (1)  compliance  with  engineering  requirements  necessitates  a reduction  in  the 
number  of  residential  units;  (2)  the  loss  of  units  is  required  to  correct  substandard 
housing  conditions  as  described  in  the  Program  regulations;  or  (3)  the  structure  is  an 
owner-occupied  mixed-use  building  with  four  or  fewer  residential  units.  (Added  by 
Ord.  1-93,  App.  1/7/93) 

SEC.  66.6.  PROGRAM  BOARD,  (a)  The  Board  of  Supervisors  hereby  finds 
and  declares  that  the  individuals  appointed  to  the  office  of  Program  Board  member 
are  intended  to  represent  and  further  (1)  the  interests  of  persons  who  own  a UMB  or 
are  tenants  in  a UMB,  and  (2)  the  interests  of  persons  who  own  an  interest  in  a 
business  enterprise  that  owns  a UMB,  or  is  a tenant  in  a UMB,  and  that  such  represen- 
tation and  interest  will  ultimately  serve  the  public  interest.  Accordingly,  the  Board 
of  Supervisors  finds  that  for  purposes  of  persons  who  hold  such  office,  ownership  of 
or  tenancy  in  a UMB  or  ownership  of  a business  enterprise  that  owns  a UMB  or  is 
a tenant  in  a UMB  is  tantamount  to  and  constitutes  the  public  generally  within  the 
meaning  of  Section  87103  of  the  California  Government  Code.  Nothing  in  this 
legislation  is  intended  to  imply  that  the  members  of  the  Program  Board,  other  than 
the  member  who  is  a member  of  the  Board  of  Supervisors,  are  public  officials  within 
the  meaning  of  the  Political  Reform  Act. 

(b)  There  shall  be  a 13  member  Program  Board  which  shall  consist  of  the 
following  six  persons  or  their  designees  who  shall  be  nonvoting  members: 

(1)  The  Director  of  Business  and  Economic  Development; 

(2)  The  Director  of  the  Mayor’s  Office  of  Housing; 

(3)  The  Controller; 

(4)  The  Director  of  the  Bureau  of  Building  Inspection; 

(5)  The  Director  of  the  Department  of  City  Planning;  and 

(6)  The  President  of  the  Landmarks  Preservation  Advisory  Board; 

and  seven  voting  members  who  shall  consist  of  one  member  of  the  Board  of  Supervi- 
sors, who  shall  be  appointed  by  the  President  of  the  Board  of  Supervisors,  and  one 
member,  who  shall  be  appointed  by  the  Board  of  Supervisors,  from  each  of  the 
following  six  groups: 

(1)  Persons  who  own  a nonresidential  UMB  or  who  own  a business  that  owns 
a nonresidential  UMB,  or  a person  sponsored  by  a member  of  either  such  group; 

(2)  Persons  who  are  tenants  of,  or  owners  of  a business  that  is  a tenant  of,  a 
nonresidential  UMB,  or  a person  sponsored  by  a member  of  either  such  group; 

(3)  Persons  who  are  owners  of  a residential  UMB  or  who  own  a business  that 
owns  a residential  UMB,  or  a person  sponsored  by  a member  of  either  such  group; 

(4)  Persons  who  are  tenants  of  a residential  UMB,  or  a person  sponsored  by 
a member  of  such  a group; 
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(5)  Persons  whose  membership  on  the  Program  Board  has  been  sponsored  by 
a nonprofit  corporation  that  owns  or  manages  a residential  UMB;  and 

(6)  Persons  whose  membership  on  the  Program  Board  has  been  sponsored  by 
a nonprofit  corporation  that  owns  or  manages  a nonresidential  UMB. 

(c)  The  Board  of  Supervisors  shall  appoint  a nine  person  Advisory  Board  that 
shall  make  recommendations  to  and  respond  to  requests  for  advice  from  the  Program 
Board.  The  Advisory  Board  shall  be  composed  of  one  member  from  each  of  the 
following  groups: 

(1)  Persons  active  in  historic  preservation  in  San  Francisco; 

(2)  Disabled  persons; 

(3)  Persons  employed  by  or  owning  an  interest  in  a financial  or  mortgage 
brokerage  institution; 

(4)  Trade  union  members  or  officers; 

(5)  Persons  active  in  efforts  to  preserve  and  protect  the  physical  environment 
of  San  Francisco; 

(6)  Persons  who  own  an  interest  in  a business  that  is  certified  by  the  Human 
Rights  Commission  as  a Disadvantaged  Business  Enterprise; 

(7)  Persons  employed  in  or  owning  an  interest  in  a business  engaged  in  the 
construction  industry; 

(8)  Licensed  structural  engineers;  and 

(9)  Licensed  architects. 

(d)  The  Board  of  Supervisors  shall  have  the  exclusive  authority  to  determine 
the  adequacy  of  the  credentials  of  each  Program  Board  member  and  each  Advisory 
Board  member. 

(e)  Each  member  of  the  Program  Board  and  of  the  Advisory  Board  shall  serve 
for  a term  of  two  years  and  until  his  or  her  successor  assumes  office,  but  may  be 
removed  sooner,  for  any  reason  or  no  reason,  by  a resolution  adopted  by  the  Board 
of  Supervisors. 

(f)  The  Program  Board  shall  recommend  to  the  Board  of  Supervisors  regulations 
for  administration  of  the  program,  including,  but  not  limited  to,  credit  standards  to 
be  used  in  determining  eligibility  for  loans  under  the  program,  loan  documentation 
to  be  used  in  the  program,  enforcement  procedures,  staffing  and  general  policies.  The 
Program  Board  shall  also  advise  the  City  officials  designated  by  the  Board  of 
Supervisors  as  the  administrators  of  the  program  on  matters  of  general  operation  and 
implementation  of  the  program.  The  Program  Board  shall  have  no  other  function  or 
authority  except  to  make  those  recommendations  to  the  Board  of  Supervisors  and  to 
the  program  administrative  staff.  The  Program  Board  shall  not  interfere  in  or  provide 
advice  with  respect  to  the  evaluation  of  any  specific  loan  application  or  the  enforce- 
ment of  any  specific  loan  terms. 

(g)  The  recommendations  of  the  Program  Board  shall  be  advisory  only,  and  the 
Board  of  Supervisors  may  adopt  any  regulations  that  it  determines  appropriate  and 
the  program  administrators  may  undertake  any  actions  that  they  deem  appropriate 
notwithstanding  the  recommendations  of  the  Program  Board. 

(h)  In  making  its  recommendations  to  the  Board  of  Supervisors  and  to  other 
City  officials  with  respect  to  the  implementation  and  the  operation  of  the  program, 
the  Program  Board  shall  hold  public  hearings  to  receive  testimony  from  persons 
interested  in  or  affected  by  the  program. 
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(i)  The  Director  of  Business  and  Economic  Development’s  office  shall  provide 
staff  assistance  for  the  Program  Board  as  is  reasonable  and  feasible  within  the  budget 
and  staff  available  to  the  Director  of  Business  and  Economic  Development’s  office. 
(Added  by  Ord.  1-93,  App.  1/7/93;  amended  by  Ord.  287-96,  App.  7/12/96) 
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SEC.  66A.1.  PURPOSE.  The  purpose  of  this  Chapter  66A  is  to  implement  a 
seismic  safety  loan  program  (“Program”)  by  describing  the  conditions  under  which 
the  City  and  County  of  San  Francisco  (“City”)  may  lend  taxable  general  obligation 
bond  proceeds  to  building  owners  to  finance  the  seismic  retrofit  of  unreinforced 
masonry  buildings.  In  addition  to  the  requirements  of  Administrative  Code  Chapter 
66  and  this  Chapter  66A,  the  Program  shall  also  be  subject  to  all  federal,  state  and 
local  laws  applicable  to  the  issuance  of  bonds  related  to  the  Program,  the  making  of 
loans,  specific  seismic  retrofit  standards,  and  any  other  applicable  matters.  (Added 
by  Ord.  100-94,  App.  3/11/94) 


SEC.  66A.2.  DEFINITIONS.  Unless  otherwise  defined  below,  capitalized 
terms  used  in  this  Chapter  66A  shall  have  the  meanings  set  forth  in  this  Chapter  66A 
or  in  Administrative  Code  Chapter  66. 

(1)  “Annual  Debt  Service”  means  the  annual  sum  of  all  payments  due  on 
obligations  secured  by  the  Property,  as  defined  below,  for  the  12  months  following 
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the  date  of  application  for  a Seismic  Safety  Loan,  as  defined  below,  including  any 
payments  which  will  be  due  on  the  proposed  Seismic  Safety  Loan,  but  shall  not 
include  depreciation  of  the  Property. 

(2)  “Annual  Net  Operating  Income”  means  the  annual  sum  of  all  gross  income 
estimated  to  be  generated  by  the  Property,  as  defined  below,  during  the  12  months 
following  the  date  of  application  for  a Seismic  Safety  Loan,  as  defined  below,  less 
the  sum  of  all  operating  expenses  for  the  Property  during  such  period. 

(3)  “Applicant”  means  an  applicant  for  a Seismic  Safety  Loan,  as  defined 
below. 

(4)  “Bolts  Plus”  means  the  retrofit  standard  defined  in  San  Francisco  Building 
Code  Section  1603B  and  permitted  under  San  Francisco  Building  Code  Section 
1609C.2. 

(5)  “Bond  Proceeds”  means  the  proceeds  of  taxable  general  obligation  bonds 
to  be  issued  by  the  City  to  finance  the  Program,  including  interest  on  such  proceeds. 

(6)  “Borrower”  means  a recipient  of  a Seismic  Safety  Loan,  as  defined  below. 

(7)  “Building  Code”  means  the  San  Francisco  Building  Code,  as  it  may  be 
amended  from  time  to  time. 

(8)  “Debt  Service  Coverage  Ratio”  shall  be  the  ratio  of  Annual  Net  Operating 
Income  on  the  Property,  as  defined  below,  to  Annual  Debt  Service  on  the  Property. 

(9)  “General  Procedure”  means  the  retrofit  standard  defined  in  Building  Code 
Section  1610C. 

(10)  “Loan  Committee”  means  the  Unreinforced  Masonry  Building  Loan 
Committee,  as  further  defined  in  Section  66A.14. 

(11)  “Loan  to  Value  Ratio”  means  the  ratio  of  the  outstanding  principal  balance 
of  all  financing  secured  by  the  Property,  as  defined  below,  including  the  proposed 
Seismic  Safety  Loan,  as  defined  below,  to  the  Market  Value  of  the  Property. 

(12)  “Market  Value”  of  the  Property,  as  defined  below,  means  the  value  of  the 
Property  as  determined  by  an  appraiser  approved  by  the  City  who  possesses  a State 
of  California  appraisal  license,  certified  general,  based  on  both  historical  data  and 
projected  income  and  value  following  completion  of  Seismic  Strengthening,  as  defined 
in  Administrative  Code  Section  66.1(i).  Such  appraisal  shall  be  dated  no  earlier  than 
90  days  prior  to  the  date  of  application  for  a Seismic  Safety  Loan,  as  defined  below. 
The  Applicant  shall  be  fully  responsible  for  the  cost  of  obtaining  such  an  appraisal. 
The  Program  Administrator,  as  defined  below,  shall  provide  prospective  Applicants 
with  a list  of  preapproved  appraisers.  The  Applicant  may  obtain  the  prior  written 
approval  of  the  Program  Administrator  in  the  event  the  Applicant  wishes  to  utilize 
an  appraiser  other  than  as  specified  on  such  list. 

(13)  “Program  Administrator”  means  a representative  of  the  Director  of  Business 
and  Economic  Development’s  office,  as  specified  in  Section  66A.27. 

(14)  “Program  Regulations”  means  regulations  to  be  developed  by  the  Program 
Administrator,  which  will  address  those  issues  specified  in  this  Chapter  66A,  in 
addition  to  any  other  matters  deemed  necessary  by  the  Program  Administrator  in  order 
to  implement  Chapters  66  and  66A. 

(15)  “Property”  means  an  unreinforced  masonry  bearing  wall  building  (“UMB”), 
as  defined  in  Administrative  Code  Section  66.1(j),  together  with  the  legal  parcel(s) 
of  real  property  on  which  the  UMB  is  located. 

(16)  “Regulatory  Agreement”  means  an  agreement  to  be  executed  by  the 
Property  owner  and  recorded  against  the  Property  in  order  to  restrict  subsequent  use 
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of  the  Property,  as  further  described  in  Administrative  Code  Section  66.5  and  in  this 
Chapter  66A. 

(17)  “Section  3403.6”  means  the  retrofit  standard  defined  in  Building  Code 
Section  3403.6. 

(18)  “Seismic  Safety  Loan”  means  a loan  made  pursuant  to  Administrative  Code 
Chapters  66  and  66A,  and  includes  Below  Market  Rate  Loans,  Deferred  Loans  and 
Market  Rate  Loans,  each  as  defined  in  Administrative  Code  Section  66.1. 

(19)  “Special  Procedure”  means  the  retrofit  standard  defined  in  Building  Code 
Section  1611C.  (Added  by  Ord.  100-94,  App.  3/11/94;  amended  by  Ord.  287-96,  App. 
7/12/96) 

SEC.  66A.3.  PROGRAM  PERSONNEL.  In  addition  to  the  Program  Adminis- 
trator and  Loan  Committee,  as  further  described  in  this  Chapter  66A,  the  following 
individuals  or  entities  shall  assist  in  the  operation  of  the  Program.  Each  individual/ 
entity  shall  be  selected  through  a request  for  proposals  process  to  be  conducted  by 
the  UMB  Program  Administrator.  The  City  shall  enter  into  agreements  to  obtain  the 
services  of  such  individuals  and/or  entities  according  to  applicable  City  procedures 
and  subject  to  all  required  City  approvals. 

(1)  Loan  Packager.  The  loan  packager(s)  may  be  private  lender(s)  or  financial 
consultant(s),  as  approved  by  the  Program  Administrator  (collectively,  the  “Loan 
Packager”).  TTie  duties  of  the  Loan  Packager  are  described  in  Section  66A.1 1,  below. 

(2)  Financial  Consultant.  The  financial  consultant  (“Financial  Consultant”) 
shall  perform  the  duties  described  in  Sections  66A.13  and  66A.17,  below. 

(3)  Loan  Servicer.  The  Loan  Servicer  shall  be  a private  lender  and/or  loan 
servicer  (“Loan  Servicer”).  The  duties  of  the  Loan  Servicer  are  described  in  Section 
66A.18,  below.  (Added  by  Ord.  100-94,  App.  3/11/94;  amended  by  Ord.  237-96,  App. 
6/11/96) 

SEC.  66A.4.  LENDING  CRITERIA.  Applicants  must  satisfy  the  following 
criteria,  at  a minimum,  in  order  to  be  eligible  for  consideration  for  receipt  of  a 
Seismic  Safety  Loan.  The  Loan  Committee  may  also  consider  those  additional  factors 
described  in  Section  66A.4(2)  in  determining  whether  to  approve  a Seismic  Safety 
Loan.  In  no  event  will  an  Applicant’s  satisfaction  of  the  criteria  in  this  Section  66A.4 
be  deemed  to  guarantee  approval  of  a Seismic  Safety  Loan  for  the  Applicant. 

(1)  Underwriting  Criteria. 

(a)  Below  Market  Rate  Loans.  Each  Applicant  for  a Below  Market  Rate  Loan 
must  show  that  the  Property  to  be  rehabilitated  satisfies  one  of  the  following  criteria: 

(i)  The  Loan  to  Value  Ratio  of  the  Property  shall  not  exceed  95  percent,  and 
the  Property  shall  have  a minimum  Debt  Service  Coverage  Ratio  of  l.lx;  or 

(ii)  The  Loan  to  Value  Ratio  of  the  Property  shall  not  exceed  90  percent,  and 
the  Property  shall  have  a minimum  Debt  Service  Coverage  Ratio  of  1.05x. 

(b)  Deferred  Loans.  Each  Applicant  for  a Deferred  Loan  must  show  that  the 
Property  to  be  rehabilitated  satisfies  the  following  criteria:  The  Loan  to  Value  Ratio 
of  the  Property  shall  not  exceed  95  percent. 

(c)  Market  Rate  Loans.  Each  Applicant  for  a Market  Rate  Loan  must  show 
that  the  Property  to  be  rehabilitated  satisfies  one  of  the  following  criteria: 

(i)  The  Loan  to  Value  Ratio  shall  not  exceed  95  percent,  and  the  Property  shall 
have  a minimum  Debt  Service  Coverage  Ratio  of  l.lx;  or 
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(ii)  The  Loan  to  Value  Ratio  shall  not  exceed  90  percent,  and  the  Property  shall 
have  a minimum  Debt  Service  Coverage  Ratio  of  1.05x. 

(2)  Other  Lending  Criteria.  In  addition  to  the  underwriting  criteria  specified 
in  Section  66A.4(1),  above,  the  Loan  Committee  shall  evaluate  each  of  the  following 
factors  for  each  Applicant,  as  these  factors  are  more  fully  addressed  in  the  Program 
Regulations: 

(a)  Creditworthiness.  The  Loan  Committee  shall  evaluate  an  Applicant’s  credit 
history  and  likelihood  of  making  timely  loan  repayments. 

(b)  Net  Worth.  The  Loan  Committee  shall  examine  an  Applicant’s  net  worth 
and  income. 

(c)  Experience.  The  Loan  Committee  shall  determine  whether  an  Applicant  has 
experience  with  rehabilitation  projects,  and  whether  such  experience  may  contribute 
to  the  likelihood  of  timely  completion  of  the  Seismic  Strengthening  and  repayment 
of  the  Seismic  Safety  Loan. 

(d)  Scope  of  Work.  The  Loan  Committee  shall  assess  the  degree  to  which  the 
proposed  scope  and  timing  of  the  Seismic  Strengthening  will  address  the  needs  of  the 
Property  and  the  surrounding  neighborhood  with  regard  to  habitability  and  marketabil- 
ity of  the  Property. 

(e)  Additional  Factors.  In  the  event  a Property  does  not  meet  the  Loan  to 
Value  and/or  Debt  Service  Coverage  Ratio  Requirements  set  forth  above,  the  Loan 
Committee  may  consider  the  following  factors  in  determining  whether  to  approve  a 
Seismic  Safety  Loan,  in  the  following  order  of  priority: 

(1)  The  Applicant’s  ability  and  willingness  to  repay  the  Seismic  Safety  Loan, 
including  the  availability  of  additional  real  property  collateral  as  described  in  Section 
66A.6(2),  and  the  availability  of  personal  or  corporate  guarantees,  as  described  in 
Section  66A.6(2); 

(ii)  The  extent  to  which  proposed  rehabilitation  costs  may  be  reduced  in  order 
to  permit  the  Applicant  to  qualify  for  a lesser  Seismic  Safety  Loan  amount;  and 

(iii)  The  extent  to  which  existing  lenders  of  financing  secured  by  the  Property 
have  agreed  to  subordinate  the  liens  of  their  deeds  of  trust  or  other  encumbrances  to 
the  lien  of  the  deed  of  trust  (“Deed  of  Trust”)  in  favor  of  the  City  securing  a 
Borrower’s  obligations  in  connection  with  a Seismic  Safety  Loan.  (Added  by  Ord. 
100-94,  App.  3/11/94) 

SEC.  66A.5.  DOCUMENTATION  FOR  SEISMIC  SAFETY  LOANS. 
(1)  Each  Seismic  Safety  Loan  shall  be  evidenced  by  a loan  agreement,  a promissory 
note,  a Deed  of  Trust,  a Regulatory  Agreement  (where  applicable),  escrow  instruc- 
tions, and  any  other  documents  reasonably  required  to  evidence  the  Seismic  Safety 
Loan  and  adequately  protect  the  City’s  interest  in  the  Applicant’s  completion  of  the 
Seismic  Strengthening  and  repayment  of  the  Seismic  Safety  Loan.  The  form  and 
content  of  such  loan  documents  shall  be  reviewed  and  approved  by  the  City 
Attorney’s  Office  and  the  Program  Administrator. 

(2)  As  a condition  to  the  close  of  any  Seismic  Safety  Loan,  the  Deed  of  Trust 
and  Regulatory  Agreement  (where  applicable)  shall  be  recorded  as  liens  against  the 
Property,  subject  only  to  those  encumbrances  approved  by  the  City.  The  loan  docu- 
ments shall  provide  that  a Seismic  Safety  Loan  shall,  at  the  City’s  option,  be  due  and 
payable  immediately  upon  the  close  of  escrow  of  any  sale  or  transfer  of  the  Property. 
The  City  may  permit  subsequent  owners  of  the  Property  or  transferees  of  the  Borrower 
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protect  the  life  or  safety  of  or  to  provide  legally  required  disability  access  for 
occupants  of  the  Property.  In  the  event  the  Program  Board  determines  that  greater  than 
25  percent  of  the  amount  of  a Seismic  Safety  Loan  is  generally  requested  to  complete 
the  work  described  in  this  Section  66A.9(2),  the  Program  Board  may  recommend  to 
the  Board  of  Supervisors  that  this  Section  be  amended  to  increase  the  25  percent  cap. 
(Added  by  Ord.  100-94,  App.  3/11/94;  amended  by  Ord.  237-96,  App.  6/11/96) 

SEC.  66A.10.  BIDDING  REQUIREMENTS;  MINORITY/WOMEN 
BUSINESS  ENTERPRISES.  (1)  Prior  to  applying  for  a Seismic  Safety  Loan,  each 
Applicant  shall  obtain  a minimum  of  three  qualified  bids  for  performance  of  the  work 
to  be  financed  by  a Seismic  Safety  Loan.  All  three  bids  must  be  included  with  an 
application.  At  least  one  of  those  bids  shall  be  from  a contractor  and/or  engineer, 
whichever  type  of  professional  with  whom  the  Applicant  intends  to  enter  into  a 
contract  for  performance  of  Seismic  Strengthening,  which  has  been  certified  by  the 
City’s  Human  Rights  Commission,  pursuant  to  Administrative  Code  Section  12D.6 
(B)l,  as  an  MBE,  WBE  or  M/WBE,  as  defined  in  Administrative  Code  Section  12D.5. 
The  Program  Administrator  shall  make  available  to  Applicants  a list  of  certified 
MBEs,  WBEs  and  M/WBEs  from  which  such  bids  may  be  solicited.  In  no  event  shall 
the  Applicant  be  required  to  pay  any  bid  preparation  fee  to  the  MBE,  WBE  and/or 
M/WBE. 

(2)  It  is  the  goal  of  the  Board  of  Supervisors  that  25  percent  of  all  Seismic 
Safety  Loan  proceeds  disbursed  in  the  Program  be  paid  by  Borrowers  to  contractors 
who  are  MBEs,  WBEs  and/or  M/WBES.  (Added  by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.11.  LOAN  PACKAGING.  (1)  Duties.  Loan  packaging  shall  consist 
of  preparing  an  application  for  a Seismic  Safety  Loan  for  submission  to  the  Loan 
Committee.  An  Applicant  may  prepare  his  or  her  own  loan  package,  or  may  utilize 
the  services  of  a Loan  Packager. 

(2)  Loan  Packaging  Fees.  Loan  packaging  fees  charged  by  the  Loan  Packager 
shall  be  included  in  the  principal  balance  of  an  approved  Seismic  Safety  Loan,  and 
shall  be  paid  to  the  Loan  Packager  at  the  time  of  the  close  and  funding  of  such 
Seismic  Safety  Loan.  In  no  event  shall  the  amount  of  such  fees  for  any  Seismic  Safety 
Loan  exceed  five  percent  the  principal  balance  of  such  loan.  (Added  by  Ord.  100-94, 
App.  3/11/94) 

SEC.  66A.12.  LOAN  APPLICATION  PROCESS.  Loan  application  informa- 
tion and  forms  may  be  obtained  from  the  Program  Administrator,  or  such  other 
location  or  individual  as  may  be  determined  by  the  Program  Administrator.  The 
application  package  will  indicate  procedures  for  returning  completed  applications. 
(Added  by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.13.  INITIAL  REVIEW  OF  LOAN  APPLICATIONS  BY  FINAN- 
CIAL CONSULTANT.  Applicants  or  the  Loan  Packager  shall  submit  completed 
applications  to  the  Financial  Consultant  for  an  initial  review  of  consistency  with  the 
regulations  in  this  Chapter  66A.  The  Financial  Consultant  shall  then  take  one  of  the 
following  actions: 

( 1 ) Return  any  incomplete  or  insufficient  loan  application  to  the  Loan  Packager 
or  to  the  Applicant,  in  cases  where  the  Applicant  does  not  utilize  a Loan  Packager, 
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together  with  a brief  explanation  of  any  additional  information  needed  to  complete 
the  application;  or 

(2)  Transmit  the  complete  loan  application  to  the  Program  Administrator,  to  be 
forwarded  to  the  Loan  Committee,  together  with  an  indication  of  whether  (a)  the 
application  meets  the  minimum  criteria  set  forth  in  Sections  66A.4,  and  (b)  the 
Financial  Consultant  recommends  approval  of  the  loan,  and  the  basis  for  such 
recommendation.  In  addition,  the  Program  Administrator  shall  provide  copies  of  the 
Financial  Consultant’s  recommendation  to  the  Applicant  at  least  five  days  prior  to 
consideration  of  the  application  by  the  Loan  Committee.  (Added  by  Ord.  100-94,  App. 
3/11/94) 

SEC.  66A.14.  UNREINFORCED  MASONRY  BUILDING  LOAN  COM- 
MITTEE. (1)  Members.  The  Loan  Committee  shall  consist  of  the  following  members 
as  appointed  by  the  Director  of  Business  and  Economic  Development,  each  of  whom 
shall  be  voting  members: 

(a)  The  Program  Administrator  or  his/her  designee; 

(b)  A financial  expert  or  mortgage  broker; 

(c)  A real  estate  appraiser  or  other  commercial  real  estate  expert; 

(d)  A finance  expert,  with  experience  in  affordable  housing  development,  from 
the  Mayor’s  Office  of  Housing  or  the  successor  to  that  office,  or  if  no  such  office 
exists,  from  a City  department  with  experience  in  housing  development  and  finance; 
and 

(e)  An  engineering  cost  estimator. 

(2)  Quorum.  Three  members  of  the  Loan  Committee  shall  constitute  a quorum 
for  the  purposes  of  accomplishing  the  duties  set  forth  in  Subsection  (3)  below.  A 
simple  majority  vote  of  three  members  shall  be  necessary  to  approve  any  loan 
application  or  take  any  other  action.  All  decisions  of  the  Loan  Committee  shall  be 
final. 

(3)  Meetings.  The  Loan  Committee  shall  meet  on  a monthly  basis  at  a time  and 
place  determined  by  the  Loan  Committee.  All  meetings  shall  be  noticed  in  accordance 
with  applicable  State  and  local  law. 

(4)  Duties.  The  Loan  Committee  shall  perform  the  following  duties: 

(a)  The  Loan  Committee  shall  meet  on  a monthly  basis  at  times  and  places 
specified  by  the  Loan  Committee,  and  determine  whether  to  approve  or  disapprove 
a loan  application.  In  the  case  of  disapproval,  the  Loan  Committee  may  indicate  the 
reasons  for  such  disapproval,  and  the  Applicant  may  choose  to  reapply  in  accordance 
with  the  requirements  of  this  Chapter  66A. 

(b)  The  Loan  Committee  may  make  approval  of  any  loan  subject  to  satisfaction 
of  specific  conditions  subsequent. 

(5)  Priority  of  Applications.  In  the  event  the  Loan  Committee  receives  applica- 
tions for  Seismic  Safety  Loans  in  excess  of  Bond  Proceeds  then  available  for  Loans, 
the  Loan  Committee  shall  consider  applications  according  to  the  following  priorities: 

(a)  Properties  which  have  been  assigned  a risk  level  under  Section  14043(b)(2) 
(B)  of  the  San  Francisco  Building  Code  which  imposes  a shorter  period  for  comple- 
tion of  Seismic  Strengthening  shall  receive  a greater  priority  than  those  Properties 
which  have  received  a risk  level  which  allows  a longer  period  for  compliance. 

(b)  Properties  with  architectural  or  historic  significance  (including  only  those 
Properties  listed  in  Article  10  of  the  City  Planning  Code  (City  Landmarks  and  Historic 
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Districts),  Article  11  of  the  City  Planning  Code  (Downtown  Properties),  the  California 
Register  of  Historical  Resources  or  the  National  Register  of  Historic  Places)  shall 
receive  a greater  priority  than  Properties  not  so  listed. 

(c)  Properties  with  existing  residential  or  commercial  tenants  shall  receive  a 
greater  priority  than  vacant  Properties. 

(d)  Applications  which  include  a bid  containing  a hiring  plan  to  hire  more  than 
25  percent  of  their  total  construction  workforce,  measured  in  labor  hours,  from  the 
designated  pool  of  economically  disadvantaged  individuals,  as  described  in  Section 
66A.23,  and  accompanying  Program  Regulations,  shall  receive  a greater  priority  than 
applications  with  no  such  hiring  plan.  (Added  bv  Ord.  100-94,  App.  3/1 1/94;  amended 
by  Ord.  287-96,  App.  7/12/96) 

SEC.  66A.15.  LOAN  COMMITTEE  DECISIONS.  Even  if  an  Applicant 
meets  all  of  the  eligibility  criteria  in  this  Chapter  66A,  the  Loan  Committee  may,  in 
its  discretion,  choose  not  to  approve  any  proposed  Seismic  Safety  Loan  or  to  approve 
any  Seismic  Safety  Loan  for  less  than  the  amount  requested  by  the  Applicant.  Such 
a decision  may,  but  need  not,  be  based  upon  the  Loan  Committee’s  determination  that 
the  amount  of  the  requested  loan  would  prevent  the  optimal  use  of  the  Bond  Proceeds 
during  any  fiscal  year,  that  the  demand  for  Bond  Proceeds  during  any  fiscal  year 
exceeds  the  available  supply  of  such  proceeds,  or  upon  any  other  factor.  (Added  by 
Ord.  100-94,  App.  3/11/94) 

SEC.  66A.16.  CLOSE  OF  SEISMIC  SAFETY  LOAN.  The  Program  Regula- 
tions shall  contain  procedures  for  the  close  of  each  Seismic  Safety  Loan,  including 
required  title  insurance  and  endorsements  for  the  benefit  of  the  City.  (Added  by  Ord. 
100-94,  App.  3/11/94) 

SEC.  66A.17.  LOAN  DISBURSEMENTS  AND  MONTTORING  BY  FINAN- 
CIAL CONSULTANT.  (1)  Disbursement  of  Bond  Proceeds  to  Financial  Consul- 
tant. The  City’s  Treasurer  shall  be  responsible  for  disbursing  to  the  Financial 
Consultant,  from  Bond  Proceeds,  the  monies  needed  in  connection  with  the  close  of 
any  Seismic  Safety  Loan.  Such  disbursements  shall  be  made  from  time  to  time  or 
upon  the  close  of  a Seismic  Safety  Loan,  as  determined  by  the  Treasurer. 

(2)  Duties  of  Financial  Consultant.  In  addition  to  the  duties  described  in 
Section  66A.13,  above,  the  Financial  Consultant  shall  be  responsible  for  disbursement 
of  Seismic  Safety  Loan  proceeds  and  monitoring  construction  progress.  In  addition, 
the  Financial  Consultant  shall  work  with  those  departments  or  individuals  designated 
by  the  Program  Administrator  to  monitor  compliance  with  all  applicable  loan  docu- 
ments, Administrative  Code  Chapters  66  and  66A,  and  all  other  applicable  State  and 
local  laws,  except  as  provided  in  Section  66A.24,  below.  The  Financial  Consultant 
shall  disburse  loan  proceeds  to  the  Borrower  in  accordance  with  disbursement 
procedures  specified  in  the  Program  Regulations.  Such  guidelines  shall,  at  a minimum, 
require  the  Financial  Consultant  or  his/her  agent  to  periodically  inspect  the  progress 
of  Seismic  Strengthening  and  to  disburse  loan  proceeds  based  on  the  level  of  comple- 
tion. 

(3)  Financial  Consultant  Fees.  The  City  may  pay  required  fees  to  the  Financial 
Consultant  from  the  Bond  Proceeds.  (Added  by  Ord.  100-94,  App.  3/11/94;  amended 
by  Ord.  237-96,  App.  6/11/96) 
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SEC.  66A.18.  LOAN  SERVICING.  (1)  Duties  of  Loan  Servicer.  The  Loan 
Servicer  shall  receive  repayments  of  Seismic  Safety  Loans,  account  for  all  such 
repayments,  and  provide  to  the  Program  Administrator  monthly  statements  of  such 
accounts  for  each  outstanding  Seismic  Safety  Loan. 

(2)  Loan  Servicing  Fees.  The  City  may  pay  required  fees  to  the  Loan  servicer 
from  the  Bond  Proceeds.  (Added  by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.19.  BASE  WAGES.  Except  in  cases  where  prevailing  wages  are  paid 
pursuant  to  Section  66A.20,  all  individuals  performing  work  financed  in  whole  or  part 
by  a Seismic  Safety  Loan  shall  be  paid  not  less  than  $9.00  per  hour,  excluding 
overhead  and  benefits.  (Added  by  Ord.  100-94,  App.  3/11/94;  amended  by  Ord.  237- 
96,  App.  6/11/96) 

SEC.  66A.20.  PREVAILING  WAGES.  In  cases  where  the  total  loan  package 
exceeds  $750,000,  all  individuals  performing  such  work  shall  be  paid  not  less  than 
the  highest  general  prevailing  rate  of  wages  as  determined  in  accordance  with 
Administrative  Code  Section  6.37  or  other  applicable  City  laws  regarding  the 
determination  of  prevailing  wages.  (Added  by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.21.  PROPERTY/LIABILITY  INSURANCE.  As  a condition  prece- 
dent to  receipt  of  a Seismic  Safety  Loan,  the  Borrower  shall  maintain  or  cause  to  be 
maintained  insurance  in  types  and  amounts  determined  by  the  City’s  Risk  Manager 
and  the  Program  Administrator.  The  Program  Regulations  shall  include  guidelines  for 
such  required  insurance  coverage,  which  may  include  but  shall  not  be  limited  to 
general  liability  insurance,  property  insurance,  and  workers  compensation  coverage. 
(Added  by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.22.  HEALTH  INSURANCE.  Except  in  cases  where  prevailing 
wages  are  paid  pursuant  to  Section  66A.20,  construction  contractors  performing  work 
financed  in  whole  or  part  by  a Seismic  Safety  Loan  shall  provide  to  their  employees 
and  their  employees’  dependents  health  coverage  of  a type  and  cost  similar  to  that 
generally  provided  by  a Health  Maintenance  Organization  or  Kaiser  Hospitals,  as  will 
be  more  specifically  described  in  the  Program  Regulations,  until  such  time  as  a 
national  health  service  plan  applicable  to  such  individuals  is  implemented  by  the 
federal  government.  Guidelines  regarding  the  cost  and  type  of  health  coverage 
required  by  this  Section  shall  be  specified  in  the  Program  Regulations.  The  cost  for 
such  coverage  shall  be  borne  solely  by  the  contractor;  provided  that  dependent 
coverage  shall  be  offered  to  the  employee  under  the  Health  Maintenance  Organi- 
zation’s plan  at  the  employee’s  expense.  (Added  by  Ord.  100-94,  App.  3/11/94; 
amended  by  Ord.  237-96,  App.  6/11/96) 

SEC.  66A.23.  ECONOMICALLY  DISADVANTAGED  HIRE  REQUIRE- 
MENT. (1)  According  to  a program  to  be  more  fully  described  in  the  Program 
Regulations,  in  cases  where  the  total  principal  amount  of  a Seismic  Safety  Loan  is 
equal  to  or  greater  than  $200,000,  borrowers  shall  require  that  their  contractors 
performing  work  financed  in  whole  or  part  by  a Seismic  Safety  Loan  hire  economical- 
ly disadvantaged  individuals  to  comprise  no  less  than  25  percent  of  each  contractor’s 
total  construction  work  force,  measured  in  labor  hours.  For  purposes  of  this  Section 
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66A.23,  an  “economically  disadvantaged  individual”  means  an  individual  who  earns 
no  more  than  25  percent  of  median  income  for  the  San  Francisco  Metropolitan 
Statistical  Area,  as  determined  by  the  United  States  Department  of  Housing  and  Urban 
Development  from  time  to  time.  The  Program  Administrator  will  collaborate  with  a 
consortium  of  tax-exempt  nonprofit  community-based  employment  agencies,  to  be 
designated  in  the  Program  Regulations,  to  refer  and  place  these  economically  disad- 
vantaged persons. 

(2)  In  cases  where  the  total  principal  amount  of  a Seismic  Safety  Loan  is  less 
than  $200,00,  it  shall  be  a goal  that  25  percent  of  the  contractor’s  new  hires  be 
economically  disadvantaged  individuals,  as  defined  above.  (Added  by  Ord.  100-94, 
App.  3/11/94;  amended  by  Ord.  237-96,  App.  6/11/96) 

SEC.  66A.24.  MONITORING  FOR  COMPLIANCE  WITH  REGULATORY 
AGREEMENTS.  The  Mayor’s  Office  of  Housing  or  its  successor  shall  be  responsible 
for  monitoring  compliance  with  Regulatory  Agreements.  (Added  by  Ord.  100-94,  App. 
3/11/94) 

SEC.  66A.25.  PROGRAM  REVIEW.  The  Program  Board  shall  review  all 
aspects  of  the  Program  after  one  and  one-half  years  after  commencement  of  the 
Program  to  determine  whether  any  amendments  to  this  Chapter  66A,  or  any  other 
applicable  local  laws,  should  be  recommended  to  the  Board  of  Supervisors  for 
adoption.  (Added  by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.26.  PROGRAM  REGULATIONS.  The  Program  Administrator  shall 
develop  Program  Regulations  to  address  the  issues  specified  in  this  Chapter  66A  and 
such  other  matters  as  deemed  necessary  by  the  Program  Administrator  for  efficient 
administration  of  the  Program.  Such  Program  Regulations  shall  be  subject  to  review 
and  approval  by  the  Director  of  Business  and  Economic  Development  and  the  City 
Attorney’s  Office.  (Added  by  Ord.  100-94,  App.  3/11/94;  amended  by  Ord.  287-96, 
App.  7/12/96) 

SEC.  66A.27.  PROGRAM  MANAGEMENT.  The  Director  of  Business  and 
Economic  Development  shall  be  responsible  for  management  of  the  Program  in 
accordance  with  these  requirements.  The  Director  of  Business  and  Economic  Develop- 
ment shall  appoint  an  individual  to  serve  as  the  Program  Administrator,  who  will  be 
responsible  for  the  day-to-day  management  of  the  Program.  (Added  by  Ord.  100-94, 
App.  3/11/94;  amended  by  Ord.  287-96,  App.  7/12/96) 

SEC.  66A.28.  AFFIRMATIVE  ACTION.  The  City’s  affirmative  action  goals, 
as  described  in  Administrative  Code  Section  12B.4,  shall  apply  to  contractors 
performing  Seismic  Strengthening  under  contracts  with  Borrowers  under  this  Program. 
Compliance  with  those  goals  shall  be  monitored  by  the  Director  of  Business  and 
Economic  Development  and  the  Program  Administrator,  as  specified  in  Administrative 
Code  Section  66A.27.  (Added  by  Ord.  100-94,  App.  3/11/94;  amended  by  Ord.  287- 
96,  App.  7/12/96) 
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to  assume  an  existing  Seismic  Safety  Loan,  provided  that  the  Property  and  the 
subsequent  owners  or  transferees  continue  to  meet  the  criteria  set  forth  in  Section 
66A.4,  and  that  any  such  subsequent  owner  or  transferee  expressly  agrees  in  writing 
to  assume  all  of  the  Borrower’s  obligations  under  the  Seismic  Safety  Loan  documents. 

(3)  A default  under  any  document(s)  evidencing  a Seismic  Safety  Loan, 
including  but  not  limited  to  a Regulatory  Agreement,  shall  constitute  a default  under 
the  loan  agreement  and  allow  the  City  to  pursue  any  remedies  available  at  law  or  in 
equity.  (Added  by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.6.  SECURITY  FOR  SEISMIC  SAFETY  LOANS.  (1)  Deed  of 
Trust  As  security  for  Borrower’s  obligations  in  connection  with  the  Seismic  Safety 
Loan,  the  Borrower  shall  execute  and  deliver  a deed  of  trust  and  assignment  of  rents 
(“Deed  of  Trust”)  on  the  Property  in  favor  of  the  City.  As  a condition  to  the  close 
of  the  Seismic  Safety  Loan,  the  City  shall  record  the  Deed  of  Trust  against  the 
Property,  subject  only  to  those  liens  and  encumbrances  approved  in  writing  by  the 
city. 

(2)  Additional  Collateral.  In  the  event  an  Apphcant  meets  the  other  lending 
criteria  specified  in  Section  66A.4(2),  above,  but  does  not  meet  the  Loan  to  Value 
Ratio  or  Debt  Service  Coverage  Ratio  set  forth  in  Section  66A.4(1),  above,  the  Loan 
Committee  may  choose  to  accept  any  of  the  following  collateral,  in  addition  to  the 
Deed  of  Trust: 

(a)  Personal  Guaranty.  In  cases  where  (i)  the  Applicant  is  an  organization 
exempt  from  taxation  under  the  Internal  Revenue  laws  of  the  United  States  and  the 
Revenue  and  Taxation  Code  of  the  State  of  California  as  a bona  fide  fraternal, 
charitable,  benevolent,  religious  or  other  nonprofit  organization;  and  (ii)  the  Property 
does  not  meet  the  underwriting  criteria  set  forth  in  Section  66A.4(1),  above,  then  the 
Loan  Committee  may  choose  to  accept,  in  addition  to  the  Deed  of  Trust,  a personal, 
corporate  or  other  guaranty  issued  for  the  benefit  of  the  City  from  an  individual  or 
entity  unrelated  to  the  Applicant  (“Guaranty”)  to  guaranty  the  Borrower’s  obligations 
in  connection  with  the  Seismic  Safety  Loan.  Such  guarantee  shall  be  in  form  and 
substance  satisfactory  to  the  Loan  Committee.  The  Loan  Committee  may  request  any 
information  required  to  support  the  creditworthiness  of  the  individual  or  party 
proposing  to  issue  the  Guaranty. 

(b)  Additional  Real  Property  Security.  The  Loan  Committee  may  accept 
additional  real  property  security  to  be  subject  to  a lien  of  a Deed  of  Trust.  Such  real 
propert}'  must  be  located  within  the  nine-county  San  Francisco  Bay  Area.  The  Loan 
to  Value  Ratio  of  such  additional  real  property  shall  not  exceed  75  percent.  (Added 
by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.7.  SUBORDINATION  OF  LIENS  SECURING  SEISMIC 
SAFETY  LOANS.  (1)  The  City  shall  negotiate  with  other  existing  and  proposed  lien 
holders  and  other  holders  of  obligations  secured  by  the  Property  in  order  to  gain  a 
superior  position  for  the  lien  of  the  Deed  of  Trust  and  the  Regulatory  Agreement,  if 
applicable. 

(2)  In  the  case  of  a Market  Rate  Loan,  the  City  may,  in  its  discretion,  agree  to 
subordinate  the  lien  of  the  Deed  of  Trust  to  subsequent  lenders  providing  financing 
for  the  rehabilitation  of  the  Property,  so  long  as  the  Property  continues  to  meet  the 
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underwriting  criteria  set  forth  in  Section  66A.4(1),  above.  (Added  by  Ord.  100-94, 
App.  3/11/94) 

SEC.  66A.8.  PERMISSIBLE  LOAN  AMOUNTS.  (1)  Determination.  The 
Program  Board,  as  defined  in  Administrative  Code  Section  66.6,  shall  work  with  the 
City’s  Bureau  of  Building  Inspection  and  such  other  City  departments  as  determined 
by  the  Program  Administrator  to  determine  permissible  cost  ranges  for  seismic 
rehabilitation  activities  and,  from  that  information,  proposed  maximum  loan  amounts 
for  individual  Seismic  Safety  Loans,  based  on  the  type  of  building  and  the  work 
necessary  to  complete  the  Seismic  Strengthening.  In  addition  to  the  Program  review 
specified  in  Section  66A.25,  below,  the  Program  Board  shall  periodically  review  and, 
as  necessary,  amend  these  amounts  during  the  Program. 

(2)  Retrofit  Standards  Used  to  Determine  Permissible  Amounts. 

(a)  Seismic  Safety  Loans  may  be  used  to  finance  the  minimum  level  of  Seismic 
Strengthening  work  required  by  Chapters  14  and  15  of  the  Building  Code,  subject  to 
Subsections  (b)  and  (c),  below. 

(b)  In  the  event  a Property  would  qualify  for  Bolts  Plus  but  the  Applicant  elects 
to  comply  with  the  Special  Procedure,  the  amount  of  the  Seismic  Safety  Loan  shall 
be  calculated  based  upon  the  sum  necessary  to  comply  with  the  Special  Procedure. 

(c)  In  the  event  a Property  would  qualify  for  the  General  Procedure,  and  the 
Applicant  demonstrates  that  the  cost  of  complying  with  Section  104(f)  would  be  less 
than  or  equal  to  the  cost  of  complying  with  the  General  Procedure,  the  amount  of  the 
Seismic  Safety  Loan  shall  be  calculated  based  upon  the  sum  necessary  to  comply  with 
Section  104(f). 

(3)  Proposed  Loans  in  Excess  of  Permissible  Amounts.  The  Loan  Committee 
may,  in  its  discretion,  approve  Seismic  Safety  Loans  in  excess  of  the  amounts 
determined  in  Section  66A.8(1),  above,  after  receiving  special  review  and  approval 
by  the  Loan  Committee.  (Added  by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.9.  ELIGIBLE  USES  OF  LOAN  PROCEEDS.  (1)  Seismic 
Rehabilitation  Costs.  The  principal  amount  of  any  Seismic  Safety  Loan  may  be  used 
to  pay  the  following  costs,  provided  such  costs  are  necessary  for  seismic  safety 
reasons  or  legally  required  for  completion  of  Seismic  Strengthening  or  occupancy  of 
a UMB: 

(a)  Seismic  Strengthening  of  UMBs; 

(b)  Soft  costs  directly  associated  with  the  Seismic  Strengthening,  including  but 
not  limited  to  architectural  fees,  engineering  fees,  development  of  tenant  protection 
plans,  loan  packaging  fees,  permit  fees  and  escrow  and  closing  fees  and  costs; 

(c)  Replacement  and/or  restoration  of  finishes  disturbed  during  performance 
of  the  Seismic  Strengthening  to  their  condition  existing  as  of  the  date  of  commence- 
ment of  the  Seismic  Strengthening; 

(d)  Remediation  or  reduction  of  toxic  materials  disturbed  during  Seismic 
Strengthening  in  accordance  with  applicable  federal.  State  or  local  laws;  and 

(e)  Residential  tenant  relocation  costs,  as  required  by  applicable  laws. 

(2)  Life/Safety  Code  Compliance  and  Disability  Access.  Up  to  25  percent  of 
the  seismic  construction  hard  costs  portion  of  any  Seismic  Safety  Loan  may  be  used, 
to  the  extent  legally  required  for  completion  of  the  Seismic  Strengthening  of  or  to 
permit  occupancy  of  a Property,  to  pay  costs  of  improvements  to  the  Property  to 
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protect  the  life  or  safety  of  or  to  provide  legally  required  disability  access  for 
occupants  of  the  Property.  In  the  event  the  Program  Board  determines  that  greater  than 
25  percent  of  the  amount  of  a Seismic  Safety  Loan  is  generally  requested  to  complete 
the  work  described  in  this  Section  66A.9(2),  the  Program  Board  may  recommend  to 
the  Board  of  Supervisors  that  this  Section  be  amended  to  increase  the  25  percent  cap. 
(Added  by  Ord.  100-94,  App.  3/11/94;  amended  by  Ord.  237-96,  App.  6/11/96) 

SEC.  66A.10.  BIDDING  REQUIREMENTS;  MINORITY/WOMEN 
BUSINESS  ENTERPRISES.  (1)  Prior  to  applying  for  a Seismic  Safety  Loan,  each 
Applicant  shall  obtain  a minimum  of  three  qualified  bids  for  performance  of  the  work 
to  be  financed  by  a Seismic  Safety  Loan.  All  three  bids  must  be  included  with  an 
application.  At  least  one  of  those  bids  shall  be  from  a contractor  and/or  engineer, 
whichever  type  of  professional  with  whom  the  Applicant  intends  to  enter  into  a 
contract  for  performance  of  Seismic  Strengthening,  which  has  been  certified  by  the 
City’s  Human  Rights  Commission,  pursuant  to  Administrative  Code  Section  12D.6 
(B)l,  as  an  MBE,  WBE  or  M/WBE,  as  defined  in  Administrative  Code  Section  12D.5. 
The  Program  Administrator  shall  make  available  to  Applicants  a list  of  certified 
MBEs,  WBEs  and  M/WBEs  from  which  such  bids  may  be  solicited.  In  no  event  shall 
the  Applicant  be  required  to  pay  any  bid  preparation  fee  to  the  MBE,  WBE  and/or 
MAVBE. 

(2)  It  is  the  goal  of  the  Board  of  Supervisors  that  25  percent  of  all  Seismic 
Safety  Loan  proceeds  disbursed  in  the  Program  be  paid  by  Borrowers  to  contractors 
who  are  MBEs,  WBEs  and/or  M/WBES.  (Added  by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.11.  LOAN  PACKAGING.  (1)  Duties.  Loan  packaging  shall  consist 
of  preparing  an  application  for  a Seismic  Safety  Loan  for  submission  to  the  Loan 
Conunittee.  An  Applicant  may  prepare  his  or  her  own  loan  package,  or  may  utilize 
the  services  of  a Loan  Packager. 

(2)  Loan  Packaging  Fees.  Loan  packaging  fees  charged  by  the  Loan  Packager 
shall  be  included  in  the  principal  balance  of  an  approved  Seismic  Safety  Loan,  and 
shall  be  paid  to  the  Loan  Packager  at  the  time  of  the  close  and  funding  of  such 
Seismic  Safety  Loan.  In  no  event  shall  the  amount  of  such  fees  for  any  Seismic  Safety 
Loan  exceed  five  percent  the  principal  balance  of  such  loan.  (Added  by  Ord.  100-94, 
App.  3/11/94) 

SEC.  66A.12.  LOAN  APPLICATION  PROCESS.  Loan  application  informa- 
tion and  forms  may  be  obtained  from  the  Program  Administrator,  or  such  other 
location  or  individual  as  may  be  determined  by  the  Program  Administrator.  The 
application  package  will  indicate  procedures  for  returning  completed  applications. 
(Added  by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.13.  INITIAL  REVIEW  OF  LOAN  APPLICATIONS  BY  FINAN- 
CIAL CONSULTANT.  Applicants  or  the  Loan  Packager  shall  submit  completed 
applications  to  the  Financid  Consultant  for  an  initial  review  of  consistency  with  the 
regulations  in  this  Chapter  66A.  The  Financial  Consultant  shall  then  take  one  of  the 
following  actions: 

( 1 ) Return  any  incomplete  or  insufficient  loan  application  to  the  Loan  Packager 
or  to  the  Applicant,  in  cases  where  the  Applicant  does  not  utilize  a Loan  Packager, 
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together  with  a brief  explanation  of  any  additional  information  needed  to  complete 
the  application;  or 

(2)  Transmit  the  complete  loan  application  to  the  Program  Administrator,  to  be 
forwarded  to  the  Loan  Committee,  together  with  an  indication  of  whether  (a)  the 
application  meets  the  minimum  criteria  set  forth  in  Sections  66A.4,  and  (b)  the 
Financial  Consultant  recommends  approval  of  the  loan,  and  the  basis  for  such 
recommendation.  In  addition,  the  Program  Administrator  shall  provide  copies  of  the 
Financial  Consultant’s  recommendation  to  the  Applicant  at  least  five  days  prior  to 
consideration  of  the  application  by  the  Loan  Committee.  (Added  by  Ord.  100-94,  App. 
3/11/94) 

SEC.  66A.14.  UNREINFORCED  MASONRY  BUILDING  LOAN  COM- 
MITTEE. (1)  Members.  The  Loan  Committee  shall  consist  of  the  following  members 
as  appointed  by  the  Chief  Administrative  Officer,  each  of  whom  shall  be  voting  mem- 
bers: 

(a)  The  Program  Administrator  or  his/her  designee; 

(b)  A financial  expert  or  mortgage  broker; 

(c)  A real  estate  appraiser  or  other  commercial  real  estate  expert; 

(d)  A finance  expert,  with  experience  in  affordable  housing  development,  from 
the  Mayor’s  Office  of  Housing  or  the  successor  to  that  office,  or  if  no  such  office 
exists,  from  a City  department  with  experience  in  housing  development  and  finance; 
and 

(e)  An  engineering  cost  estimator. 

(2)  Quorum.  Three  members  of  the  Loan  Committee  shall  constitute  a quorum 
for  the  purposes  of  accomplishing  the  duties  set  forth  in  Subsection  (3)  below.  A 
simple  majority  vote  of  three  members  shall  be  necessary  to  approve  any  loan 
application  or  take  any  other  action.  All  decisions  of  the  Loan  Committee  shall  be 
final. 

(3)  Meetings.  The  Loan  Committee  shall  meet  on  a monthly  basis  at  a time  and 
place  determined  by  the  Loan  Committee.  All  meetings  shall  be  noticed  in  accordance 
with  applicable  State  and  local  law. 

(4)  Duties.  The  Loan  Committee  shall  perform  the  following  duties: 

(a)  The  Loan  Committee  shall  meet  on  a monthly  basis  at  times  and  places 
specified  by  the  Loan  Committee,  and  determine  whether  to  approve  or  disapprove 
a loan  application.  In  the  case  of  disapproval,  the  Loan  Committee  may  indicate  the 
reasons  for  such  disapproval,  and  the  Applicant  may  choose  to  reapply  in  accordance 
with  the  requirements  of  this  Chapter  66A. 

(b)  The  Loan  Committee  may  make  approval  of  any  loan  subject  to  satisfaction 
of  specific  conditions  subsequent. 

(5)  Priority  of  Applications.  In  the  event  the  Loan  Committee  receives  applica- 
tions for  Seismic  Safety  Loans  in  excess  of  Bond  Proceeds  then  available  for  Loans, 
the  Loan  Committee  shall  consider  applications  according  to  the  following  priorities: 

(a)  Properties  which  have  been  assigned  a risk  level  under  Section 
14043(b)(2)(B)  of  the  San  Francisco  Building  Code  which  imposes  a shorter  period 
for  completion  of  Seismic  Strengthening  shall  receive  a greater  priority  than  those 
Properties  which  have  received  a risk  level  which  allows  a longer  period  for  compli- 
ance. 


(9-96) 


AD-932.8 


San  Francisco  Administrative  Code 


Section  66A.14 


(b)  Properties  with  architectural  or  historic  significance  (including  only  those 
Properties  listed  in  Article  10  of  the  City  Planning  Code  (City  Landmarks  and  Historic 
Districts),  Article  1 1 of  the  City  Planning  Code  (Downtown  Properties),  the  California 
Register  of  Historical  Resources  or  the  National  Register  of  Historic  Places)  shall 
receive  a greater  priority  than  Properties  not  so  listed. 

(c)  Properties  with  existing  residential  or  commercial  tenants  shall  receive  a 
greater  priority  than  vacant  Properties. 

(d)  Applications  which  include  a bid  containing  a hiring  plan  to  hire  more  than 
25  percent  of  their  total  construction  workforce,  measured  in  labor  hours,  from  the 
designated  pool  of  economically  disadvantaged  individuals,  as  described  in  Section 
66A.23,  and  accompanying  Program  Regulations,  shall  receive  a greater  priority  than 
applications  with  no  such  hiring  plan.  (Added  by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.15.  LOAN  COMMITTEE  DECISIONS.  Even  if  an  Applicant 
meets  all  of  the  eligibility  criteria  in  this  Chapter  66A,  the  Loan  Committee  may,  in 
its  discretion,  choose  not  to  approve  any  proposed  Seismic  Safety  Loan  or  to  approve 
any  Seismic  Safety  Loan  for  less  than  the  amount  requested  by  the  Applicant.  Such 
a decision  may,  but  need  not,  be  based  upon  the  Loan  Committee’s  determination  that 
the  amount  of  file  requested  loan  would  prevent  the  optimal  use  of  the  Bond  Proceeds 
during  any  fiscal  year,  that  the  demand  for  Bond  Proceeds  during  any  fiscal  year 
exceeds  the  available  supply  of  such  proceeds,  or  upon  any  other  factor.  (Added  by 
Ord.  100-94,  App.  3/11/94) 

SEC.  66A.16.  CLOSE  OF  SEISMIC  SAFETY  LOAN.  The  Program  Regula- 
tions shall  contain  procedures  for  the  close  of  each  Seismic  Safety  Loan,  including 
required  title  insurance  and  endorsements  for  the  benefit  of  the  City.  (Added  by  Ord. 
100-94,  App.  3/11/94) 

SEC.  66A.17.  LOAN  DISBURSEMENTS  AND  MONITORING  BY  FINAN- 
CIAL CONSULTANT.  (1)  Disbursement  of  Bond  Proceeds  to  Financial  Consul- 
tant. The  City’s  Treasurer  shall  be  responsible  for  disbursing  to  the  Financial 
Consultant,  from  Bond  Proceeds,  the  monies  needed  in  connection  with  the  close  of 
any  Seismic  Safety  Loan.  Such  disbursements  shall  be  made  from  time  to  time  or 
upon  the  close  of  a Seismic  Safety  Loan,  as  determined  by  the  Treasurer. 

(2)  Duties  of  Financial  Consultant.  In  addition  to  the  duties  described  in 
Section  66A.13,  above,  the  Financial  Consultant  shall  be  responsible  for  disbursement 
of  Seismic  Safety  Loan  proceeds  and  monitoring  construction  progress.  In  addition, 
the  Financial  Consultant  shall  work  with  those  departments  or  individuals  designated 
by  the  Program  Administrator  to  monitor  compliance  with  all  applicable  loan  docu- 
ments, Administrative  Code  Chapters  66  and  66A,  and  all  other  applicable  State  and 
local  laws,  except  as  provided  in  Section  66A.24,  below.  The  Financial  Consultant 
shall  disburse  loan  proceeds  to  the  Borrower  in  accordance  with  disbursement 
procedures  specified  in  the  Program  Regulations.  Such  guidelines  shall,  at  a minimum, 
require  the  Financial  Consultant  or  his/her  agent  to  periodically  inspect  the  progress 
of  Seismic  Strengthening  and  to  disburse  loan  proceeds  based  on  the  level  of  comple- 
tion. 
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(3)  Financial  Consultant  Fees.  The  City  may  pay  required  fees  to  the  Financial 
Consultant  from  the  Bond  Proceeds.  (Added  by  Ord.  100-94,  App.  3/11/94;  amended 
by  Ord.  237-96,  App.  6/11/96) 

SEC.  66A.18.  LOAN  SERVICING.  (1)  Duties  of  Loan  Servicer.  The  Loan 
Servicer  shall  receive  repayments  of  Seismic  Safety  Loans,  account  for  all  such 
repayments,  and  provide  to  the  Program  Administrator  monthly  statements  of  such 
accounts  for  each  outstanding  Seismic  Safety  Loan. 

(2)  Loan  Servicing  Fees.  The  City  may  pay  required  fees  to  the  Loan  servicer 
from  the  Bond  Proceeds.  (Added  by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.19.  BASE  WAGES.  Except  in  cases  where  prevailing  wages  are  paid 
pursuant  to  Section  66A.20,  all  individuals  performing  work  financed  in  whole  or  part 
by  a Seismic  Safety  Loan  shall  be  paid  not  less  than  $9.00  per  hour,  excluding 
overhead  and  benefits.  (Added  by  Ord.  100-94,  App.  3/11/94;  amended  by  Ord.  237- 
96,  App.  6/11/96) 

SEC.  66A.20.  PREVAILING  WAGES.  In  cases  where  the  total  loan  package 
exceeds  $750,000,  all  individuals  performing  such  work  shall  be  paid  not  less  than 
the  highest  general  prevailing  rate  of  wages  as  determined  in  accordance  with 
Administrative  Code  Section  6.37  or  other  applicable  City  laws  regarding  the 
determination  of  prevailing  wages.  (Added  by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.21.  PROPERTY/LIABILITY  INSURANCE.  As  a condition  prece- 
dent to  receipt  of  a Seismic  Safety  Loan,  the  Borrower  shall  maintain  or  cause  to  be 
maintained  insurance  in  types  and  amounts  determined  by  the  City’s  Risk  Manager 
and  the  Program  Administrator.  The  Program  Regulations  shall  include  guidelines  for 
such  required  insurance  coverage,  which  may  include  but  shall  not  be  limited  to 
general  liability  insurance,  property  insurance,  and  workers  compensation  coverage. 
(Added  by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.22.  HEALTH  INSURANCE.  Except  in  cases  where  prevailing 
wages  are  paid  pursuant  to  Section  66A.20,  construction  contractors  performing  work 
financed  in  whole  or  part  by  a Seismic  Safety  Loan  shall  provide  to  their  employees 
and  their  employees’  dependents  health  coverage  of  a type  and  cost  similar  to  that 
generally  provided  by  a Health  Maintenance  Organization  or  Kaiser  Hospitals,  as  will 
be  more  specifically  described  in  the  Program  Regulations,  until  such  time  as  a 
national  health  service  plan  applicable  to  such  individuals  is  implemented  by  the 
federal  government.  Guidelines  regarding  the  cost  and  type  of  health  coverage 
required  by  this  Section  shall  be  specified  in  the  Program  Regulations.  The  cost  for 
such  coverage  shall  be  borne  solely  by  the  contractor;  provided  that  dependent 
coverage  shall  be  offered  to  the  employee  under  the  Health  Maintenance  Organi- 
zation’s plan  at  the  employee’s  expense.  (Added  by  Ord.  100-94,  App.  3/11/94; 
amended  by  Ord.  237-96,  App.  6/11/96) 

SEC.  66A.23.  ECONOMICALLY  DISADVANTAGED  HIRE  REQUIRE- 
MENT. (1)  According  to  a program  to  be  more  fully  described  in  the  Program 
Regulations,  in  cases  where  the  total  principal  amount  of  a Seismic  Safety  Loan  is 
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equal  to  or  greater  than  $200,000,  borrowers  shall  require  that  their  contractors 
performing  work  financed  in  whole  or  part  by  a Seismic  Safety  Loan  hire  economical- 
ly disadvantaged  individuals  to  comprise  no  less  than  25  percent  of  each  contractor’s 
total  construction  work  force,  measured  in  labor  hours.  For  purposes  of  this  Section 
66A.23,  an  “economically  disadvantaged  individual”  means  an  individual  who  earns 
no  more  than  25  percent  of  median  income  for  the  San  Francisco  Metropolitan 
Statistical  Area,  as  determined  by  the  United  States  Department  of  Housing  and  Urban 
Development  from  time  to  time.  The  Program  Administrator  will  collaborate  with  a 
consortium  of  tax-exempt  nonprofit  community-based  employment  agencies,  to  be 
designated  in  the  Program  Regulations,  to  refer  and  place  these  economically  disad- 
vantaged persons. 

(2)  In  cases  where  the  total  principal  amount  of  a Seismic  Safety  Loan  is  less 
than  $200,00,  it  shall  be  a goal  ±at  25  percent  of  the  contractor’s  new  hires  be 
economically  disadvantaged  individuals,  as  defined  above.  (Added  by  Ord.  100-94, 
App.  3/11/94;  amended  by  Ord.  237-96,  App.  6/11/96) 

SEC.  66A.24.  MONITORING  FOR  COMPLIANCE  WITH  REGULATORY 
AGREEMENTS.  The  Mayor’s  Office  of  Housing  or  its  successor  shall  be  responsible 
for  monitoring  compliance  with  Regulatory  Agreements.  (Added  by  Ord.  100-94,  App. 
3/11/94) 

SEC.  66A.25.  PROGRAM  REVIEW.  The  Program  Board  shall  review  all 
aspects  of  the  Program  after  one  and  one-half  years  after  commencement  of  the 
Program  to  determine  whether  any  amendments  to  this  Chapter  66A,  or  any  other 
applicable  local  laws,  should  be  recommended  to  the  Board  of  Supervisors  for 
adoption.  (Added  by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.26.  PROGRAM  REGULATIONS.  The  Program  Administrator  shall 
develop  Program  Regulations  to  address  the  issues  specified  in  this  Chapter  66A  and 
such  other  matters  as  deemed  necessary  by  the  Program  Administrator  for  efficient 
administration  of  the  Program.  Such  Program  Regulations  shall  be  subject  to  review 
and  approval  by  the  Chief  Administrative  Officer  and  the  City  Attorney’s  Office. 
(Added  by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.27.  PROGRAM  MANAGEMENT.  The  Chief  Administrative  officer 
shall  be  responsible  for  management  of  the  Program  in  accordance  with  these 
requirements.  The  Chief  Administrative  Officer  shall  appoint  an  individual  to  serve 
as  the  Program  Administrator,  who  will  be  responsible  for  the  day-to-day  management 
of  the  Program.  (Added  by  Ord.  100-94,  App.  3/11/94) 

SEC.  66A.28.  AFFIRMATIVE  ACTION.  The  City’s  affirmative  action  goals, 
as  described  in  Administrative  Code  Section  12B.4,  shall  apply  to  contractors 
performing  Seismic  Strengthening  under  contracts  with  Borrowers  under  this  Program. 
Compliance  with  those  goals  shall  be  monitored  by  the  Chief  Administrative  Officer 
and  the  Program  Administrator,  as  specified  in  Administrative  Code  Section  66A.27. 
(Added  by  Ord.  100-94,  App.  3/11/94) 
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CHAPTER  67 

THE  SAN  FRANCISCO  SUNSHINE  ORDINANCE 

ARTICLE  I 
IN  GENERAL 


Sec.  67.1.  Findings  and  Purpose. 

Sec.  67.2.  Citation. 


ARTICLE  II 

PUBLIC  ACCESS  TO  MEETINGS 


Sec.  67.3. 
Sec.  67.4. 
Sec.  67.5. 
Sec.  67.6. 
Sec.  67.7. 
Sec.  67.7-1. 
Sec.  67.8. 
Sec.  67.9. 
Sec.  67.10. 
Sec.  67.11. 
Sec.  67.12. 
Sec.  67.13. 
Sec.  67.14. 
Sec.  67.15. 
Sec.  67.16. 
Sec.  67.17. 
Sec.  67.18. 
Sec.  67.19. 


Definitions. 

Passive  Meetings. 

Meetings  To  Be  Open  and  Public;  Application  of  Brown  Act. 
Conduct  of  Business;  Time  and  Place  For  Meetings. 

Agenda  Requirements;  Regular  Meetings. 

Public  Notice  Requirements. 

Agenda  Disclosures:  Closed  Sessions. 

Agendas  and  Related  Materials:  Public  Records. 

Closed  Sessions:  Public  Facilities  and  Employees. 

Closed  Sessions:  Pending  Litigation. 

Closed  Sessions:  Employee  Salaries  and  Benefits. 

Statement  of  Reasons  For  Closed  Sessions. 

Disclosure  of  Closed  Session  Discussions  and  Actions. 
Barriers  to  Attendance  Prohibited. 

Tape  Recording,  Filming  and  Still  Photography. 

Public  Testimony  at  Regular  and  Certain  Special  Meetings. 
Minutes. 

Public  Comment  By  Members  of  Policy  Bodies. 


ARTICLE  III 
PUBLIC  INFORMATION 


Sec.  67.20.  Definitions. 

Sec.  67.21.  Release  of  Documentary  Public  Information. 

Sec.  67.22.  Release  of  Oral  Public  Information. 

Sec.  67.23.  Public  Review  File — Policy  Body  Communications. 
Sec.  67.24.  Nonexempt  Public  Information. 

Sec.  67.25.  Immediacy  of  Response.  ’ 

Sec.  67.26.  Minimum  Withholding. 

Sec.  67.27.  Justification  of  Withholding. 

Sec.  67.28.  Fees  for  Duplication. 

Sec.  67.29.  Index  to  Records. 
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ARTICLE  IV 

POLICY  IMPLEMENTATION 

Sec.  67.30.  The  Sunshine  Ordinance  Task  Force. 

Sec.  67.31.  Responsibility  for  Administration. 

Sec.  67.32.  Severability. 


ARTICLE  I 
IN  GENERAL 

SEC.  67.1.  FINDINGS  AND  PURPOSE.  The  Board  of  Supervisors  finds  and 
declares: 

(a)  Government’s  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view 
of  the  public. 

(b)  Commissions,  boards,  councils  and  other  agencies  of  the  City  and  County 
exist  to  conduct  the  people’s  business.  This  ordinance  will  assure  that  their  delibera- 
tions are  conducted  before  the  people  and  that  City  operations  are  open  to  the  people’s 
review. 

(c)  Although  that  is  the  intent  also  of  California’s  Ralph  M.  Brown  Act  and 
Public  Records  Act,  the  people  of  California  have  learned  from  costly  experience  that 
every  generation  of  governmental  leaders  includes  officials  who  feel  more  comfortable 
conducting  public  business  away  from  the  scrutiny  of  those  who  elect  and  employ 
them.  New  civic  issues  and  new  governmental  procedures  also  can  erode  the  public’s 
fundamental  rights.  Violations  of  open  government  principles  occur  at  all  levels,  from 
local  advisory  boards  to  the  highest  reaches  of  the  State  hierarchy. 

(d)  It  is  time  for  San  Francisco  to  reaffirm  the  plain  purpose  of  the  State’s  open 
government  laws  and  to  apply  their  underlying  principles  to  local  circumstances.  No 
law  is  self-enforcing.  Continued  vigilance  is  essential.  As  government  evolves,  so 
must  the  laws  designed  to  assure  that  the  process  remains  visible. 

(e)  The  people  of  San  Francisco  want  an  open  society.  They  do  not  give  their 
public  servants  the  right  to  decide  what  they  should  know.  Tlie  public’s  right  to  know 
is  as  fundamental  as  its  right  to  vote.  To  act  on  truth,  the  people  must  be  free  to  learn 
the  truth. 

(f)  The  sun  must  shine  on  all  the  workings  of  government  so  the  people  may 
put  their  institutions  right  when  they  go  wrong.  San  Francisco  enacts  this  ordinance 
to  assure  that,  in  general  intent  as  well  as  in  administrative  procedure,  the  people  of 
this  City  remain  in  control  of  the  government  they  created.  (Added  by  Ord.  265-93, 
App.  8/18/93) 

SEC.  67.2.  CITATION.  This  Chapter  may  be  cited  as  the  San  Francisco 
Sunshine  Ordinance.  (Added  by  Ord.  265-93,  App.  8/18/93) 
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ARTICLE  n 

PUBLIC  ACCESS  TO  MEETINGS 

SEC.  613.  DEFINITIONS.  Whenever  in  this  Article  the  following  words  or 
phrases  are  used,  they  shall  mean: 

(a)  “City”  shall  mean  the  City  and  County  of  San  Francisco. 

(b)  “Meeting”  shall  mean  any  of  the  following: 

(1)  A congregation  of  a majority  of  the  members  of  a policy  body  at  the  same 
time  and  place; 

(2)  A series  of  gatherings,  each  of  which  involves  less  than  a majority  of  a 
policy  body,  to  hear,  discuss  or  deliberate  upon  any  item  that  is  within  Ae  subject 
matter  jurisdiction  of  the  City,  if  the  cumulative  result  is  that  a majority  of  members 
has  become  involved  in  such  gatherings;  or 

(3)  Any  other  use  of  personal  intermediaries  or  communications  media  that 
could  permit  a majority  of  the  members  of  a policy  body  to  become  aware  of  an  item 
of  business  and  of  the  views  or  positions  of  other  members  with  respect  thereto,  and 
to  negotiate  consensus  thereupon. 

(4)  ‘Meeting”  shall  not  include  any  of  the  following: 

(A)  Individual  contacts  or  conversations  between  a member  of  a policy  body 
and  a constituent  which  do  not  convey  to  the  member  the  views  or  positions  of  other 
members  upon  the  subject  matter  of  the  contact  or  conversation  and  in  which  the 
member  does  not  solicit  or  encourage  the  restatement  of  the  views  of  the  other 
members, 

(B)  The  attendance  of  a majority  of  the  members  of  a policy  body  at  a regional, 
statewide  or  national  conference,  or  at  a meeting  organized  to  adi'ess  a topic  of  local 
community  concern  and  open  to  the  public,  provided  that  a majority  of  the  members 
refrains  from  using  the  occasion  to  collectively  discuss  the  topic  of  the  gathering  or 
any  other  business  within  the  subject  matter  jurisdiction  of  the  City,  or 

(C)  The  attendance  of  a majority  of  the  members  of  a policy  body  at  a purely 
social,  recreational  or  ceremonial  occasion  other  than  one  sponsored  or  organized  by 
or  for  the  policy  body  itself,  provided  that  a majority  of  the  members  refrains  from 
using  the  occasion  to  discuss  any  business  within  the  subject  matter  jurisdiction  of 
this  body.  A meal  gathering  of  a policy  body  before,  during  or  after  a business 
meeting  of  the  body  is  part  of  that  meeting  and  shall  be  conducted  only  under 
circumstances  that  permit  public  access  to  hear  and  observe  the  discussion  of  mem- 
bers. Such  meetings  shall  not  be  conducted  in  restaurants  or  other  accommodations 
where  public  access  is  possible  only  in  consideration  of  making  a purchase  or  some 
other  payment  of  value. 

(D)  The  attendance  of  a majority  of  the  members  of  a policy  body  at  an  open 
and  noticed  meeting  of  a standing  committee  of  that  body,  provided  that  the  members 
of  the  policy  body  who  are  not  members  of  the  standing  committee  attend  only  as 
observers. 

(E)  The  proceedings  of  any  committee  having  responsibility  for  the  evaluation 
and  improvement  of  the  quality  of  medical  care,  mentd  services  or  any  other  type 
of  health  services  provided  by  the  City  or  City-funded  providers,  including  but  not 
limited  to  committees  described  in  Evidence  Code  Sections  1156  et  seq.. 
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(F)  Proceedings  of  the  Department  of  Social  Services  Child  Welfare  Placement 
and  Review  Committee  or  similar  committees  which  exist  to  consider  confidential 
information  and  make  decisions  regarding  Department  of  Social  Services  clients. 

(c)  “Policy  body”  shall  mean: 

(1)  The  Board  of  Supervisors; 

(2)  Any  other  board  or  commission  established  by  the  Charter  or  by  ordinance 
or  resolution  of  the  Board  of  Supervisors;  or 

(3)  Any  advisoiy  commission,  committee  or  body  of  the  City,  created  by  the 
initiative  of  a policy  body; 

(4)  Any  standing  committee  of  a policy  body  irrespective  of  its  composition. 

A policy  body  shall  not  include  a committee  which  consists  solely  of  employees 

of  the  City  and  County  of  San  Francisco.  (Added  by  Ord.  265-93,  App.  8/18/93; 
amended  by  Ord.  129-98,  App.  4/17/98) 

SEC.  67.4.  PASSIVE  MEETINGS,  (a)  Gatherings  as  defined  in  Subdivision 

(5),  which  shall  be  known  as  “passive  meetings,”  shall  be  accessible  to  individuals 
upon  inquiry  and  to  the  extent  possible  consistent  with  the  facilities  in  which  they 
occur. 

(1)  Such  gatherings  need  not  be  formally  noticed,  although  the  time,  place  and 
nature  of  the  gathering  shall  be  disclosed  upon  inquiry  by  a member  of  the  public, 
and  any  agenda  actually  prepared  for  the  gathering  shall  be  accessible  to  such 
inquirers  as  a public  record; 

(2)  Such  gatherings  need  not  be  conducted  in  any  particular  space  for  the 
accommodation  of  spectators,  although  spectators  shall  be  permitted  to  observe  on 
a space-available  basis  consistent  with  legal  and  practical  restrictions  on  occupancy; 

(3)  Such  gatherings  of  a business  nature  need  not  provide  opportunities  for 
comment  by  spectators,  although  the  person  presiding  may,  in  his  or  her  discretion, 
entertain  such  questions  or  comments  from  spectators  as  may  be  relevant  to  the 
business  of  the  gathering; 

(4)  Such  gatherings  of  a social  or  ceremonial  nature  need  not  provide  refresh- 
ments to  spectators; 

(5)  Gatherings  subject  to  this  subsection  are  the  following:  Advisory  committees 
created  in  writing  by  the  initiative  of  a member  of  a policy  body,  the  Mayor,  or  a 
department  head  and  social,  recreational  or  ceremonial  occasions  sponsored  or 
organized  by  or  for  a policy  body  to  which  a majority  of  the  body  has  been  invited. 
This  subsection  shall  not  apply  to  a committee  which  consists  solely  of  employees 
of  the  City  and  County  of  San  Francisco; 

(6)  Gatherings  defined  in  Subdivision  (5)  may  hold  closed  sessions  under  any 
circumstances  allowed  by  this  Article  or  the  Ralph  M.  Brown  Act. 

(b)  To  the  extent  not  inconsistent  with  State  or  federal  law,  a policy  body  shall 
include  in  any  contract  with  an  entity  that  owns,  operates  or  manages  any  property 
in  which  the  City  has  or  will  have  an  ownership  interest,  including  a mortgage,  and 
on  which  the  entity  performs  a government  function  related  to  the  furtherance  of 
health,  safety  or  welfare,  a requirement  that  any  meeting  of  the  governing  board  of 
the  entity  to  address  any  matter  relating  to  the  property  or  its  government  related 
activities  on  the  property,  be  conducted  as  provided  in  Subdivision  (a)  of  this  section. 
(Added  by  Ord.  265-93,  App.  8/18/93;  amended  by  Ord.  287-96,  App.  7/12/96) 
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SEC.  67.5.  MEETINGS  TO  BE  OPEN  AND  PUBLIC;  APPLICATION  OF 
BROWN  ACT.  All  meetings  of  any  policy  body  shall  be  open  and  public,  and 
governed  by  the  provisions  of  the  Ralph  M.  Brown  Act  (Government  Code  Sections 
54950  et  seq.)  and  of  this  article.  In  case  of  inconsistent  requirements  under  the 
Brown  Act  and  this  article,  the  requirement  which  would  result  in  greater  or  more 
expedited  public  access  shall  apply.  (Added  by  Ord.  265-93,  App.  8/18/93) 
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SEC.  67.6.  CONDUCT  OF  BUSINESS;  TIME  AND  PLACE  FOR 
MEETINGS,  (a)  Each  policy  body,  except  for  advisory  bodies,  shall  establish  by 
resolution  or  motion  the  time  and  place  for  holding  regular  meetings. 

(b)  Unless  otherwise  required  by  State  or  federal  law  or  necessary  to  inspect 
real  property  or  personal  property  which  cannot  be  conveniently  brought  within  the 
territory  of  the  City  and  County  of  San  Francisco  or  to  meet  with  residents  residing 
on  property  owned  by  the  City,  or  to  meet  with  residents  of  another  jurisdiction  to 
discuss  actions  of  the  policy  body  that  affect  those  residents,  all  meetings  of  its  policy 
bodies  shall  be  held  within  the  City  and  County  of  San  Francisco. 

(c)  If  a regular  meeting  would  otherwise  fall  on  a holiday,  it  shall  instead  be 
held  on  the  next  business  day. 

(d)  If,  because  of  fire,  flood,  earthquake  or  other  emergency,  it  would  be  unsafe 
to  meet  in  the  customary  location,  the  meetings  may  be  held  for  the  duration  of  the 
emergency  at  some  other  place  specified  by  the  policy  body.  The  change  of  meeting 
site  shall  be  announced,  by  the  most  rapid  means  of  communication  available  at  the 
time,  in  a notice  to  the  local  media  who  have  requested  written  notice  of  special 
meetings  pursuant  to  Government  Code  Section  54956. 

(e)  Meetings  of  advisory  bodies  as  specified  in  Section  66.3(c)(3)  of  this  Article 
shall  be  preceded  by  notice  delivered  personally  or  by  mail  at  least  24  hours  before 
the  time  of  such  meeting  to  each  person  who  has  requested,  in  writing,  notice  of  such 
meeting.  If  the  advisory  body  elects  to  hold  regular  meetings,  it  shall  provide  by 
bylaws,  or  whatever  other  rule  is  utilized  by  that  advisory  body  for  the  conduct  of 
its  business,  for  the  time  and  place  for  holding  such  regular  meetings.  In  such  case, 
no  notice  of  regular  meetings,  other  than  the  posting  of  an  agenda  pursuant  to  Section 
67.7  of  this  Article  in  the  place  used  by  the  policy  body  or  executive  officer  which 
it  advises,  is  required. 

(f)  Special  meetings  of  any  policy  body,  including  advisory  bodies  that  choose 
to  establish  regular  meeting  times,  may  be  called  at  any  time  by  the  presiding  officer 
thereof  or  by  a majority  of  the  members  thereof,  by  delivering  personally  or  by  mail 
written  notice  to  each  member  of  the  board  or  commission  and  to  each  local  newspa- 
per, radio  or  television  station  requesting  notice  in  writing. 

Such  notice  must  be  delivered  personally  or  by  mail  at  least  24  hours  before  the 
time  of  such  meeting  as  specified  in  the  notice. 

The  call  and  notice  shall  specify  the  time  and  place  of  the  special  meeting  and 
the  business  to  be  transacted.  No  other  business  shall  be  considered  at  such  meetings 
by  the  board  or  commission. 

Such  written  notice  may  be  dispensed  with  as  to  any  member  who  at  or  prior 
to  the  time  the  meeting  convenes  files  with  the  secretary  of  the  board  or  commission 
a written  waiver  of  notice.  Such  waiver  may  be  given  by  telegram. 

Such  written  notice  may  also  be  dispensed  with  as  to  any  member  who  is 
actually  present  at  the  meeting  at  the  time  it  convenes. 

Each  special  meeting  shall  be  held  at  the  regular  meeting  place  of  the  policy 
body  except  that  the  policy  body  may  designate  an  alternate  meeting  place  provided 
that  such  alternate  location  is  specified  in  the  call  and  notice  of  the  special  meeting; 
further  provided  that  the  call  and  notice  of  the  special  meeting  shall  be  given  at  least 
15  days  prior  to  said  special  meeting  being  held  at  an  alternate  location.  This 
provision  shall  not  apply  where  the  alternative  meeting  location  is  located  within  the 
same  building  as  the  regular  meeting  place.  (Added  by  Ord.  265-93,  App.  8/18/93) 
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SEC.  67.7.  AGENDA  REQUIREMENTS;  REGULAR  MEETINGS,  (a)  At 
least  72  hours  before  a regular  meeting,  a policy  body  shall  post  an  agenda  containing 
a meaningful  description  of  each  item  of  business  to  be  transacted  or  discussed  at  the 
meeting. 

(b)  A description  is  meaningful  if  it  is  sufficiently  clear  and  specific  to  alert 
a person  of  average  intelligence  and  education  whose  interests  are  affected  by  the  item 
that  he  or  she  may  have  reason  to  attend  the  meeting  or  seek  more  information  on 
the  item.  The  description  should  be  brief,  concise  and  written  in  plain,  easily  under- 
stood English.  It  may  refer  to  explanatory  documents,  such  as  correspondence  or 
reports,  posted  adjacent  to  the  agenda  or,  if  such  documents  are  of  more  than  one  page 
in  length,  available  for  public  inspection  and  copying  at  a stated  location  during 
normal  office  hours. 

(c)  The  agenda  shall  specify  the  time  and  location  of  the  regular  meeting  and 
shall  be  posted  in  a location  that  is  freely  accessible  to  members  of  the  public. 

(d)  No  action  or  discussion  shall  be  undertaken  on  any  item  not  appearing  on 
the  posted  agenda,  except  that  members  of  a policy  body  may  respond  to  statements 
made  or  questions  posed  by  persons  exercising  their  public  testimony  rights,  to  the 
extent  of  asking  a question  for  clarification,  providing  a reference  to  staff  or  other 
resources  for  factual  information,  or  requesting  staff  to  report  back  to  the  body  at  a 
subsequent  meeting  concerning  the  matter  raised  by  such  testimony. 

(e)  Notwithstanding  Subdivision  (d),  the  policy  body  may  take  action  on  items 
of  business  not  appearing  on  the  posted  agenda  under  any  of  the  following  conditions: 

(1)  Upon  a determination  by  a majority  vote  of  the  body  that  an  accident, 
natural  disaster  or  work  force  disruption  poses  a threat  to  public  health  and  safety; 

(2)  Upon  a good  faith,  reasonable  determination  by  a % vote  of  the  body,  or, 
if  less  than  % of  the  members  are  present,  a unanimous  vote  of  those  members 
present,  that  (A)  the  need  to  take  immediate  action  on  the  item  is  so  imperative  as 
to  threaten  serious  injury  to  the  public  interest  if  action  were  deferred  to  a subsequent 
special  or  regular  meeting,  or  relates  to  a purely  commendatory  action,  and  (B)  that 
the  need  for  such  action  came  to  the  attention  of  the  body  subsequent  to  the  agenda 
being  posted  as  specified  in  Subdivision  (a); 

(3)  The  item  was  posted  pursuant  to  Subdivision  (a)  for  a prior  meeting  of  the 
body  occurring  not  more  than  five  calendar  days  prior  to  the  date  action  is  taken  on 
the  item,  and  at  the  prior  meeting  the  item  was  continued  to  the  meeting  at  which 
action  is  being  taken. 

(f)  Each  board  and  commission  enumerated  in  the  Charter  shall  ensure  that 
agendas  for  each  regular  and  special  meeting  are  made  available  to  speech-  and 
hearing-impaired  persons  through  telecommunications  devices  for  the  deaf,  telecom- 
munications relay  services  or  equivalent  systems,  and,  upon  request,  to  sight-impaired 
persons  through  Braille  or  enlarged  type. 

(g)  Each  policy  body  shall  ensure  that  agendas  for  each  regular  and  special 
meeting  shall  include  the  following  notice: 

KNOW  YOUR  RIGHTS  UNDER  THE  SUNSHINE  ORDINANCE 
(Chapter  67  of  the  San  Francisco  Administrative  Code) 

Government’s  duty  is  to  serve  the  public,  reaching  its  decisions  in  full  view 

of  the  public. 
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Commissions,  board,  councils  and  other  agencies  of  the  City  and  County  exist 
to  conduct  the  people’s  business.  This  ordinance  assures  that  deliberations  are 
conducted  before  the  people  and  that  City  operations  are  open  to  the  people’s 
review. 

FOR  MORE  INFORMATION  ON  YOUR  RIGHTS  UNDER  THE  SUN- 
SHINE ORDINANCE  OR  TO  REPORT  A VIOLATION  OF  THE  ORDI- 
NANCE, CONTACT  THE  SUNSHINE  ORDINANCE  TASK  FORCE. 
(Added  by  Ord.  265-93,  App.  8/18/93;  amended  by  Ord.  292-95,  App.  9/8/95;  Ord. 
185-96,  App.  5/8/96) 

SEC.  67.7-1.  PUBLIC  NOTICE  REQUIREMENTS,  (a)  Any  public  notice 
that  is  mailed,  posted  or  published  by  a City  department,  board,  agency,  or  commis- 
sion to  residents  residing  within  a specific  area  to  inform  those  residents  of  a matter 
that  may  impact  their  property  or  that  neighborhood  area,  shall  be  brief,  concise  and 
written  in  plain,  easily  understood  English. 

(b)  The  notice  should  inform  the  residents  of  the  proposal  or  planned  activity, 
the  length  of  time  planned  for  the  activity,  the  effect  of  the  proposal  or  activity,  and 
a telephone  contact  for  residents  who  have  questions. 

(c)  If  the  notice  informs  the  public  of  a public  meeting  or  hearing,  then  the 
notice  shall  state  that  persons  who  are  unable  to  attend  the  public  meeting  or  hearing 
may  submit  to  the  City,  by  the  time  the  proceeding  begins,  written  comments 
regarding  the  subject  of  the  meeting  or  hearing,  that  these  comments  will  be  made 
a part  of  the  official  public  record,  and  that  the  comments  will  be  brought  to  the 
attention  of  the  person  or  persons  conducting  the  public  meeting  or  hearing.  The 
notice  should  also  state  the  name  and  address  of  the  person  or  persons  to  whom  those 
written  conunents  should  be  submitted.  (Added  by  Ord.  185-96,  App.  5/8/96) 

SEC.  67.8.  AGENDA  DISCLOSURES:  CLOSED  SESSIONS,  (a)  In  addition 
to  the  brief  general  description  of  items  to  be  discussed  or  acted  upon  in  open  and 
public  session,  the  agenda  posted  pursuant  to  Government  Code  Section  54954.2,  any 
mailed  notice  given  pursuant  to  Government  Code  Section  54954.1,  and  any  call  and 
notice  delivered  to  the  local  media  and  posted  pursuant  to  Government  Code  Section 
54956  shall  specify  and  disclose  the  nature  of  any  closed  sessions  by  providing  all 
of  the  following  information: 
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(1)  With  respect  to  a closed  session  held  pursuant  to  Government  Code  Section 
54956.7: 

LICENSE/PERMIT  DETERMINATION 
^applicant(s) 

The  space  shall  be  used  to  specify  the  number  of  persons  whose  applications 
are  to  be  reviewed; 

(2)  With  respect  to  every  item  of  business  to  be  discussed  in  closed  session 
pursuant  to  Government  Code  Section  54956.8: 

CONFERENCE  WITH  REAL  PROPERTY  NEGOTIATOR 
Property: 

Person(s)  negotiating: 


Under  negotiation: 

Price Terms  of  payment Both 

The  space  under  “Property”  shall  be  used  to  list  an  address  or  other  description 
or  name  which  permits  a reasonably  ready  identification  of  each  parcel  or  structure 
subject  to  negotiation.  The  space  under  “Person(s)  negotiating”  shall  be  used  to 
identify  the  person  or  persons  with  whom  negotiations  concerning  that  property  are 
in  progress.  The  spaces  under  “Under  negotiation”  shall  be  checked  off  as  applicable 
to  indicate  which  issues  are  to  be  discussed; 

(3)  With  respect  to  every  item  of  business  to  be  discussed  in  closed  session 
pursuant  to  Government  Code  Section  54956.9,  either; 

CONFERENCE  WITH  LEGAL  COUNSEL 

Existing  litigation: 


Unspecified  to  protect  service  of  process 

Unspecified  to  protect  settlement  posture 

or; 

CONFERENCE  WITH  LEGAL  COUNSEL 
Anticipated  litigation: 

As  defendant  As  plaintiff 

The  space  under  “Existing  litigation”  shall  be  used  to  specifically  identify  a case 
under  discussion  pursuant  to  Subdivision  (a)  of  Government  Code  Section  54956.9, 
unless  the  identification  would  jeopardize  the  City’s  ability  to  effectuate  service  of 
process  upon  one  or  more  unserved  parties,  in  which  instance  the  space  in  the  next 
succeeding  line  shall  be  checked,  or  unless  the  identification  would  jeopardize  the 
City’s  ability  to  conclude  existing  settlement  negotiations  to  its  advantage,  in  which 
instance  the  space  in  the  next  succeeding  line  shall  be  checked.  If  the  closed  session 
is  called  pursuant  to  Subdivision  (b)  or  (c)  of  Section  54956.9,  the  appropriate  space 
shall  be  checked  under  “Anticipated  litigation”  to  indicate  the  City’s  anticipated 
position  as  defendant  or  plaintiff  respectively.  If  more  than  one  instance  of  anticipated 
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litigation  is  to  be  reviewed,  space  may  be  saved  by  entering  the  number  of  separate 
instances  in  the  “As  defendant”  or  “As  plaintiff’  spaces  or  both  as  appropriate.  The 
disclosure  required  by  this  section  for  anticipated  litigation  shall  not  apply  to  boards 
and  commissions  whose  closed  sessions  are  governed  by  Charter  Section  3.500(0, 
except  for  the  Board  of  Supervisors,  unless  and  until  a charter  amendment  is  adopted 
repealing  the  provisions  of  that  section  relating  to  closed  sessions; 

(4)  With  respect  to  every  item  of  business  to  be  discussed  in  closed  session 
pursuant  to  Government  Code  Section  54957,  either: 

THREAT  TO  PUBLIC  SERVICES  OR  FACILITIES 

Name,  title  and  agency  of  law  enforcement  officer(s)  to  be  conferred  with: 


or: 

PUBLIC  EMPLOYEE  APPOINTMENT/HIRING 
Title/description  of  position(s)  to  be  filled: 


PUBLIC  EMPLOYEE  PERFORMANCE  EVALUATION 

Position  and,  in  the  case  of  a routine  evaluation,  name  of  employee(s)  being 

evaluated: 


or: 

PUBLIC  EMPLOYEE  DISMISSAL 
Number  of  employees  affected: 


or, 

(5)  With  respect  to  every  item  of  business  to  be  discussed  in  closed  session 
pursuant  to  Govenunent  Code  Section  54957.6,  eitlier; 

CONFERENCE  WITH  NEGOTIATOR— COLLECTIVE  BARGAINING 
Name  and  title  of  City’s  negotiator 


Organization(s)  representing: 

Police  officers,  firefighters  and  airport  police 

^Transit  Workers 

Nurses 

Miscellaneous  Employees 


Anticipated  issue(s)  under  negotiation; 

Wages 

Hours 

Benefits 

^Working  Conditions 

^Other  (specify  if  known) 
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^All 

Where  renegotiating  a memorandum  of  understanding  or  negotiating  a successor 
memorandum  of  understanding,  the  name  of  the  memorandum  of  understanding: 


In  case  of  multiple  items  of  business  under  the  same  category,  lines  may  be 
added  and  the  location  of  information  may  be  reformatted  to  eliminate  unnecessary 
duplication  and  space,  so  long  as  the  relationship  of  information  concerning  the  same 
item  is  reasonably  clear  to  the  reader.  As  an  alternative  to  the  inclusion  of  lengthy 
lists  of  names  or  other  information  in  the  agenda,  or  as  a means  of  adding  items  to 
an  earlier  completed  agenda,  the  agenda  may  incorporate  by  reference  separately 
prepared  documents  containing  the  required  information,  so  long  as  copies  of  those 
documents  are  posted  adjacent  to  the  agenda  within  the  time  periods  required  by 
Government  Code  Sections  54954.2  and  54956  and  provided  with  any  mailed  or 
delivered  notices  required  by  Sections  54954.1  or  54956.  (Added  by  Ord.  265-93, 
App.  8/18/93) 

SEC.  67.9.  AGENDAS  AND  RELATED  MATERIALS:  PUBLIC 
RECORDS,  (a)  Agendas  of  meetings  and  any  other  documents  on  file  with  the  clerk 
of  the  policy  body,  when  intended  for  distribution  to  all,  or  a majority  of  all,  of  the 
members  of  a policy  body  in  connection  with  a matter  anticipated  for  discussion  or 
consideration  at  a public  meeting  shall  be  made  available  to  the  public.  However,  this 
disclosure  need  not  include  any  material  exempt  from  public  disclosure  under 
Government  Code  Sections  6253.5,  6254,  or  6254.7. 

(b)  Records  which  are  subject  to  disclosure  under  Subdivision  (a)  and  which 
are  intended  for  distribution  to  the  body  prior  to  commencement  of  a public  meeting 
shall  be  made  available  for  public  inspection  and  copying  upon  request  prior  to 
commencement  of  such  meeting,  whether  or  not  actually  distributing  to  or  received 
by  the  body  at  the  time  of  the  request. 

(c)  Records  which  are  subject  to  disclosure  under  Subdivision  (a)  and  which 
are  distributed  during  a public  meeting  but  prior  to  commencement  of  their  discussion 
shall  be  made  available  for  public  inspection  prior  to  commencement  of,  and  during, 
their  discussion. 

(d)  Records  which  are  subject  to  disclosure  imder  Subdivision  (a)  and  which 
are  distributed  during  their  discussion  at  a public  meeting  shall  be  made  available  for 
public  inspection  immediately  or  as  soon  thereafter  as  is  practicable. 

(e)  A policy  body  may  charge  a duplication  fee  of  one  cent  per  page  for  a copy 
of  a public  record  prepared  for  consideration  at  a public  meeting,  unless  a special  fee 
has  been  established  pursuant  to  the  procedure  set  forth  in  Section  67.29(d).  Neither 
this  Section  nor  the  California  Public  Records  Act  (Government  Code  Sections  6250 
et  seq.)  shall  be  construed  to  limit  or  delay  the  public’s  right  to  inspect  any  record 
required  to  be  disclosed  by  that  act,  whether  or  not  distributed  to  a policy  body. 
(Added  by  Ord.  265-93,  App.  8/18/93) 

SEC.  67.10.  CLOSED  SESSIONS:  PUBLIC  FACILITIES  AND  EMPLOY- 
EES. A policy  body  may  hold  closed  session: 

(a)  With  the  Attorney  General,  District  Attorney,  Sheriff,  or  Chief  of  Police, 
or  their  respective  deputies,  on  matters  posing  a threat  to  the  security  of  public 
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buildings  or  a threat  to  the  public’s  right  of  access  to  public  services  or  public 
facilities; 

(b)  To  consider  the  appointment,  employment,  evaluation  of  performance,  or 
dismissal  of  a City  employee,  if  the  policy  body  has  the  authority  to  appoint,  employ, 
or  dismiss  the  employee,  or  to  hear  complaints  or  charges  brought  against  the 
employee  by  another  person  or  employee  unless  the  employee  complained  of  requests 
a public  hearing.  The  body  may  exclude  from  any  such  public  meeting,  and  shall 
exclude  from  any  such  closed  meeting,  during  the  comments  of  a complainant,  any 
or  all  other  complainants  in  the  matter.  The  term  “employee”  shall  not  include  any 
elected  official,  member  of  a policy  body  or  applicant  for  such  a position,  or  person 
providing  services  to  the  City  as  an  independent  contractor  or  the  employee  thereof, 
including  but  not  limited  to  independent  attorneys  or  law  firms  providing  legal 
services  to  the  City  for  a fee  rather  than  a salary; 

(c)  Notwithstanding  Subsection  (b),  an  Executive  Compensation  Committee 
established  under  Memorandum  of  Understanding  with  the  Municipal  Executives 
Association  may  meet  in  closed  session  when  evaluating  the  performance  of  an 
individual  officer  or  employee  subject  to  that  Memorandum  of  Understanding  or  when 
establishing  performance  goals  for  such  an  officer  or  employee  where  the  setting  of 
such  goals  requires  discussion  of  that  individual’s  performance. 

(d)  This  section  shall  not  apply  to  boards  and  commissions  whose  closed 
sessions  are  governed  by  Charter  Section  3.500(f),  except  for  the  Board  of  Supervi- 
sors, unless  and  until  a Charter  amendment  is  adopted  repealing  the  provisions  of  that 
section  relating  to  closed  sessions.  (Added  by  Ord.  265-93,  App.  8/18/93;  amended 
by  Ord.  37-98;  App.  1/23/98) 

SEC.  67.11.  CLOSED  SESSIONS:  PENDING  LITIGATION,  (a)  A policy 
body,  based  on  advice  of  its  legal  counsel,  and  on  a motion  and  vote  in  open  session 
to  assert  the  attorney-client  privilege,  may  hold  a closed  session  to  confer  with,  or 
receive  advice  from,  its  legal  counsel  regarding  pending  litigation  when  discussion 
in  open  session  concerning  those  matters  would  prejudice  the  position  of  the  City  in 
that  litigation. 

(b)  Litigation  shall  be  considered  pending  when  any  of  the  following  circum- 
stances exist; 

(1)  An  adjudicatory  proceeding  before  a court,  administrative  body  exercising 
its  adjudicatory  authority,  hearing  officer  or  arbitrator,  to  which  the  City  is  a party, 
has  been  initiated  formally, 

(2)  A point  has  been  reached  where,  in  the  opinion  of  the  policy  body  on  the 
advice  of  its  legal  counsel,  based  on  existing  facts  and  circumstances,  there  is  a 
significant  exposure  to  litigation  against  the  City,  or  the  body  is  meeting  only  to 
decide  whether  a closed  session  is  authorized  pursuant  to  that  advice  or,  based  on 
those  facts  and  circumstances,  the  body  has  decided  to  initiate  or  is  deciding  whether 
to  initiate  litigation. 

(c)  A closed  session  may  not  be  held  imder  this  section  to  consider  the 
qualifications  or  engagement  of  an  independent  contract  attorney  or  law  firm,  for 
litigation  services  or  otherwise. 

(d)  Prior  to  holding  a closed  session  pursuant  to  this  section,  the  policy  body 
shall  disclose  the  justification  for  its  closure  either  by  entries  in  the  appropriate 
categories  on  the  agenda  or,  in  the  case  of  an  item  added  to  the  agenda  based  on  a 


AD-942 


San  Francisco  Administrative  Code 


Section  67. 1 1 


finding  of  necessity  and  urgency,  by  an  oral  announcement  specifying  the  same 
information. 

(e)  This  section  shall  not  apply  to  boards  and  conunissions  whose  closed 
sessions  are  governed  by  Charter  Section  3.550(f),  except  for  the  Board  of  Supervi- 
sors, unless  and  until  a charter  amendment  is  adopted  repealing  the  provisions  of  that 
section  relating  to  closed  sessions.  (Added  by  C)rd.  265-93,  App.  8/18/93) 
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SEC.  67.12.  CLOSED  SESSIONS:  EMPLOYEE  SALARIES  AND 
BENEFITS,  (a)  A policy  body  with  authority  over  matters  within  the  scope  of 
collective  bargaining  or  meeting  and  conferring  with  public  employee  organizations 
may  hold  closed  sessions  with  the  City’s  designated  representatives  regarding  such 
matters.  Closed  sessions  shall  be  for  the  purpose  of  reviewing  the  City’s  position  and 
instructing  its  designated  representatives  and  may  take  place  solely  prior  to  and  during 
active  consultations  and  discussions  between  the  City’s  designated  representatives  and 
the  representatives  of  employee  organizations  or  the  unrepresented  employees.  A 
policy  body  shall  not  discuss  compensation  or  other  contractual  matters  in  closed 
session  with  one  or  more  employees  directly  interested  in  the  outcome  of  the  negotia- 
tions. 

(b)  In  addition  to  the  closed  sessions  authorized  by  Subdivision  (a),  a policy 
body  subject  to  Government  Code  Section  3501  may  hold  closed  sessions  with  its 
designated  representatives  on  mandatory  subjects  within  the  scope  of  representation 
of  its  represented  employees,  as  determined  pursuant  to  Section  3504.  (Added  by  Ord. 
265-93,  App.  8/18/93) 

SEC.  67.13.  STATEMENT  OF  REASONS  FOR  CLOSED  SES- 
SIONS.  Prior  to  any  closed  session,  a policy  body  shall  state  the  general  reason  or 
reasons  for  the  closed  session,  and  may  cite  the  statutory  authority,  including  the 
specific  section  and  subdivision,  or  other  legal  authority  under  which  the  session  is 
being  held.  In  the  closed  session,  the  policy  body  may  consider  only  those  matters 
covered  in  its  statement.  In  the  case  of  regular  and  special  meetings,  the  statement 
shall  be  made  in  the  form  of  the  agenda  disclosures  and  specifications  required  by 
Section  67.8  of  this  article.  In  the  ca.se  of  adjourned  and  continued  meetings,  the 
statement  shall  be  made  with  the  same  disclosures  and  specifications  required  by 
Section  67.8  of  this  article,  as  part  of  the  notice  provided  for  the  meeting.  In  the  case 
of  an  item  added  to  the  agenda  as  a matter  of  urgent  necessity,  the  statement  shall 
be  made  prior  to  the  determination  of  urgency  and  with  the  same  disclosures  and 
specifications  as  if  the  item  had  been  included  in  the  agenda  pursuant  to  Section  67.8 
of  this  article.  Nothing  in  this  section  shall  require  or  authorize  a disclosure  of 
information  prohibited  by  state  or  federal  law.  (Added  by  Ord.  265-93,  App.  8/18/93) 

SEC.  67.14.  DISCLOSURE  OF  CLOSED  SESSION  DISCUSSIONS  AND 
ACTIONS,  (a)  After  every  closed  session,  a policy  body  may  in  its  discretion  and 
in  the  public  interest,  disclose  to  the  public  any  portion  of  its  discussion  which  is  not 
confidential  under  federal  or  state  law.  the  Charter,  or  nonwaivable  privilege.  The 
body  shall,  by  motion  and  vote  in  open  session,  elect  either  to  disclose  no  information 
or  to  disclose  the  information  which  a majority  deems  to  be  in  the  public  interest.  The 
disclosure  shall  be  made  through  the  presiding  officer  of  the  body  or  such  other 
person,  present  in  the  closed  session,  whom  he  or  she  designates  to  convey  the 
information. 

(b)  A policy  body  shall  publicly  report  any  action  taken  in  closed  session  and 
the  vote  or  abstention  of  every  member  present  thereon,  as  follows: 

(1)  Real  Property  Negotiations:  Approval  given  to  the  body’s  negotiator 
concerning  real  estate  negotiations  pursuant  to  Government  Code  Section  54956.8 
shall  be  reported  as  soon  as  the  agreement  is  final.  If  its  own  approval  renders  the 
agreement  final,  the  body  shall  report  that  approval,  the  substance  of  the  agreement 
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and  the  vote  thereon  in  open  session  immediately.  If  final  approval  rests  with  the  other 
party  to  the  negotiations,  the  body  shall  disclose  the  fact  of  that  approval,  the 
substance  of  the  agreement  and  the  body’s  vote  or  votes  thereon  upon  inquiry  by  any 
person,  as  soon  as  the  other  party  or  its  agent  has  informed  the  body  of  its  approval. 
If  notwithstanding  the  final  approval  there  are  conditions  precedent  to  the  final 
consummation  of  the  transaction,  or  there  are  multiple  contiguous  or  closely  located 
properties  that  are  being  considered  for  acquisition,  the  document  referred  to  in 
Subdivision  (b)  of  this  section  need  not  be  disclosed  until  the  condition  has  been 
satisfied  or  the  agreement  has  been  reached  with  respect  to  all  the  properties,  or  both; 

(2)  Litigation:  Direction  or  approval  given  to  the  body’s  legal  counsel  to 
prosecute,  defend  or  seek  or  refrain  from  seeking  appellate  review  or  relief,  or  to 
otherwise  enter  as  a party,  intervenor  or  amicus  curiae  in  any  form  of  litigation  as  the 
result  of  a consultation  under  Government  Code  Section  54956.9  shall  be  reported 
in  open  session  as  soon  as  given,  or  at  the  first  meeting  after  an  adverse  party  has 
been  served  in  the  matter  if  immediate  disclosure  of  the  City’s  intentions  would  be 
contrary  to  the  public  interest.  The  report  shall  identify  the  adverse  party  or  parties, 
any  co-parties  with  the  City,  any  existing  claim  or  order  to  be  defended  against  or 
any  factual  circumstances  or  contractual  dispute  giving  rise  to  the  City’s  complaint, 
petition  or  other  litigation  initiative.  This  section  shall  not  apply  to  boards  and 
commissions  whose  closed  sessions  are  governed  by  Charter  Section  3.500(0,  except 
for  the  Board  of  Supervisors,  unless  and  until  a charter  amendment  is  adopted 
repealing  the  provisions  of  that  section  relating  to  closed  sessions; 

(3)  Settlement:  A policy  body  shall  neither  solicit  nor  agree  to  any  term  in 
a settlement  which  would  preclude  the  release,  upon  request  by  the  public,  of  the  text 
of  the  settlement  itself  and  any  related  documentation  communicated  to  or  received 
from  the  adverse  party  or  parties.  Where  the  disclosure  of  documents  in  a litigation 
matter  that  has  been  settled  could  affect  litigation  on  a closely  related  case,  the 
documents  required  to  be  disclosed  by  Subdivision  (b)  of  this  section  need  not  be 
disclosed  until  the  closely  related  case  is  settled  or  otherwise  finally  concluded.  This 
section  shall  not  be  applicable  to  the  Airports  Commission,  the  Port  Commission  or 
the  Public  Utilities  Commission; 

(4)  Employee  Actions:  Action  taken  to  appoint,  employ,  dismiss,  transfer  or 
accept  the  resignation  of  a public  employee  in  closed  session  pursuant  to  Government 
Code  Section  54957  shall  be  reported  immediately  in  a manner  that  names  the 
employee,  the  action  taken  and  position  affected  and,  in  the  case  of  dismissal  for  a 
violation  of  law  or  of  the  policy  of  the  City,  the  reason  for  dismissal.  “Dismissal” 
within  the  meaning  of  this  ordinance  includes  any  termination  of  employment  at  the 
will  of  the  employer  rather  than  of  the  employee,  however  characterized.  The 
proposed  terms  of  any  separation  agreement  shall  be  immediately  disclosed  as  soon 
as  presented  to  the  body,  and  its  final  terms  shall  be  immediately  disclose  upon 
approval  by  the  body.  Except  for  information  required  to  be  disclosed  by  the  Ralph 
M.  Brown  Act.  this  section  shall  not  apply  to  boards  and  commissions  whose  closed 
sessions  are  governed  by  Charter  Section  3.500(0,  except  for  the  Board  of  Supervi- 
sors, unless  and  until  a charter  amendment  is  adopted  repealing  the  provisions  of  that 
section  relating  to  closed  sessions. 

(c)  Reports  required  to  be  made  immediately  may  be  made  orally  or  in  writing, 
but  shall  be  supported  by  copies  of  any  contracts,  settlement  agreements,  or  other 
documents  related  to  the  transaction  that  were  finally  approved  or  adopted  in  the 
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closed  session  and  that  embody  the  information  required  to  be  disclosed  by  immediate 
report,  provided  to  any  person  who  requested  such  copies  in  a written  request 
submitted  within  24  hours  of  the  posting  of  the  agenda,  or  who  has  made  a standing 
request  for  all  such  documentation  as  part  of  a request  for  notice  of  meetings  pursuant 
to  Government  Code  Sections  54954.1  or  54956. 

(d)  A written  summary  of  the  information  required  to  be  immediately  reported 
pursuant  to  this  Section,  or  documents  embodying  that  information,  shall  be  posted 
by  the  close  of  business  on  the  next  business  day  following  the  meeting,  in  the  place 
where  the  meeting  agendas  of  the  body  are  posted.  (Added  by  Ord.  265-93,  App. 
8/18/93) 

SEC.  67.15.  BARRIERS  TO  ATTENDANCE  PROHIBITED,  (a)  No  policy 
body  shall  conduct  any  meeting,  conference  or  other  function  in  any  facility  that 
excludes  persons  on  the  basis  of  actual  or  presumed  class  identity  or  characteristics, 
or  which  is  inaccessible  to  persons  with  physical  disabilities,  or  where  members  of 
the  public  may  not  be  present  without  maJdng  a payment  or  purchase.  Whenever  the 
Board  of  Supervisors,  or  a board  or  commission  enumerated  in  the  Charter,  or  a 
permanent  subquorum  committee  of  the  governing  board  or  commission  anticipates 
that  the  number  of  persons  attending  the  meeting  will  exceed  the  legal  capacity  of 
the  meeting  room,  any  public  address  system  used  to  amplify  sound  in  the  meeting 
room  shall  be  extendi  by  supplementary  speakers  to  permit  the  overflow  audience 
to  listen  to  the  proceedings  in  an  adjacent  room  or  passageway,  unless  such  supple- 
mentary speakers  would  disrupt  the  operation  of  a City  office. 

(b)  Each  board  and  commission  enumerated  in  the  Charter  shall  provide  sign 
language  interpreters  or  notetakers  at  each  regular  meeting,  providing  that  a request 
for  such  services  is  communicated  to  the  secretary  to  the  board  or  commission  at  least 
48  hours  before  the  meeting,  except  for  Monday  meetings,  for  which  the  deadline 
shall  be  4:00  p.m.  of  the  last  business  day  of  the  preceding  week. 

(c)  Each  board  and  commission  enumerated  in  the  Charter  shall  ensure  that 
accessible  seating  for  persons  with  disabilities,  including  those  using  wheelchairs,  is 
made  available  for  each  regular  and  special  meeting. 

(d)  Each  board  and  commission  enumerated  in  the  Charter  shall  include  on  the 
agenda  for  each  general  and  special  meeting  the  following  statement:  “In  order  to 
assist  the  City’s  efforts  to  accommodate  persons  with  severe  allergies,  environmental 
illnesses,  multiple  chemical  sensitivity  or  related  disabilities,  attendees  at  public 
meetings  are  reminded  that  other  attendees  may  be  sensitive  to  various  chemical-based 
products.  Please  help  the  City  accommodate  these  individuals.”  (Added  by  Ord.  265- 
93,  App.  8/18/93;  amended  by  Ord.  292-95,  App.  9/8/95;  Ord.  482-96,  App.  12/20/96) 

SEC.  67.16.  TAPE  RECORDING,  FILMING  AND  STILL  PHOTOGRA- 
PHY. (a)  Any  person  attending  an  open  and  public  meeting  of  a policy  body  shall 
have  the  right  to  record  the  proceedings  with  an  audio  or  video  tape  recorder  or  a still 
or  motion  picture  camera,  or  to  broadcast  the  proceedings,  in  the  absence  of  a 
reasonable  finding  of  the  policy  body  that  the  recording  or  broadcast  cannot  continue 
without  such  noise,  illumination  or  obstruction  of  view  as  to  constitute  a persistent 
disruption  of  the  proceedings. 

(b)  Each  board  and  commission  enumerated  in  the  Charter  shall  tape  record 
each  regular  and  special  meeting.  Each  such  tape  recording,  and  any  audio  or  video 
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tape  recording  of  a meeting  of  any  other  policy  body  made  at  the  direction  of  the 
policy  body  shall  be  a public  record  subject  to  inspection  pursuant  to  the  California 
Public  Records  Act  (Government  Code  Section  6250  et  seq.),  and  shall  not  be  erased 
or  destroyed  for  at  least  seven  calendar  days,  provided  that  if  during  that  seven-day 
period  a written  request  for  inspection  or  copying  of  that  record  is  made,  the  tape  shall 
not  be  destroyed  or  erased  until  the  requested  inspection  or  copying  has  been  accom- 
plished. Inspection  of  any  such  video  or  tape  recording  shall  be  provided  without 
charge  on  a tape  recorder  made  available  by  the  City.  (Added  by  Ord.  265-93,  App. 
8/18/93) 

SEC.  67.17.  PUBLIC  TESTIMONY  AT  REGULAR  AND  CERTAIN 
SPECIAL  MEETINGS,  (a)  Every  agenda  for  regular  meetings  shall  provide  an 
opportunity  for  members  of  the  public  to  directly  address  a policy  body  on  items  of 
interest  to  the  public  that  are  within  policy  body’s  subject  matter  jurisdiction,  provided 
that  no  action  shall  be  taken  on  any  item  not  appearing  on  the  agenda  unless  the 
action  is  otherwise  authorized  by  Section  67.7(e)  of  this  Article.  However,  in  the  case 
of  a meeting  of  the  Board  of  Supervisors,  the  agenda  need  not  provide  an  opportunity 
for  members  of  the  public  to  address  the  Board  on  any  item  that  has  already  been 
considered  by  a committee,  composed  exclusively  of  members  of  the  Board,  at  a 
public  meeting  wherein  all  interested  members  of  the  public  were  afforded  the 
opportunity  to  address  the  committee  on  the  item,  before  or  during  the  committee’s 
consideration  of  the  item,  unless  the  item  has  been  substantially  changed  since  the 
committee  heard  the  item,  as  determined  by  the  Board. 

(b)  Every  agenda  for  special  meetings  at  which  action  is  proposed  to  be  taken 
on  an  item  shall  provide  an  opportunity  for  each  member  of  the  public  to  directly 
address  the  body  concerning  that  item  prior  to  action  thereupon. 
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(c)  A policy  body  may  adopt  reasonable  regulations  to  ensure  that  the  intent 
of  Subdivisions  (a)  and  (b)  are  carried  out,  including,  but  not  limited  to,  regulations 
limiting  the  total  amount  of  time  allocated  for  public  testimony  on  particular  issues 
and  for  each  individual  speaker.  Each  policy  body  shall  adopt  a rule  providing  that 
each  person  wishing  to  speak  on  an  item  before  the  body  at  a regular  or  special 
meeting  shall  be  permitted  to  be  heard  once  for  up  to  three  minutes. 

(d)  A policy  body  shall  not  abridge  or  prohibit  public  criticism  of  the  policy, 
procedures,  programs  or  services  of  the  City,  or  of  any  other  aspect  of  its  proposals 
or  activities,  or  of  the  acts  or  omissions  of  the  body,  on  the  basis  that  the  performance 
of  one  or  more  public  employees  is  implicated,  or  on  any  basis  other  than  reasonable 
time  constraints  adopted  in  regulations  pursuant  to  Subdivision  (c)  of  this  Section. 
(Added  by  Ord.  265-93,  App.  8/18/93) 

SEC.  67.18.  MINUTES.  The  Clerk  of  the  Board  of  Supervisors  and  the  clerk 
of  each  board  and  commission  enumerated  in  the  Charter  shall  record  the  minutes  for 
each  regular  and  special  meeting  of  the  board  or  commission.  The  minutes  shall  state 
the  time  the  meeting  was  called  to  order,  the  names  of  the  members  attending  the 
meeting,  the  roll  call  vote  on  each  matter  considered  at  the  meeting,  the  time  the 
board  or  commission  began  and  ended  any  closed  session,  a list  of  those  members 
of  the  public  who  spoke  on  each  matter  if  the  speakers  identified  themselves,  whether 
such  speakers  supported  or  opposed  the  matter  and  the  time  the  meeting  was  ad- 


AD-946.1 


(3-97) 


i 


i 


San  Francisco  Administrative  Code 


Section  67.18 


joumed.  The  draft  minutes  of  each  meeting  shall  be  available  for  inspection  and 
copying  upon  request  no  later  than  10  working  days  after  the  meeting.  The  officially 
adopted  minutes  shall  be  available  for  inspection  and  copying  upon  request  no  later 
than  10  working  days  after  the  meeting  at  which  the  minutes  are  adopted.  Upon 
request,  minutes  required  to  be  produced  by  this  Section  shall  be  made  available  in 
Braille  or  increased  type  size.  (Added  by  Ord.  265-93,  App.  8/18/93) 

SEC.  67.19.  PUBLIC  COMMENT  BY  MEMBERS  OF  POLICY  BOD- 
IES. Every  member  of  a policy  body  retains  the  full  constitutional  rights  of  a citizen 
to  comment  publicly  on  the  wisdom  or  propriety  of  government  actions,  including 
those  of  the  policy  body  of  which  he  or  she  is  a member.  Policy  bodies  shall  not 
sanction,  reprove  or  deprive  members  of  their  rights  as  elected  or  appointed  officials 
for  expressing  their  judgments  or  opinions,  including  those  which  deal  with  the 
perceived  inconsistency  of  nonpublic  discussions,  communications  or  actions  with  the 
requirements  of  State  or  federal  law  or  of  this  ordinance.  The  release  of  specific 
factual  information  made  confidential  by  State  or  federal  law  including,  but  not 
limited  to,  the  privilege  for  confidential  attorney-client  communications,  may  be  the 
basis  for  a request  for  injunctive  or  declaratory  relief,  of  a complaint  to  the  Mayor 
seeking  an  accusation  of  misconduct,  or  both.  (Added  by  Ord.  265-93,  App.  8/18/93) 


ARTICLE  III 
PUBLIC  INFORMATION 

SEC.  67.20.  DEFINITIONS.  Whenever  in  this  Article  the  following  words  or 
phrases  are  used,  they  shall  mean: 

(a)  “Department”  shall  mean  a department  of  the  City  and  County  of  San 
Francisco. 

(b)  “Public  information”  shall  mean  the  content  of  “public  records”  as  defined 
in  the  California  Public  Records  Act  (Government  Code  Section  6252),  whether 
provided  in  documentary  form  or  in  an  oral  communication.  “Public  information”  shall 
not  include  “computer  software”  developed  by  the  City  and  County  of  San  Francisco 
as  defined  in  the  California  Public  Records  Act  (Government  Code  Section  6254.9). 
(Added  by  Ord.  265-93,  App.  8/18/93;  amended  by  Ord.  375-96,  App.  9/30/96) 

SEC.  67.21.  RELEASE  OF  DOCUMENTARY  PUBLIC  INFORMATION, 
(a)  Release  of  documentary  public  information,  whether  for  inspection  of  the  original 
or  by  providing  a copy,  shall  be  governed  by  the  California  Public  Records  Act 
(Government  Code  Section  6250  et  seq.)  in  any  particulars  not  addressed  by  this 
Article. 

(b)  Inspection  and  copying  of  documentary  public  information  stored  in 
electronic  form  shall  be  made  available  to  the  person  requesting  the  information  in 
any  form  requested  which  is  available  to  the  department,  its  officers  or  employees, 
including  disk,  tape,  printout  or  monitor  at  a charge  no  greater  than  the  cost  of  the 
media  on  which  it  is  duplicated,  plus  the  direct  costs  of  equipment,  supplies  and  labor 
costs  associated  with  duplicating  the  electronic  file  which  is  requested.  Inspection  of 
documentary  public  information  on  a computer  monitor  need  not  be  allowed  where 
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the  information  sought  is  intertwined  with  information  not  subject  to  disclosure  under 
the  California  Public  Records  Act  and  this  ordinance.  Nothing  in  this  Section  shall 
require  a department  to  program  or  reprogram  a computer  to  respond  to  a request  for 
information  or  to  release  information  where  the  release  of  that  information  would 
violate  a licensing  agreement  or  copyright  law. 

(c)  It  is  the  policy  of  the  City  and  County  of  San  Francisco  to  utilize  computer 
technology  in  order  to  reduce  the  cost  of  public  records  management,  including  the 
costs  of  collecting,  maintaining,  and  disclosing  records  subject  to  disclosure  to 
members  of  the  public  under  this  Section.  To  the  extent  that  it  is  technologically  and 
economically  feasible,  departments  that  use  computer  systems  to  collect  and  store 
public  records  shall  program  and  design  these  systems  to  ensure  convenient,  efficient, 
and  economical  public  access  to  records. 

(d)  Departments  purchasing  new  computer  systems  shall  attempt  to  reach  the 
following  goals  as  a means  to  achieve  lower  costs  to  the  public  in  connection  with 
the  public  disclosure  of  records: 

( 1 ) Implementing  a computer  system  in  which  exempt  information  is  segregated 
or  filed  separately  from  otherwise  disclosable  information; 

(2)  Implementing  a system  that  permits  reproduction  of  electronic  copies  of 
records  in  a format  that  is  generally  recognized  as  an  industry  standard  format; 

(3)  Implementing  a system  that  permits  making  records  available  through  the 
largest  nonprofit,  nonproprietary  public  computer  network,  consistent  with  the 
requirement  for  security  of  information.  (Added  by  Ord.  265-93,  App.  8/18/93; 
amended  by  Ord.  253-96,  App.  6/19/96) 

SEC.  67.22.  RELEASE  OF  ORAL  PUBLIC  INFORMATION.  Release  of 
oral  public  information  shall  be  accomplished  as  follows: 

(a)  Every  department  head  shall  designate  a person  or  persons  knowledgeable 
about  the  affairs  of  the  department,  to  provide  information,  including  oral  information, 
to  the  public  about  the  department’s  operations,  plans,  policies  and  positions.  The 
department  head  may  designate  himself  or  herself  for  this  assignment,  but  in  any  event 
shall  arrange  that  an  alternate  be  available  for  this  function  during  the  absence  of  the 
person  assigned  primary  responsibility.  If  a department  has  multiple  bureaus  or 
divisions,  the  department  may  designate  a person  or  persons  for  each  bureau  or 
division  to  provide  this  information. 

(b)  The  role  of  the  person  or  persons  so  designated  shall  be  to  provide  informa- 
tion on  as  timely  and  responsive  a basis  as  possible  to  those  members  of  the  public 
who  are  not  requesting  information  from  a specific  person.  This  Section  shall  not  be 
interpreted  to  curtail  existing  informal  contacts  between  employees  and  members  of 
the  public  when  these  contacts  are  occasional,  acceptable  to  the  employee  and  the 
department,  not  disruptive  of  his  or  her  operational  duties  and  confined  to  accurate 
information  not  confidential  by  law. 

(c)  No  employee  shall  be  required  to  respond  to  an  inquiry  or  inquiries  from 
an  individual  if  it  would  take  the  employee  more  than  15  minutes  to  obtain  the 
information  responsive  to  the  inquiry  or  inquiries. 

(d)  Public  employees  shall  not  be  discouraged  from  or  disciplined  for  the 
expression  of  their  personal  opinions  on  any  matter  of  public  concern  while  not  on 
duty,  so  long  as  the  opinion  (1)  is  not  represented  as  that  of  the  department  and  does 
not  misrepresent  the  department  position;  and  (2)  does  not  dismpt  coworker  relations. 
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impair  discipline  or  control  by  superiors,  erode  a close  working  relationship  premised 
on  personal  loyalty  and  confidentiality,  interfere  with  the  employee’s  performance  of 
his  or  her  duties  or  obstruct  the  routine  operation  of  the  office  in  a manner  that 
outweighs  the  employee’s  interests  in  expressing  that  opinion.  In  adopting  this 
subdivision,  the  Board  of  Supervisors  intends  merely  to  restate  and  affirm  court 
decisions  recognizing  the  First  Amendment  rights  enjoyed  by  public  employees. 
Nothing  in  this  Section  shall  be  construed  to  provide  rights  to  City  employees  beyond 
those  recognized  by  courts,  now  or  in  the  future,  under  the  First  Amendment,  or  to 
create  any  new  private  cause  of  action  or  defense  to  disciplinary  action.  (Added  by 
Ord.  265-93,  App.  8/18/93) 

SEC.  67.23.  PUBLIC  REVIEW  FILE-POLICY  BODY  COMMUNICA- 
TIONS. (a)  The  Clerk  of  the  Board  of  Supervisors  and  the  clerk  of  each  board  and 
commission  enumerated  in  the  Charter  shall  maintain  a file,  accessible  to  any  person 
during  normal  office  hours,  containing  a copy  of  any  letter,  memorandum  or  other 
communication  which  the  clerk  has  distributed  to  or  received  from  a quorum  of  the 
policy  body  concerning  a matter  calendared  by  the  body  within  the  previous  30  days 
or  likely  to  be  calendared  within  the  next  30  days,  irrespective  of  subject  matter, 
origin  or  recipient,  except  commercial  solicitations,  periodical  publications  or 
communications  exempt  from  disclosure  under  the  California  Public  Records  Act 
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(Government  Code  Section  6250  et  seq.)  and  not  deemed  disclosable  under  Section 
67.24  of  this  Article. 

(b)  Communications,  as  described  in  Subsection  (a),  sent  or  received  in  the  last 
three  business  days  shall  be  maintained  in  chronological  order  in  the  office  of  the 
department  head  or  at  a place  nearby,  clearly  designated  to  the  public.  After  docu- 
ments have  been  on  file  for  two  full  days,  they  may  be  removed,  and,  in  the  discretion 
of  the  board  or  commission,  placed  in  a monthly  chronological  file. 

(c)  Multiple-page  reports,  studies  or  analyses  which  are  accompanied  by  a letter 
or  memorandum  of  transmittal  need  not  be  included  in  the  file  so  long  as  the  letter 
or  memorandum  of  transmittal  is  included.  (Added  by  Ord.  265-93,  App.  8/18/93) 

SEC.  67.24.  NONEXEMPT  PUBLIC  DJFORMATION.  Notwithstanding  the 
department’s  legal  discretion  to  withhold  certain  information  under  the  California 
Public  Records  Act,  the  following  policies  shall  govern  specific  types  of  documents 
and  information: 

(a)  Drafts  and  Memoranda. 

( 1 ) Except  as  provided  in  Subparagraph  (2),  no  preliminary  draft  or  department 
memorandum  shall  be  exempt  from  disclosure  under  Government  Code  Section  6254, 
Subdivision  (a)  if  it  is  normally  kept  on  file.  If  it  is  not  normally  kept  on  file  and 
would  otherwise  be  disposed  of,  its  factual  content  is  not  exempt  under  Subdivision 
(a).  Only  the  recommendation  of  the  author  may,  in  such  circumstances,  be  withheld 
as  exempt; 

(2)  Draft  versions  of  an  agreement  being  negotiated  by  representatives  of  the 
City  wi±  some  other  party  need  not  be  disclosed  immediately  upon  creation  but  must 
be  preserved  and  made  available  for  public  review  for  10  days  prior  to  the  presenta- 
tion of  the  agreement  for  approval  by  a policy  body,  unless  the  body  finds  that  and 
articulates  how  the  public  interest  would  be  harmed  by  compliance  with  this  10-day 
rule,  provided  that  policy  body  as  used  in  this  subdivision  does  not  include  commit- 
tees. In  the  case  of  negotiations  for  a contract,  lease  or  other  business  agreement  in 
which  an  agency  of  the  City  is  offering  to  provide  facilities  or  services  in  direct 
competition  with  other  public  or  private  entities  that  are  not  required  by  law  to  make 
their  competing  proposals  public,  the  policy  body  may  postpone  public  access  to  the 
final  draft  agreement  until  it  is  presented  to  it  for  approval.  Earlier  versions  and/or 
drafts  of  agreements  shall  not  be  subject  to  disclosure  if  the  public  interest  in 
withholding  such  records  clearly  outweighs  the  public  interest  in  disclosure  as 
provided  by  Cahfomia  Government  Code  Section  6254(a). 

(b)  Litigation  Material. 

(1)  No  pre-litigation  claim  against  the  City,  or  any  other  record  previously 
received  or  created  by  a department  in  the  ordinary  course  of  business,  shall  be 
exempt  from  disclosure  under  Government  Code  Section  6254,  Subdivision  (b); 

(2)  Unless  otherwise  privileged  under  California  law,  when  litigation  is  finally 
adjudicated  or  otherwise  settled,  records  of  all  communications  between  the  depart- 
ment and  the  adverse  party  shall  be  subject  to  disclosure,  including  the  text  and  terms 
of  any  settlement. 

(c)  Personnel  Information.  None  of  the  following  shall  be  exempt  from 
disclosure  under  Government  Code  Section  6254,  Subdivision  (c): 
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(1)  The  job  pool  characteristics  and  employment  and  education  histories  of  all 
successful  job  applicants,  including  at  a minimum  the  following  information  as  to  each 
successful  job  applicant: 

(1)  Sex,  age  and  ethnic  group, 

(ii)  Years  of  graduate  and  undergraduate  study,  degrees(s)  and  major  or 
discipline, 

(iii)  Years  of  employment  in  the  private  and/or  public  sector, 

(iv)  Whether  currently  employed  in  the  same  position  for  another  public  agency, 

(v)  Other  nonidentifying  particulars  as  to  experience,  credentials,  aptitudes, 
training  or  education  entered  in  or  attached  to  a standard  employment  application  form 
used  for  the  position  in  question. 

(2)  The  professional  biography  or  curriculum  vitae  of  any  employee,  provided 
that  the  home  address,  home  telephone  number,  social  security  number,  age,  and 
marital  status  of  the  employee  shall  be  redacted; 

(3)  The  job  description  of  every  employment  classification; 

(4)  The  exact  gross  salary  and  City-paid  benefits  available  to  every  employee; 

(5)  Any  memorandum  of  understanding  between  the  City  or  department  and 
a recognized  employee  organization. 

(d)  Law  Enforcement  Information.  No  records  pertaining  to  any  investigation, 
arrest  or  other  law  enforcement  activity  shall  be  exempt  from  disclosure  under 
Government  Code  Section  6254,  Subdivision  (f)  beyond  the  point  where  the  prospect 
of  any  enforcement  action  has  been  terminated  by  either  a court  or  a prosecutor.  When 
such  a point  has  been  reached,  related  records  of  law  enforcement  activity  shall  be 
accessible,  except  that  individual  items  of  information  in  the  following  categories  may 
be  withheld:  the  names  of  witnesses  (whose  distinct  identities  may  be  indicated  by 
substituting  an  alphabetical  letter  for  each  individual  interviewed);  personal  and 
otherwise  private  information  unrelated  to  the  reasons  for  which  the  law  enforcement 
action  was  commenced  or  terminated;  the  identity  of  a confidential  source;  secret 
investigative  techniques  or  procedures;  or  information  whose  disclosure  would 
endanger  law  enforcement  personnel.  The  subdivision  shall  not  exempt  from  disclo- 
sure any  portion  of  any  record  of  a concluded  inspection  or  enforcement  action  by 
an  officer  or  department  responsible  for  regulatory  protection  of  the  public  health, 
safety  or  welfare. 

(e)  Contracts,  Bids  and  Proposals.  (1)  Contracts,  contractors’  bids,  responses 
to  requests  for  proposals  and  all  other  records  of  communications  between  the  depart- 
ment and  persons  or  firms  seeking  contracts  shall  be  open  to  inspection  immediately 
after  a contract  has  been  awarded.  Nothing  in  this  provision  requires  the  disclosure 
of  a private  person’s  or  organization’s  net  worth  or  other  proprietary  financial  data 
submitted  for  qualification  for  a contract  or  other  benefit  until  and  unless  that  person 
or  organization  is  awarded  the  contract  or  benefit.  All  bidders  and  contractors  shall 
be  advised  that  information  provided  which  is  covered  by  this  subdivision  will  be 
made  available  to  the  public  upon  request. 

(2)  Notwithstanding  the  provisions  of  this  subdivision  or  any  other  provision 
of  this  ordinance,  the  Director  of  Public  Health  may  withhold  from  disclosure 
proposed  and  final  rates  of  payment  for  managed  health  care  contracts  if  the  Director 
determines  that  public  disclosure  would  adversely  affect  the  ability  of  the  City  to 
engage  in  effective  negotiations  for  managed  health  care  contracts.  The  authority  to 
withhold  this  information  applies  only  to  contracts  pursuant  to  which  the  City  (through 
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the  Department  of  Public  Health)  either  pays  for  health  care  services  or  receives 
compensation  for  providing  such  services,  including  mental  health  and  substance  abuse 
services,  to  covered  beneficiaries  through  a pre-arranged  rate  of  payment  This 
provision  also  applies  to  rates  for  managed  health  care  contracts  for  the  University 
of  California,  San  Francisco,  if  the  contract  involves  beneficiaries  who  receive 
services  provided  jointly  by  the  City  and  university.  This  provision  shall  not  authorize 
the  Director  to  withhold  rate  information  from  disclosure  for  more  than  three  years. 

(f)  Budgets  and  Other  Financial  Information.  Budgets,  whether  tentative, 
proposed  or  adopted,  for  the  City  or  any  of  its  departments,  programs,  projects  or 
other  categories,  and  all  bills,  claims,  invoices,  vouchers  or  other  records  of  payment 
obligations  as  well  as  records  of  actual  disbursements  showing  the  amount  paid,  the 
payee  and  the  purpose  for  which  payment  is  made,  other  than  payments  for  social  or 
other  services  whose  records  are  confidential  by  law,  shall  not  be  exempt  from 
disclosure  under  any  circumstances.  (Added  by  Ord.  265-93,  App.  8/18/93;  amended 
by  Ord.  292-95,  App.  9/8/95;  Ord.  240-98,  App.  7/17/98) 

SEC.  67.25.  IMMEDIACY  OF  RESPONSE,  (a)  Notwithstanding  the  10-day 
period  for  response  to  a request  permitted  in  Government  Code  Section  6256,  a 
written  request  for  information  described  in  any  category  of  nonexempt  public 
information  in  Section  67.24  of  this  Article  which  shall  be  satisfied  no  later  than  the 
close  of  business  on  the  day  following  the  day  of  the  request.  This  deadline  shall 
apply  only  if  the  words  “Inunediate  Disclosure  Request”  are  written  across  the  top 
of  the  request  and  the  envelope  in  which  the  request  is  transmitted.  These  deadlines 
are  appropriate  for  more  extensive  or  demanding  requests,  but  shall  not  be  used  to 
delay  fulfilling  a simple,  routine  or  otherwise  readily  answerable  request. 

(b)  If  the  voluminous  nature  of  the  information  requested,  its  location  in  a 
remote  storage  facility  or  the  need  to  consult  with  another  interested  department 
warrants  an  extension  of  10  days  as  provided  in  Government  Code  Section  6456.1, 
the  requester  shall  be  notified  as  required  by  the  close  of  business  on  the  business  day 
following  the  request. 

(c)  The  person  seeking  the  information  need  not  state  his  or  her  reason  for 
making  the  request  or  the  use  to  which  the  information  will  be  put,  and  shall  not  be 
routinely  asked  to  make  such  a disclosure.  Where  a record  being  requested  contains 
information  most  of  which  is  exempt  from  disclosure  under  the  California  Public 
Records  Act  and  this  Article,  however,  the  City  Attorney  may  inform  the  requester 
of  the  nature  and  extent  of  the  nonexempt  information  and  inquire  as  to  the  requester’s 
purpose  for  seeking  it,  in  order  to  suggest  alternative  sources  for  the  information 
which  may  involve  less  redaction  or  to  otherwise  prepare  a response  to  the  request. 
(Added  by  Ord.  265-93,  App.  8/18/93) 

SEC.  67.26.  MINIMUM  WITHHOLDING.  No  record  shall  be  withheld  from 
disclosure  in  its  entirety  unless  all  information  contained  in  it  is  exempt  from 
disclosure  under  express  provisions  of  the  California  Public  Records  Act  or  of  some 
other  statute.  Information  that  is  exempt  from  disclosure  shall  be  masked,  deleted  or 
otherwise  segregated  in  order  that  the  nonexempt  portion  of  a requested  record  may 
be  released,  and  keyed  by  foomote  or  other  clear  reference  to  the  appropriate  justifica- 
tion for  withholding  required  by  Section  67.28  of  this  Article.  This  work  shall  be  done 
personally  by  the  attorney  or  other  staff  member  conducting  the  exemption  review. 
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If  that  employee’s  work  in  redaction  and  footnoting  exceeds  one  hour,  the  requester 
may  be  required  to  pay  that  extra  increment  of  time  at  the  pro  rata  hourly  salary  rate 
of  the  employee.  Staff  time  used  to  locate  or  collect  records  for  review  or  copying 
shall  not  be  included  as  chargeable.  (Added  by  Ord.  265-93,  App.  8/18/93) 

SEC.  67.27.  JUSTIFICATION  OF  WITHHOLDING.  Any  withholding  of 
information  shall  be  justified,  in  writing,  as  follows: 

(a)  A withholding  under  a permissive  exemption  in  the  California  Public 
Records  Act  or  elsewhere  shall  cite  that  authority  and  explain  in  factual  terms  how 
the  public  interest  would  be  harmed  by  disclosure. 

(b)  A withholding  on  the  basis  that  disclosure  is  prohibited  by  law  shall  cite 
the  statutory  authority  in  the  Public  Records  Act  or  elsewhere. 

(c)  A withholding  on  the  basis  that  disclosure  would  incur  civil  or  criminal 
liability  shall  cite  any  statutory  or  case  law,  or  any  other  public  agency’s  litigation 
experience,  supporting  that  position.  (Added  by  Ord.  265-93,  App.  8/18/93) 

SEC.  67.28.  FEES  FOR  DUPLICATION,  (a)  No  fee  shall  be  charged  for 
making  public  records  available  for  review. 

(b)  For  documents  routinely  produced  in  multiple  copies  for  distribution,  e.g., 
meeting  agendas  and  related  materials,  unless  a special  fee  has  been  established 
pursuant  to  Subdivision  (d)  of  this  Section,  a fee  not  to  exceed  one  cent  per  page  may 
be  charged,  plus  any  postage  costs. 

(c)  For  documents  assembled  and  copied  to  the  order  of  the  requester,  unless 
a special  fee  has  been  established  pursuant  to  Subdivision  (d)  of  this  Section,  a fee 
not  to  exceed  10  cents  per  page  may  be  charged,  plus  any  postage. 

(d)  A department  may  establish  and  charge  a higher  fee  than  the  one  cent 
presumptive  fee  in  Subdivision  (b)  and  the  10  cent  presumptive  fee  in  Subdivision 
(c)  if  it  prepares  and  posts  an  itemized  cost  analysis  establishing  that  its  cost  per  page 
impression  exceeds  10  cents  or  one  cent,  as  the  case  may  be.  The  cost  per  page 
impression  shall  include  the  following  costs:  one  sheet  of  paper;  one  duplication  cycle 
of  the  copying  machine  in  terms  of  toner  and  other  specifically  identified  operation 
or  maintenance  factors,  excluding  electrical  power;  and  one  unit  of  operator  labor 
calculated  as  the  average  hourly  pay,  excluding  benefits,  of  the  employee  classification 
normally  assigned  to  copy  records,  divided  by  60,  divided  by  the  average  number  of 
copies  per  minute  produced  by  the  machines  used  in  the  department.  Any  such  cost 
analysis  shall  identify  the  employee  classification  used  for  the  labor  component  and 
the  manufacturer,  model,  vendor  and  maintenance  contractor,  if  any,  of  the  copying 
machine  or  machines  referred  to.  (Added  by  Ord.  265-93,  App.  8/18/93) 

SEC.  67.29.  INDEX  TO  RECORDS.  Each  department  may  cooperate  with 
any  voluntary  effort  by  an  interested  and  competent  individual  or  organization  to 
compile  a master  index  to  the  types  of  records  it  maintains,  including  those  it  creates 
and  those  it  receives  in  the  ordinary  course  of  business.  The  index  shall  be  for  the 
use  of  City  officials,  staff  and  the  general  public,  and  shall  be  organized  to  permit 
a general  understanding  of  the  types  of  information  maintained,  by  which  officials 
and  departments,  for  which  purposes  and  for  what  periods  of  retention,  and  under 
what  manner  of  organization  for  accessing,  e.g.,  by  reference  to  a name,  a date,  a 
proceeding  or  project,  or  some  other  referencing  system.  The  index  need  not  be  in 
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such  detail  as  to  identify  files  or  records  concerning  a specific  person,  transaction  or 
other  event,  but  shall  clearly  indicate  where  and  how  records  of  that  type  are  kept. 
Any  such  master  index  shall  be  reviewed  by  appropriate  staff  for  accuracy  and 
presented  for  formal  adoption  to  the  administrative  official  or  policy  body  responsible 
for  the  indexed  records.  Any  changes  in  the  department’s  practices  or  procedures  that 
would  affect  the  accuracy  of  the  index  shall  thereafter  be  reported  by  the  responsible 
staff  to  the  board,  commission,  or  elective  officer,  as  the  case  may  be,  as  the  basis 
for  a corresponding  revision  of  the  index.  (Added  by  Ord.  265-93,  App.  8/18/93; 
amended  by  Ord.  287-96,  App.  7/12/96) 


ARTICLE  rV 

POLICY  IMPLEMENTATION 

SEC.  6730.  THE  SUNSHINE  ORDINANCE  TASK  FORCE,  (a)  There  is 
hereby  established  a task  force  to  be  known  as  the  Sunshine  Ordinance  Task  Force 
consisting  of  thirteen  voting  members  appointed  by  the  Board  of  Supervisors.  Two 
members  shall  be  appointed  from  individuals  whose  names  have  been  submitted  by 
the  local  chapter  of  the  Society  of  Professional  Journalists,  one  of  whom  shall  be  an 
attorney  and  one  of  whom  shall  be  a local  journalist.  One  member  shall  be  appointed 
from  the  press  or  electronic  media  who  has  an  interest  in  the  issues  of  citizen  access 
and  participation  in  local  government.  One  member  shall  be  appointed  from  individu- 
als whose  names  have  been  submitted  by  the  local  chapter  of  the  League  of  Women 
Voters.  One  member  shall  be  a journalist  from  the  minority  press  or  electronic  media. 
Six  members  shall  be  members  of  the  public  who  have  demonstrated  interest  in  or 
have  experience  in  the  issues  of  citizen  access  and  participation  in  local  government. 
Two  members  shall  be  members  of  the  public  experienced  in  consumer  advocacy.  At 
all  times  the  Task  Force  shall  include  at  least  one  member  who  shall  be  a member 
of  the  public  who  is  disabled  and  who  has  demonstrated  interest  in  citizen  access  and 
participation  in  local  government.  The  Mayor  or  his  or  her  designee,  and  the  Clerk 
of  the  Board  of  Supervisors  and  his  or  her  designee,  shall  serve  as  nonvoting  members 
of  the  Task  Force.  The  City  Attorney  shall  serve  as  legal  advisor  to  the  Task  Force. 

(b)  The  term  of  each  appointive  member  shall  be  two  years  unless  earlier 
removed  by  the  Board  of  Supervisors.  In  the  event  of  such  removal  or  in  the  event 
a vacancy  otherwise  occurs  during  the  term  of  office  of  any  appointive  member,  a 
successor  shall  be  appointed  for  the  unexpired  term  of  the  office  vacated  in  a manner 
similar  to  that  described  herein  for  the  initial  members.  The  Task  Force  shall  elect 
a chair  from  among  its  appointive  members.  The  term  of  office  as  chair  shall  be  one 
year.  Members  of  the  Task  Force  shall  serve  without  compensation. 

(c)  The  Task  Force  shall  advise  the  Board  of  Supervisors  and  provide  informa- 
tion to  other  City  departments  on  appropriate  ways  in  which  to  implement  this 
Chapter.  The  Task  Force  shall  develop  appropriate  goals  to  ensure  practical  and  timely 
implementation  of  this  Chapter.  The  Task  Force  shall  propose  to  the  Board  of  Supervi- 
sors amendments  to  this  Chapter.  The  Task  Force  shall  report  to  the  Board  of  Supervi- 
sors at  least  once  annually  on  any  practical  or  policy  problems  encountered  in  the 
administration  of  this  Chapter. 
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(d)  In  addition  to  the  powers  specified  above,  the  Task  Force  shall  possess  such 
powers  as  the  Board  of  Supervisors  may  confer  upon  it  by  ordinance.  (Added  by  Ord. 
265-93,  App.  8/18/93;  amended  by  Ord.  118-94,  App.  3/18/94;  Ord.  432-94,  App. 
12/30/94;  Ord.  287-96,  App.  7/12/96;  Ord.  198-98,  App.  6/19/98;  Ord.  387-98,  App. 
12/24/98) 

SEC.  6731.  RESPONSIBILITY  FOR  ADMINISTRATION.  The  Mayor  shall 
administer  and  coordinate  the  implementation  of  the  provisions  of  this  Chapter  for 
departments  under  his  or  her  control.  The  Mayor  shall  administer  and  coordinate  the 
implementation  of  the  provisions  of  this  Chapter  for  departments  under  the  control 
of  boards  and  commissions  appointed  by  the  Mayor.  Elected  officers  shall  administer 
and  coordinate  the  implementation  of  the  provisions  of  this  Chapter  for  departments 
under  their  respective  control.  The  Mayor  shall  administer  the  Task  Force  On  The 
Implementation  Of  The  San  Francisco  Sunshine  Ordinance.  (Added  by  Ord.  265-93, 
App.  8/18/93;  amended  by  Ord.  287-96,  App.  7/12/96) 

SEC.  6732.  SEVERABILITY.  The  provisions  of  this  Chapter  are  declared 
to  be  separate  and  severable.  The  invalidity  of  any  clause,  sentence,  paragraph, 
subdivision,  section  or  portion  of  this  Chapter,  or  the  invalidity  of  the  application 
thereof  to  any  person  or  circumstances,  shall  not  affect  the  validity  of  the  remainder 
of  this  Chapter,  or  the  validity  of  its  application  to  other  persons  or  circumstances. 
(Added  by  Ord.  265-93,  App.  8/18/93) 
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SEC.  68.1.  PURPOSES.  The  Cultural  Equity  Endowment  Fund  (“Fund”)  is 
established  to  move  San  Francisco  arts  funding  toward  cultural  equity.  The  goal  of 
cultural  equity  will  be  achieved  when  all  the  people  that  make  up  the  City  have  fair 
access  to  the  information,  financial  resources  and  opportunities  vital  to  full  cultural 
expression,  and  the  oppormnity  to  be  represented  in  the  development  of  arts  policy 
and  the  distribution  of  arts  resources;  when  all  the  cultures  and  subcultures  of  the  City 
are  expressed  in  thriving,  visible  arts  organizations  of  all  sizes;  when  new  large-budget 
arts  institutions  flourish  whose  programming  reflects  the  experiences  of  historically 
underserved  communities,  such  as:  African  American;  Asian  American;  disabled; 
Latino;  lesbian  and  gay;  Native  American;  Pacific  Islander;  and,  women.  (Added  by 
Ord.  354-93,  App.  11/12/93) 


SEC.  68.2.  PRINCIPLES  FOR  CULTURAL  EQUITY  ENDOWMENT 
FUND.  The  Fund  is  established  upon  the  following  principles: 

(a)  It  is  the  City's  goal  to  achieve  cultural  equity,  where  every  art  form,  from 
all  segments  of  the  population,  has  the  opportunity  to  develop  to  its  maximum 
potential. 

(b)  The  Fund  programs  should  be  implemented  through  a public  process. 

(c)  A healthy  arts  environment  thrives  at  all  levels.  The  productive  vitality  of 
individual  artists,  small  and  mid-size  arts  organizations,  and  grassroots  cultural  groups 
is  as  important  to  the  City  as  the  strength  of  the  large-budget  arts  institutions. 

(d)  The  arts  play  a vital  economic  role  in  San  Francisco.  The  Fund  is  estab- 
lished to  assist  in  keeping  all  the  arts  healthy. 

(e)  The  Fund  is  established  in  the  belief  that  the  many  cultural  traditions  which 
meet  in  San  Francisco  can  thrive  side  by  side  and  enrich  each  other.  (Added  by  Ord. 
354-93,  App.  11/12/93) 

SEC.  68.3.  ESTABLISHMENT  OF  CULTURAL  EQUITY  ENDOW- 
MENT FUND.  There  is  hereby  established  a Cultural  Equity  Endowment  Fund  to 
be  funded  with  monies  collected  and  allocated  pursuant  to  San  Francisco  Municipal 
Code,  Part  III,  Section  515. 

(a)  Any  unexpended  balances  remaining  in  the  allocation  to  the  Fund  at  the 
close  of  any  fiscal  year  shall  be  deemed  to  be  provided  for  a specific  purpose  within 
the  meaning  of  Charter  Section  6.306  and  shall  be  carried  forward  and  accumulated 
in  the  Fund  for  the  purposes  set  forth  in  this  Chapter  68. 
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(b)  The  San  Francisco  Art  Commission  is  hereby  authorized  and  directed  to 
expend  the  monies  allocated  to  the  Fund  and  to  implement  and  administer  the  Fund 
programs. 

(c)  The  monies  in  the  Fund  shall  be  expended  for  the  following  four  programs: 

(1)  Cultural  Equity  Initiatives  Program; 

(2)  The  Program  for  Commissions  to  Individual  Artists; 

(3)  Project  Grants  to  Small  and  Mid-size  Organizations;  and 

(4)  The  Facilities  Fund. 

(d)  The  Art  Commission  may  evaluate  and  review  the  demands  for  and  by 
cultural  and  artistic  programs  and  the  level  of  resources  available  for  such  programs, 
and  may  determine  the  percentage  of  Fund  monies  allocated  to  each  of  the  four 
programs.  The  Art  Commission  shall  not  be  required  to  fund  all  four  programs  every 
year  if  the  Art  Commission  determines,  after  review  and  evaluation,  ^at  demand  for 
and  by  the  program  does  not  warrant  expenditure.  (Added  by  Ord.  354-93,  App. 
11/12/93) 

SEC.  68.4.  CULTURAL  EQUITY  INITIATIVES  PROGRAM.  The  Cultural 
Equity  Initiatives  Program  shall  be  used  to  support  arts  organizations  which  are  deeply 
rooted  in  and  able  to  express  the  experiences  of  historically  underserved  communities 
such  as:  African  American;  Asian  American;  disabled;  Latino;  lesbian  and  gay;  Native 
American;  Pacific  Islander;  and,  women.  Awards  may  be  made  for  the  following  types 
of  projects: 

(1)  Creation  of  new  programs; 

(2)  Expansion  of  existing  programs; 

(3)  Technical  assistance  to  improve  an  arts  organization’s  management  and 
artistic  effectiveness; 

(4)  Training  programs; 

(5)  Development  of  artistic  projects; 

(6)  Marketing; 

(7)  Acquisition  of  equipment  necessary  for  the  arts  organization’s  artistic 
services;  and, 

(8)  Cross-cultural  collaborations  among  individual  artists  or  arts  organizations. 
(Added  by  Ord.  354-93,  App.  11/12/93) 

SEC.  68.5.  COMMISSIONS  TO  INDIVIDUAL  ARTISTS.  The  Commissions 
to  Individual  Artists  Program  shall  provide  support  to  individual  artists  to  stimulate 
production  and  dissemination  of  works  of  art  in  all  disciplines  and  all  neighborhoods 
of  San  Francisco.  The  majority  of  Conunissions  to  Individual  Artists  in  any  year  shall 
be  to  artists  who  are  deeply  rooted  in  and  able  to  express  the  experiences  of  historical- 
ly underserved  communities  such  as  African  American;  Asian  American;  disabled; 
Latino;  lesbian  and  gay;  Native  American;  Pacific  Islander;  and,  women.  (Added  by 
Ord.  354-93,  App.  11/12/93) 

SEC.  68.6  PROJECT  GRANTS  TO  SMALL  AND  MID  SIZE  ORGANIZA- 
TIONS. Project  Grants  shall  be  awarded  to  small  and  mid-size  arts  organizations  to 
stimulate  the  production  and  dissemination  of  works  of  art  in  all  disciplines  in  the 
City  and  County  of  San  Francisco.  The  majority  of  grants  in  any  program  year  shall 
be  made  to  arts  organizations  fostering  artistic  expression  that  is  deeply  rooted  in  and 
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reflective  of  historically  underserved  communities  such  as:  African  American;  Asian 
American;  disabled;  Latino;  lesbian  and  gay;  Native  American;  Pacific  Islander;  and, 
women.  (Added  by  Ord.  354-93,  App.  11/12/93) 

SEC.  68.7.  FACILITIES  FUND.  The  Facilities  Fund  Program  shall  provide 
grants,  loans  and  technical  assistance  to  tax-exempt  organizations  for  projects  which 
provide  appropriate  and  affordable  facilities  for  artists  and  arts  organizations.  The 
majority  of  grants  or  loans  in  any  program  year  shall  be  made  to  arts  organizations 
fostering  artistic  expression  which  is  deeply  rooted  in  and  reflective  of  historically 
underserved  communities,  such  as  African  American;  Asian  American;  disabled; 
Latino;  lesbian  and  gay;  Native  American;  Pacific  Islander,  and,  women,  or  tax- 
exempt  organizations  which  provide  live/work  units  to  low-  and  moderate-income 
artists.  (Added  by  Ord.  354-93,  App.  11/12/93) 

SEC.  68.8  ADMINISTRATION  OF  THE  FUND,  (a)  Art  Commission 
Administrative  Costs.  The  Art  Commission  shall  be  provided  monies  necessary  to 
pay  for  the  costs  of  implementing  and  administering  the  Fund.  In  the  first  year  of 
implementation  of  the  Fund  programs,  no  more  than  16  percent  of  the  total  monies 
allocated  to  the  Fund  pursuant  to  San  Francisco  Municipal  Code,  Part  III,  Section  515 
shall  be  allocated  to  the  Art  Conunission  for  administrative  costs.  In  the  second  year 
of  implementation  of  the  Fund  programs,  no  more  than  14  percent  of  the  total  amount 
allocated  to  the  Fund  shall  be  used  to  cover  administrative  costs  of  the  Art 
Commission.  In  the  third  and  following  years  of  implementation  of  the  Fund  pro- 
grams, the  Art  Commission  shall  be  allocated  no  more  than  12.5  percent  of  the  total 
monies  allocated  to  the  Fund.  Any  unexpended  balances  remaining  in  the  administra- 
tive allocations  set  forth  in  this  Section  68.8(a)  shall  be  carried  forward  and  accumu- 
lated for  the  purposes  recited  herein. 

(b)  Authority  of  the  Art  Commission.  The  An  Commission  is  hereby  autho- 
rized to  implement  and  administer  the  Fund  programs,  subject  to  the  budget  and  fiscal 
provisions  of  the  Charter.  Such  implementation  and  administration  may  include,  but 
not  be  limited  to,  the  following  actions  by  the  Art  Commission: 

(1)  Adoption  of  guidelines  and  regulations  for  implementation,  review  and 
expenditure  of  the  Fund  in  each  of  the  four  programs; 

(2)  Appoinunent  of  review  panels  and  establish  qualifications  for  members  of 
the  review  panels  and  procedures  for  the  review  panel  to  advise  the  Art  Commission 
on  such  expenditures; 

(3)  Determination  of  appropriate  levels  of  funding  each  year  for  each  of  the 
Fund  programs; 

(4)  Establishment  of  criteria  and  eligibility  standards  for  applicants  of  Fund 
programs; 

(5)  Establishment  of  criteria  for  awarding,  granting  or  lending  monies  from 
Fund  programs;  and, 

(6)  Execution  of  loan  agreements,  approved  as  to  form  by  the  City  Attorney, 
made  pursuant  to  Facilities  Funds  awards.  The  Art  Commission  may  employ  one  or 
more  administrators  of  the  Fund  as  necessary  to  administer  and  implement  the  Fund 
programs. 

(c)  Appeals  Process.  The  Art  Commission  may,  at  its  discretion,  establish  an 
appeals  process  for  any  decisions  regarding  allocations  of  the  fund. 
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(d)  Annual  Review.  The  Art  Commission  may  appoint  an  Advisory  Committee 
to  conduct  an  annual  review  of  implementation  of  the  Fund.  (Added  by  Ord.  354-93, 
App.  11/12/93) 
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SEC.  69.1.  THE  SAN  FRANCISCO  HEALTH  AUTHORITY;  ESTABLISH- 
MENT. Pursuant  to  the  authority  granted  to  the  City  and  County  of  San  Francisco 
by  Welfare  and  Institutions  Code  Section  14087.36  (hereafter,  “Section  14087.36”), 
there  is  hereby  established  the  San  Francisco  Health  Authority  as  a public  entity 
separate  and  distinct  from  the  City  and  County  of  San  Francisco.  (Added  by  Ord.  408- 
94,  App.  12/15/94) 


SEC.  69.2.  PURPOSE.  The  San  Francisco  Health  Authority  recognizes  that 
Medi-Cal  beneficiaries  have  traditionally  faced  a significant  lack  of  access  to  health 
care  and  have  been  dependent  upon  traditional,  safety  net,  and  other  concerned 
providers  for  needed  health  care  services.  The  City  and  private  providers  of  health 
care  and  other  interested  parties  have  collaborated  in  the  development  of  a managed 
care  plan  and  the  San  Francisco  Health  Authority  is  established  as  the  result  of  this 
collaborative  effort. 

The  Board  of  Supervisors  has  determined  to  establish  the  Health  Authority  as 
the  Local  Initiative  under  the  Medi-Cal  program.  The  Board  of  Supervisors  has 
determined  that  it  is  in  the  public  interest  to  establish  the  Health  Authority  to  create 
an  efficient,  integrated  health  care  delivery  system  in  order  to  provide,  as  contracted 
by  the  California  State  Department  of  Health  Services  with  the  Authority,  access  to 
comprehensive  health  care  services  for  Medi-Cal  beneficiaries  and  such  other  persons 
as  the  Health  Authority  deems  appropriate;  to  provide  quality  care  that  is  compassion- 
ate, respectful  and  culturally  and  linguistically  appropriate;  and  to  ensure  preservation 
of  the  safety  net.  (Added  by  Ord.  408-94,  App.  12/15/94) 


SEC.  69J.  POWERS  AND  RESPONSIBILmES.  (a)  The  San  Francisco 
Health  Authority  shall  be  the  local  initiative  component  of  the  Medi-Cal  state  plan 
pursuant  to  regulations  adopted  by  the  State  Department  of  Health  Services. 

(b)  The  Health  Authority  may  undertake  all  actions  and  perform  all  functions 
authorized  by  Section  14087.36  or  otherwise  permitted  by  law.  In  addition,  the  Health 
Authority  may  apply  for  and  obtain  licensure  as  a health  care  service  plan  under 
Health  and  S^ety  Code  Section  1340  et  seq.  and,  once  so  licensed,  may  engage  in 
all  activities  permitted  of  a health  care  service  plan. 

(c)  The  Health  Authority  may  enter  into  contracts  to  provide  or  arrange  for 
health  care  services  for  persons  eligible  to  receive  benefits  under  the  Medi-Cal 
program  and  to  other  individuals,  including,  but  not  limited  to,  those  covered  under 
Subchapter  18  (commencing  with  Section  1395)  of  Chapter  7 of  Title  42  of  the  United 
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State  Code,  individuals  employed  by  public  agencies  and  private  businesses,  and 
uninsured  or  indigent  individu^s. 

(d)  The  Health  Authority  shall  have  all  the  rights,  powers,  duties,  privileges, 
immunities,  and  obligations  provided  pursuant  to  Section  14087.36. 

(e)  Members  of  the  governing  body  of  the  Health  Authority  shall  not  be 
compensated  for  their  service  on  the  governing  body,  but  may  be  reimbursed  for 
authorized  expenses  under  procedures  established  by  the  governing  body. 

(f)  The  Health  Authority  may  adopt  rules  and  regulations  governing  the 
operation  and  procedures  of  the  governing  body  and  the  Authority,  provided  that  such 
rules  and  regulations  are  not  in  conflict  with  the  provisions  of  Section  14087.36. 
(Added  by  Ord.  408-94,  App.  12/15/94) 

SEC.  69.4.  GOVERNING  BODY,  (a)  The  governing  body  of  the  Health 
Authority  shall  consist  of  19  members  who  shall  have  the  qualifications  required  by 
Section  14087.36.  The  Board  of  Supervisors  shall,  by  resolution,  appoint  14  persons 
pursuant  to  the  nomination  procedure  set  forth  in  Section  14087.36.  The  Mayor  shall 
appoint  a person  to  serve  at  the  pleasure  of  the  Mayor.  The  Director  of  Public  Health, 
the  Director  of  Mental  Health,  and  the  Chancellor  of  the  University  of  California  at 
San  Francisco  shall  each  serve  as  a member  or  appoint  a designee  to  serve  at  his  or 
her  pleasure.  The  Health  Commission  shall  appoint  a person  to  serve  at  its  pleasure. 
Appointments  and  changes  in  appointment,  other  than  those  of  the  Board  of  Supervi- 
sors, shall  be  made  by  filing  written  notice  with  the  Clerk  of  the  Board  of  Supervisors. 

(b)  All  members  of  the  governing  body  shall  be  voting  members  except  the 
member  appointed  by  the  San  Francisco  Health  Commission. 

(c)  TTie  initial  members  appointed  by  the  Board  of  Supervisors  shall  be,  to  the 
extent  those  individuals  meet  the  qualifications  required  by  Section  14087.36(k)  and 
are  willing  to  serve,  those  persons  serving  as  members  of  the  San  Francisco  Managed 
Care  Steering  Committee. 

(d)  The  term  of  office  for  each  member  appointed  by  the  Board  of  Supervisors 
shall  be  three  years,  commencing  at  12:(K)  noon,  on  the  15th  day  of  January  in  the 
year  1995;  provided  that  at  the  initial  meeting  of  the  governing  body  the  members 
appointed  by  the  Board  of  Supervisors  shall  draw  lots  to  determine  seven  members 
whose  initial  terms  of  office  shall  be  for  two  years;  and  provided  further  that  the 
person  appointed  pursuant  to  Section  14087.36(k)(l)(A)  as  a member  or  representative 
of  the  Board  of  Supervisors  shall  serve  at  the  pleasure  of  the  Board. 

(e)  For  purposes  of  Government  Code  Section  87103,  the  members  of  the 
governing  body  are  appointed  to  represent  and  further  the  interests  of  the  specific 
health  care  providers  and  other  interests  specified  in  Section  14087.36(k)  and  (q). 

(f)  The  filling  of  vacant  positions,  the  rights  of  members  whose  terms  have 
expired,  voting  procedures,  the  selection  of  the  chair,  the  establishment  of  committees, 
and  the  procedure  for  changing  the  composition  of  the  governing  body  and  the 
appointment  of  members  shall  be  as  set  forth  in  Section  14087.36. 

(g)  A member  of  the  governing  body  may  be  removed  from  office  by  the  Board 
of  Supervisors  by  resolution,  but  only  upon  the  recommendation  of  the  Health 
Authority  and  for  the  reasons  specified  in  Section  14087.36. 

(h)  A member  of  the  governing  body  may  resign  from  office  by  submitting  a 
written  notice  of  resignation  to  the  Health  Authority.  The  Health  Authority  shall  notify 
the  Clerk  of  the  Board  of  Supervisors  of  the  resignation  within  five  days. 
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(i)  Upon  approval  of  this  ordinance,  the  Clerk  of  the  Board  shall  schedule  a 
hearing  before  an  appropriate  committee  of  the  Board  for  consideration  of  the 
appointment  of  members  to  the  governing  body  of  the  Health  Authority.  The  Clerk 
shall  provide  notice  of  the  hearing  to  persons  and  entities  with  the  authority  to 
nominate  and  to  other  interested  parties. 

(j)  The  Health  Authority  shall  notify  the  Board  of  Supervisors  four  months 
prior  to  the  expiration  of  any  term  of  office  of  a member  of  the  governing  body.  The 
Clerk  shall  promptly  notify  the  entity  with  the  authority  to  nominate  a person  for  the 
position  that  a nomination  is  required  and  must  be  submitted  within  30  days.  Upon 
receipt  of  the  nomination,  the  Clerk  shall  schedule  a hearing  before  an  appropriate 
committee  of  the  Board  for  consideration  of  the  appointment  If  a position  on  the 
governing  body  becomes  vacant,  the  Health  Authority  shall  promptly  notify  the  Clerk, 
who  shall  notify  the  nominating  authority  for  the  vacant  position  and,  upon  receipt 
of  the  nomination,  schedule  a hearing  before  the  appropriate  committee  of  the  Board 
for  consideration  of  an  appointment  to  fill  the  vacant  position.  (Added  by  Ord.  408-94, 
App.  12/15/94) 

SEC.  69.5.  REQUIRED  INSURANCE.  The  Risk  Manager  of  the  City  and 
County  shall  determine  the  type  and  amount  of  insurance  that  is  reasonably  necessary 
to  enable  the  Health  Authority  to  provide  for  the  defense  and  indemnification  of 
employees  of  the  Health  Authority  who  are  employees  of  the  City  and  County  of  San 
Francisco,  as  required  by  Section  14087.36(d)(1)(A).  The  Health  Authority  shall 
provide  insurance  of  the  amount  and  type,  and  subject  to  such  terms  and  conditions, 
as  may  be  required  by  the  Risk  Manager,  including  any  changes  in  that  determination 
that  may  be  appropriate  for  reasons  that  the  Risk  Manager  shall  provide  in  writing. 
(Added  by  Ord.  408-94,  App.  12/15/94) 

SEC.  69.6.  WHEN  CONSTITUTED.  The  Health  Authority  may  take  official 
action  once  a majority  of  the  voting  members  of  the  governing  body  have  been 
appointed.  (Added  by  Ord.  408-94,  App.  12/15/94) 
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CHAPTER  70 


IN-HOME  SUPPORTIVE  SERVICES  PUBLIC  AUTHORITY 


Sec. 

70.1. 

Sec. 

70.2. 

Sec. 

70.3. 

Sec. 

70.4. 

Sec. 

70.5. 

Sec. 

70.6. 

Sec. 

70.7. 

Sec. 

70.8. 

Sec. 

70.9. 

Sec. 

70.10. 

Purpose. 

Membership  of  Governing  Body. 
Powers. 

Fiscal  Provisions. 

Annual  Report  and  Plan. 
Transition  of  Functions. 
Termination. 

Enumeration  of  Powers. 
Disclaimers. 

Severability. 


SEC.  70.1.  PURPOSE.  The  Board  of  Supervisors  for  the  City  and  County  of 
San  Francisco  (hereinafter.  City)  by  this  Chapter  establishes  a public  authority  whose 
powers  are  derived  from  and  consistent  with  the  provisions  of  Welfare  and  Instimtions 
Code  Section  12301.6.  The  name  of  this  public  authority  shall  be  the  In-Home 
Supportive  Services  Public  Authority,  and  shall  be  referred  to  in  this  Chapter  as  the 
“Authority.”  Its  purpose  is  to  provide  assistance  in  finding  personnel  for  the  In-Home 
Supportive  Services  Program  (IHSS)  through  the  establishment  of  a central  registry, 
and  related  functions,  and  to  perform  any  other  functions,  as  may  be  necessary  for 
the  operation  of  the  Authority,  or  related  to  the  delivery  of  IHSS  in  San  Francisco, 
subject  to  all  applicable  federal  and  State  laws  and  regulations,  and  to  the  limitations 
set  forth  in  this  Chapter.  (Added  by  Ord.  185-95,  App.  6/9/95) 


SEC.  70.2.  MEMBERSHIP  OF  GOVERNING  BODY,  (a)  The  governing 
body  of  the  Authority  shall  be  composed  of  1 1 members  appointed  by  the  Board  of 
Supervisors.  The  Board  of  Supervisors  shall  solicit  recommendations  for  appointment 
of  qualified  members  through  a fair  and  open  process,  including  reasonable  written 
notice  to,  and  affording  reasonable  response  time  from,  members  of  the  general  public 
and  interested  persons  and  organizations.  No  fewer  than  50  percent  of  the  membership 
shall  be  individuals  who  are  current  or  past  users  of  personal  assistance  services  paid 
for  through  public  or  private  funds  or  who  are  recipients  of  IHSS,  referred  to  in  this 
Chapter  as  “consumers.” 

(b)  Membership  categories  on  the  governing  body  shall  be  as  follows: 

(1)  Two  consumers  over  the  age  of  60  years,  each  authorized  to  represent 
organizations  that  advocate  for  aging  people  with  disabilities; 

(2)  Two  consumers  between  the  ages  of  18  and  60  years,  each  authorized  to 
represent  organizations  that  advocate  for  younger  people  with  disabilities; 

(3)  One  consumer  at-large  over  the  age  of  60  years; 

(4)  One  consumer  at-large  between  the  ages  of  18  and  60  years; 

(5)  One  worker  who  provides  personal  assistance  services  to  a consumer, 

(6)  One  Commissioner  from  the  Social  Services  Commission,  recommended 
to  the  Board  by  the  Commission; 

(7)  One  Commissioner  from  the  Commission  on  the  Aging,  recommended  to 
the  Board  by  the  Commission; 
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(8)  One  Commissioner  from  the  Health  Commission,  recommended  to  the  Board 
by  the  Commission; 

(9)  One  member  of  the  Mayor’s  Disability  Council,  recommended  to  the  Board 
by  the  Council. 

(c)  For  purposes  of  Government  Code  Section  87103,  and  2 California  Code 
of  Regulations  18703.3,  it  is  hereby  found  and  declared  that  the  persons  appointed 
to  this  governing  body  are  appointed  to  represent  and  further  the  interests  of  the 
Sf)ecific  economic  interest  which  an  individual  member  is  appointed  to  represent. 

(d)  Initial  appointment  of  both  the  consumer  and  worker  members  shall  be  made 
from  a list  of  recommendations  based  on  applications  designed  by,  and  submitted  to, 
the  IHSS  Task  Force  of  Planning  for  Elders  in  the  Central  City.  Succeeding 
appointments  of  consumer  and  worker  members  shall  be  based  on  a procedure  devel- 
oped by  the  governing  body  of  the  Authority,  within  the  first  six  months  of  operation, 
after  receiving  recommendations  from  the  IHSS  Task  Force  of  Planning  for  Elders 
in  the  Central  City.  Every  attempt  shall  be  made  to  assure  that  each  appointee  will 
be  able  to  serve  the  full  term  to  which  he  or  she  has  been  appointed,  in  order  to 
ensure  continuity  in  the  work  of  the  Authority. 

(e)  If  during  his  or  her  term  as  a member  of  the  governing  body  of  the  Authori- 
ty, a Social  Services,  Aging,  or  Health  Commissioner  or  member  of  the  Mayor’s 
Disability  Council  no  longer  serves  on  the  Commission  or  Council,  the  body  from 
which  that  member  came  shall  make  another  recommendation  for  appointment  to  the 
Board  of  Supervisors  within  60  days  of  the  end  of  that  member’s  formal  service  on 
their  respective  Commission  or  on  the  Council. 

(f)  After  the  terms  of  the  initial  period  are  complete,  each  appointment  to  the 
governing  body  shall  thereafter  be  for  a three-year  term.  A member  may  be  reappoint- 
ed, but  may  not  serve  more  than  a total  of  nine  consecutive  years  on  the  governing 
body.  The  initial  appointment  periods  shall  be  staggered  as  follows: 

(1)  Three  one-year  terms; 

(2)  Four  two-year  terms;  and 

(3)  Four  three-year  terms. 

Upon  appointment,  members  shall  draw  lots  to  determine  the  length  of  each  member’s 
initial  term.  Members  shall  serve  without  compensation. 

(g)  Qualified  applicants  must  reside  in  San  Francisco  and  have:  familiarity  with, 
or  knowledge  of,  personal  assistance  services;  the  capacity  to  understand  their  role 
to  aid  and  assist  the  Authority  in  the  administration  of  its  duties;  and  the  ability  to 
attend  regularly  scheduled  meetings,  which  shall  occur  only  in  facilities  which  meet 
disability  access  requirements.  Those  City  departments  from  which  Authority  members 
are  drawn  shall  provide  appropriate  assistance  to  their  respective  representative  in 
fulfilling  his  or  her  duties  to  the  Authority.  Within  the  first  90  days,  the  members  of 
the  governing  body  of  the  Authority  shall  receive  orientation  and  training  from  the 
IHSS  Task  Force  of  Planning  for  Elders  in  the  Central  City  and  the  Department  of 
Social  Services  regarding  the  functions  and  duties  of  the  Authority,  current  issues 
related  to  delivery  of  IHSS  and  the  responsibilities  of  the  Authority’s  governing  body. 
Each  subsequent  new  member  shall  receive  similar  orientation  and  training  from 
Authority  staff  within  60  days  of  appointment. 

(h)  Regulations  governing  the  grounds  for  removal  from,  and  use  of  alternates 
on,  the  governing  body  shall  be  proposed  by  the  governing  body  and  submitted  to  the 
Board  of  Supervisors  within  90  days  of  the  date  of  the  first  meeting  of  the  governing 
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body.  These  regulations  and  any  proposed  amendments  shall  be  initiated  exclusively 
by  the  governing  body  and  submitted  to  the  Board  of  Supervisors  for  review,  and  shall 
become  effective  within  90  days  of  the  date  of  receipt  by  the  Board,  unless  disap- 
proved by  the  Board  by  resolution.  In  exercising  these  review  powers,  the  Board  of 
Supervisors  may  only  approve  or  disapprove;  it  may  not  modify  such  regulations  and 
proposed  amendments.  (Added  by  Ord.  185-95,  App.  6/9/95) 

SEC.  70 POWERS,  (a)  The  Authority  shall  be  an  entity  separate  from  the 
City  and  County  of  San  Francisco  and  shall  file  the  Statement  of  Fact  for  the  Roster 
of  Public  Agencies  required  by  Section  53051  of  the  Government  Code. 

(b)  The  Authority  shall  be  a corporate  public  body,  exercising  public  and 
essential  governmental  functions  with  all  powers  necessary  and  convenient  to  carry 
out  the  delivery  of  IHSS,  including  the  power  to  contract  for  services  pursuant  to 
Sections  12302  and  12302.1  of  the  Welfare  and  Institutions  Code,  subject  to  any 
limitations  set  forth  in  this  Chapter. 

(c)  The  Authority  shall  only  engage  in  the  following  duties  and  functions 
involving  IHSS  until  such  time  that  the  requirements  for  the  transferring  of  additional 
functions,  as  set  forth  in  Section  70.6  of  this  Chapter,  are  met:  planning  and  advocacy 
for  IHSS  consumers  and  personnel;  operation  of  a registry,  including  investigation 
of  the  qualifications  and  background  of  potential  personnel,  and  referral  of  potential 
personnel  to  consumers;  and  acting  as  the  employer  of  IHSS  personnel  in  conformance 
with  Subsection  (g)  of  this  Section. 

(d)  Any  obligation  or  legal  liability  of  the  Authority,  whether  statutory, 
contractual  or  otherwise,  shall  be  the  obligation  or  liability  solely  of  the  Authority 
and  shall  not  be  the  obligation  or  the  liability  of  the  City.  All  contracts  between  the 
Authority  and  third  parties  shall  contain  an  express  provision  advising  the  contractor 
that  the  Authority  is  a separate  governmental  entity  and  that  such  agreement  does  not 
bind  the  City. 

(e)  All  contracts,  leases,  or  other  agreements  of  any  nature,  including  collective 
bargaining  agreements,  between  the  Authority  and  any  party,  except  those  with  the 
City,  shall  contain  the  following  statement:  “The  Authority  is  an  independent  legal 
entity,  separate  and  apart  from  the  City  and  County  of  San  Francisco.  The  Authority 
has  no  power  to  bind  the  City  to  any  contractual  or  legal  obligations.  Nor  may  the 
obligees  of  the  Authority  seek  recourse  against  the  City  for  any  financial  or  legal 
obligation  of  the  Authority.” 

(f)  Employees  of  the  Authority  shall  not  be  employees  of  the  City  for  any 
purpose. 

(g)  The  Authority  shall  be  deemed  to  be  the  employer  of  IHSS  personnel 
referred  to  consumers,  under  Paragraph  (3)  of  Subdivision  (d)  within  the  meaning  of 
Chapter  10  (commencing  with  Section  3500)  of  Division  4 of  Title  1 of  the  Govern- 
ment Code,  commonly  known  as  the  Meyers-Milias-Brown  Act.  The  Authority  shall 
not  be  deemed  to  be  the  employer  of  IHSS  personnel  referred  to  consumers  under  this 
Chapter  for  purposes  of  liability  due  to  the  negligence  or  intentional  torts  of  the  IHSS 
personnel. 

(h)  Nothing  in  these  enumerated  powers  shall  be  construed  to  limit  or  interfere 
with  the  consumers’  right  to  retain,  select,  terminate,  and  direct  the  work  of  any 
worker  providing  services  to  them. 
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(i)  Nothing  in  these  enumerated  powers  shall  be  construed  to  alter,  require  the 
alteration  of,  or  interfere  with  the  State’s  payroll  system  and  other  provisions  of 
Section  12302.2  of  the  Welfare  and  Institutions  Code  for  independent  providers  of 
IHSS,  or  to  affect  the  State’s  responsibilities  with  respect  to  unemployment  insurance, 
or  workers’  compensation  for  providers  of  IHSS. 

(j)  The  Authority  shall  maintain  general  liability  insurance  in  an  amount 
determined  to  be  adequate  by  the  City’s  Risk  Manager,  and  shall  name  the  City  as 
an  additional  insured. 

(k)  The  governing  body  of  the  Authority  shall  hire  staff,  and  adopt  rules  and 
regulations,  not  inconsistent  with  the  provisions  of  this  Chapter,  in  order  to  implement 
and  interpret  this  Chapter.  (Added  by  Ord.  185-95,  App.  6/9/95) 

SEC.  70.4.  FISCAL  PROVISIONS,  (a)  In  order  to  facilitate  the  implementa- 
tion of  the  Authority  in  a timely  manner,  the  City  Treasurer  and  the  City  Controller 
may  enter  into  contracts  with  the  Authority  for  the  provision  of  fiscal  services,  with 
or  without  compensation  from  the  Authority,  under  such  terms  and  conditions  as  the 
Treasurer  and  Controller  may  require.  If  any  such  contract  is  executed,  the  Controller 
shall  establish  and  maintain  a specific  account  or  accounts  for  this  purpose.  In 
addition,  other  City  departments  may  enter  into  contracts  with  the  Authority,  with  or 
without  compensation,  for  the  provision  of  various  services  that  may  be  needed  by 
the  Authority.  All  such  contracts  are  subject  to  the  applicable  approval  process  as 
required  by  the  San  Francisco  Charter,  the  San  Francisco  Administrative  Code  and 
the  respective  department  regulation  and  policy. 

(b)  In  adopting  this  Chapter,  the  Board  recognizes  that  the  funding  of  IHSS  is 
the  product  of  a complex  relationship  of  federal.  State  and  City  financing,  and  that 
the  ability  of  the  Authority  to  operate  and  to  negotiate  the  wages  and  benefits  of  the 
providers  of  IHSS  is  contingent  upon  the  availability  of  adequate  funding  from  all 
sources.  Nothing  in  this  Chapter  is  intended  to  require  the  City  to  appropriate  any 
funds  for  the  operation  of  the  Authority  or  for  the  payment  of  wages  or  benefits  to 
the  providers  of  IHSS. 

(c)  The  Department  of  Social  Services  shall  be  the  financial  liaison  between 
the  City  and  County  of  San  Francisco  and  the  Authority.  The  Department  of  Social 
Services  shall  take  appropriate  action  in  order  to  procure  all  available  federal  and  State 
funds  for  the  administration  and  delivery  of  IHSS,  and  by  contract,  grant  or  agree- 
ment, transfer  monies  procured  from  these  sources  and  from  any  funds  that  the  City 
may  appropriate,  to  the  Authority  for  the  operation  of  its  designated  functions,  subject 
to  the  budgetary  and  fiscal  provisions  of  the  San  Francisco  Charter  and  the  San 
Francisco  Administrative  Code.  The  Authority  shall  submit  its  annual  funding  request 
to  the  Department  of  Social  Services  no  later  than  the  deadline  determined  by  the 
Department  of  Social  Services  no  later  than  the  deadline  determined  by  the  Depart- 
ment of  Social  Services  to  enable  the  Department  to  prepare  and  submit  its  budget 
to  the  Mayor’s  office.  The  Authority  shall  comply  with  all  claiming  and  reporting 
deadlines  set  by  the  Department  of  Social  Services. 

The  total  of  all  operating  costs,  wages  and  benefits  proposed  or  established  by 
the  Authority  must  be  consistent  with  the  provisions  of  the  final  City  budget. 

The  Authority  may  not  establish  a payment  rate  that  includes  the  costs  of  wages, 
benefits  and  operation,  until  the  governing  body  of  the  Authority  makes  a finding  that 
the  funds  necessary  for  payment  of  that  rate  are  legally  available. 
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(d)  If  and  when  the  federal  or  State  agencies  responsible  for  IHSS  promulgate 
regulations  that  authorize  and  create  direct  funding  mechanisms  for  the  Authority,  the 
Authority  and  the  Department  of  Social  Services  may  modify  their  agreements  to 
facilitate  that  direct  financial  relationship.  (Added  by  Ord.  185-95,  App.  6/9/95) 

SEC.  70.5.  ANNUAL  REPORT  AND  PLAN.  The  Authority  shall  submit 
annually  a report  to  the  Board  of  Supervisors  detailing  its  functions  and  evaluating 
its  operation  for  that  year.  In  addition,  such  report  shall  present  the  Authority’s 
specific  goals  and  objectives  for  the  coming  year  and  its  plan  for  meeting  those  goals 
and  objectives.  If,  for  any  coming  year,  the  Authority  intends  to  expand  its  duties, 
the  Authority  shall  present  a detailed  plan  and  budget  for  the  implementation  of  that 
expansion  of  duties.  Such  plan  shall  be  circulated  to  all  interested  City  departments 
and  community  groups  prior  to  presentation  to  the  Board  of  Supervisors.  (Added  by 
Ord.  185-95,  App.  6/9/95) 

SEC.  70.6.  TRANSITION  OF  FUNCTIONS.  Prior  to  any  transfer  of  federal 
or  State-mandated  IHSS  functions  from  City  responsibility  to  the  Authority,  all 
affected  Commissions,  by  resolution,  and  the  Board  of  Supervisors,  by  ordinance, 
must  approve  such  relinquishment  by  the  City  to  the  Authority  of  responsibility  with 
respect  to  IHSS  services.  Further,  the  Authority,  through  its  applicable  process,  must 
accept  all  legal  liability  for  those  legally  mandated  responsibilities  transferred  by  the 
City  to  the  Authority.  (Added  by  Ord.  1 85-95,  App.  6/9/95) 

SEC.  70.7.  TERMINATION.  By  repeal  of  this  Chapter,  the  Board  of  Supervi- 
sors may  abolish  the  Authority.  (Added  by  Ord.  185-95,  App.  6/9/95) 

SEC.  70.8.  ENUMERATION  OF  POWERS.  The  enumeration  of  powers  in 
this  Chapter  of  some  of  the  provisions  of  Welfare  and  Institutions  Code  Section 
12301.6  shall  not  be  interpreted  as  manifesting  an  intent  of  the  Board  of  Supervisors 
to  subject  either  the  City  or  the  Authority  to  duties  or  liabilities  not  imposed  by  that 
statute.  (Added  by  Ord.  185-95,  App.  6/9/95) 

SEC.  70.9.  DISCLAIMERS.  By  establishing  the  Authority,  the  City  and 
County  of  San  Francisco  is  assuming  an  undertaking  only  to  promote  the  general 
welfare.  It  is  not  assuming,  nor  is  it  imposing  on  its  officers  and  employees,  an 
obligation  for  breach  of  which  it  is  liable  in  money  damages  to  any  person  who  claims 
that  such  breach  proximately  caused  injury.  (Added  by  Ord.  185-95,  App.  6/9/95) 

SEC.  70.10.  SEVERABILITY,  (a)  If  any  provision  of  this  Chapter,  or  the 
application  of  any  such  provision  to  any  person  or  circumstance,  shall  be  held  invalid, 
the  remainder  of  this  Chapter,  to  the  extent  it  can  be  given  effect,  or  the  application 
of  those  provisions  to  persons  or  circumstances  other  than  those  to  which  it  is  held 
invalid,  shall  not  be  affected  thereby,  and  to  this  end  the  provisions  of  this  Chapter 
are  severable. 

(b)  Notwithstanding  the  provisions  of  Subsection  (a)  of  this  Section,  if  any 
provision  of  this  Chapter  imposing  limitations  or  restrictions  on  the  Authority,  or  the 
powers  or  duties  of  the  Authority,  including  the  ability  of  the  Authority  to  propose 
or  establish  payment  rates,  shall  be  held  invalid,  the  provisions  of  this  Chapter  shall 
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not  be  deemed  severable  and  this  Chapter  shall  be  held  invalid  in  its  entirety.  (Added 
by  Ord.  185-95,  App.  6/9/95) 
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CHAPTER  71 

MILLS  ACT  CONTRACT  PROCEDURES 


Sec.  71.1. 

Purpose. 

Sec.  71.2. 

Qudified  Historic  Property. 

Sec.  71.3. 

Application  for  Historical  Property  Contract. 

Sec.  71.4. 

Approval  Process. 

Sec.  71.5. 

Terms  of  the  Historical  Property  Contract. 

Sec.  71.6. 

Fees. 

SEC.  71.1.  PURPOSE,  (a)  The  purpose  of  this  Chapter  71  is  to  implement  the 
California  Mills  Act,  California  Government  Code  Sections  50280  et  seq.  The  Mills 
Act  authorizes  local  governments  to  enter  into  contracts  with  owners  of  private 
historical  property  who  will  rehabilitate,  restore,  preserve,  and  maintain  qualified 
historical  property.  As  consideration  for  the  rehabilitation,  restoration,  preservation 
and  maintenance  of  the  qualified  historical  property,  the  City  and  County  of  San 
Francisco  may  provide  certain  property  tax  reductions  in  accordance  with  Article  1 .9 
(commencing  with  Section  439)  of  Chapter  3 of  Part  2 of  Division  1 of  the  California 
Revenue  and  Taxation  Code. 

(b)  San  Francisco  contains  many  historic  buildings  which  add  to  its  character 
and  international  reputation.  Many  of  these  buildings  have  not  been  adequately 
maintained,  may  be  structurally  deficient,  or  may  need  rehabilitation.  The  costs  of 
properly  rehabilitating,  restoring  and  preserving  historic  buildings  may  be  prohibitive 
for  property  owners.  Implementation  of  the  Mills  Act  in  San  Francisco  will  make  the 
benefits  of  the  Mills  Act  available  to  many  property  owners. 

(c)  The  benefits  of  the  Mills  Act  to  the  individual  property  owners  must  be 
balanced  with  the  cost  to  the  City  and  County  of  San  Francisco  of  providing  the 
property  tax  reductions  set  forth  in  the  Mills  Act  as  well  as  the  historical  value  of 
individual  buildings  proposed  for  historical  property  contracts,  and  the  resultant 
property  tax  reductions,  under  the  Mills  Act.  (Added  by  Ord.  191-96,  App.  5/22/96) 

SEC.  71.2.  QUALIFIED  HISTORIC  PROPERTY.  An  owner,  or  an  autho- 
rized agent  of  the  owner,  of  a qualified  historical  property  may  apply  for  a historical 
property  contract.  For  purposes  of  this  Chapter  7 1 , “qualified  historical  property”  shall 
mean  privately  owned  property  which  is  not  exempt  from  property  taxation  and  which 
is  one  of  the  following: 

(a)  Individually  listed  in  the  National  Register  of  Historic  Places;  or 

(b)  Designated  as  a City  landmark  pursuant  to  San  Francisco  Planning  Code 
Article  10.  (Added  by  Ord.  191-96,  App.  5/22/96) 

SEC.  713.  APPLICATION  FOR  HISTORICAL  PROPERTY  CONTRACT. 

An  owner,  or  an  authorized  agent  of  an  owner,  of  a qualified  historical  property  may 
submit  an  application  for  a historical  property  contract  to  the  Planning  Department 
on  forms  provided  by  the  Planning  Department.  The  property  owner  shall  provide, 
at  a minimum,  the  address  and  location  of  the  qualified  historical  property,  evidence 
that  the  property  is  a qualified  historical  property,  the  nature  and  cost  of  the  rehabilita- 
tion, restoration  or  preservation  work  to  be  conducted  on  the  property,  and  a plan  for 


AD-969 


(9-96) 


Section  71.3 


San  Francisco  Administrative  Code 


continued  maintenance  of  the  property.  The  Planning  Department  may  require  any 
further  information  it  determines  necessary  to  make  a recommendation  on  the 
historical  property  contract.  (Added  by  Ord.  191-96,  App.  5/22/96) 

SEC.  71.4.  APPROVAL  PROCESS,  (a)  Review  by  the  Assessor’s  Office.  The 
Planning  Department  shall  refer  the  application  for  historical  property  contract  to  the 
San  Francisco  Assessor  for  its  review  and  recommendation.  The  Assessor  shall 
provide  to  the  Board  of  Supervisors  an  estimate  of  the  property  tax  calculations  and 
the  difference  in  property  tax  assessments  under  the  different  valuation  methods 
permitted  by  the  California  Mills  Act  so  that  the  City  can  evaluate  the  difference 
between  property  tax  which  would  normally  be  collected  by  the  City  and  the  property 
tax  which  would  be  collected  pursuant  to  the  historical  property  contract. 

(b)  Landmarks  Board  Review.  The  Landmarks  Preservation  Advisory  Board 
shall  hold  a public  hearing  to  review  the  application  for  the  historical  property 
contract  and  shall  make  its  recommendation  to  the  Planning  Commission  on  the 
proposed  rehabilitation,  restoration  or  preservation  work,  the  historical  value  of  the 
qualified  historical  property  and  any  proposed  preservation  restrictions  and  mainte- 
nance requirements. 

(c)  Planning  Commission  Review.  Upon  receipt  of  the  Landmarks  Board’s 
recommendation,  the  Planning  Commission  shall  hold  a public  hearing  to  review  the 
application  for  the  historical  property  contract.  Upon  approval  by  the  Planning 
Commission,  the  application  shall  be  referred  to  the  Board  of  Supervisors  for  its 
review  and  approv^  or  disapproval.  In  the  event  the  Planning  Commission  disap- 
proves the  historical  property  contract,  such  decision  shall  be  final  unless  the  property 
owner  appeals  such  disapproval  by  filing  an  appeal  with  the  Board  of  Supervisors 
within  10  days  of  final  action  by  ±e  Planning  Commission. 

(d)  Board  of  Supervisors  Decision.  The  Board  of  Supervisors  shall  conduct 
a public  hearing  to  review  the  Planning  Commission  recommendation,  the  information 
provided  by  the  Assessor’s  Office,  and  any  other  information  the  Board  requires  in 
order  to  determine  whether  the  City  should  execute  a historical  property  contract  for 
a particular  property.  The  Board  of  Supervisors  shall  have  full  discretion  to  determine 
whether  it  is  in  the  public  interest  to  enter  a Mills  Act  historical  property  contract  with 
a particular  qualified  historical  property.  The  Board  of  Supervisors  may  approve, 
disapprove,  or  modify  and  approve  the  terms  of  the  historical  property  contract.  Upon 
approval,  the  Board  of  Supervisors  shall  authorize  the  Director  of  Planning  and  the 
Assessor  to  execute  the  historical  property  contract.  (Added  by  Ord.  191-96,  App. 
5/22/96) 

SEC.  71.5.  TERMS  OF  THE  HISTORICAL  PROPERTY  CON- 
TRACT. (a)  The  historical  property  contract  shall  set  forth  the  agreement  between 
the  City  and  the  property  owner  that  as  long  as  the  property  owner  properly  rehabili- 
tates, restores,  preserves  and  maintains  the  qualified  historical  property  as  set  forth 
in  the  contract,  the  City  shall  comply  with  California  Revenue  and  Taxation  Code 
Article  1 .9  (commencing  with  Section  439)  of  Chapter  3 of  Part  2 of  Division  1 , 
provided  that  the  Assessor  determines  that  the  specific  provisions  of  the  Revenue  and 
Taxation  Code  are  applicable  to  the  property  in  question.  A historical  property 
contract  shall  contain,  at  a minimum,  the  following  provisions: 

(1)  The  term  of  the  contract,  which  shall  be  for  a minimum  of  10  years; 
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(2)  The  owner’s  commitment  and  obligation  to  preserve,  rehabilitate,  restore 
and  maintain  the  property  in  accordance  with  the  rules  and  regulations  of  the  Office 
of  Historic  Preservation  of  the  California  Department  of  Parks  and  Recreation  and 
the  United  States  Secretary  of  the  Interior’s  standards  for  the  Treatment  of  Historic 
Properties; 

(3)  Permission  to  conduct  periodic  examinations  of  the  interior  and  exterior  of 
the  qualified  historical  property  by  the  Landmarks  Board,  the  Assessor,  the  Depart- 
ment of  Building  Inspection,  the  Office  of  Historic  Preservation  of  the  California 
Department  of  Parks  and  Recreation  and  the  State  Board  of  Equalization  as  may  be 
necessary  to  determine  the  owner’s  compliance  with  the  historical  property  contract; 

(4)  That  the  historical  property  contract  is  binding  upon,  and  shall  inure  to  the 
benefit  of,  all  successors  in  interest  of  the  owner; 

(5)  An  extension  to  the  term  of  the  contract  so  that  one  year  is  added  automati- 
cally to  the  initial  term  of  the  contract  on  the  anniversary  date  of  the  contract  or  such 
other  annual  date  as  specified  in  the  contract  unless  notice  of  nonrenewal  is  given  as 
provided  in  the  Mills  Act  and  in  the  historical  property  contract; 

(6)  Agreement  that  the  Board  of  Supervisors  may  cancel  the  contract,  or  seek 
enforcement  of  the  contract,  when  the  Board  determines,  based  upon  the  recommenda- 
tion of  any  one  of  the  entities  listed  in  Subsection  (3)  above,  that  the  owner  has 
breached  the  terms  of  the  contract.  The  City  shall  comply  with  the  requirements  of 
the  Mills  Act  for  enforcement  or  cancellation  of  the  historical  property  contract.  Upon 
cancellation  of  the  contract,  the  property  owner  shall  pay  a cancellation  fee  of  12.5 
percent  of  the  full  value  of  the  property  at  the  time  of  cancellation  (or  such  other 
amount  authorized  by  the  Mills  Act),  as  determined  by  the  Assessor  without  regard 
to  any  restriction  on  such  property  imposed  by  the  historical  property  contract;  and 

(7)  The  property  owner’ s indemnification  of  the  City  for,  and  agreement  to  hold 
the  City  harmless  from,  any  claims  arising  from  any  use  of  the  property. 

(b)  The  City  and  the  qualified  historical  property  owner  shall  comply  with  all 
provisions  of  the  California  Mills  Act,  including  amendments  thereto.  The  Mills  Act, 
as  amended  from  time  to  time,  shall  apply  to  the  historical  property  contract  process 
and  shall  be  deemed  incorporated  into  each  historical  property  contract  entered  into 
by  the  City.  (Added  by  Ord.  191-96,  App.  5/22/96) 

SEC.  71.6.  FEES.  The  Planning  Department  shall  determine  the  amount  of  a 
fee  necess^  to  compensate  the  City  for  processing  and  administering  an  application 
for  a historical  property  contract.  The  fee  shall  pay  for  the  time  and  materials  required 
to  process  the  application,  based  upon  the  estimated  actual  costs  to  perform  the  work, 
including  the  costs  of  the  Planning  Department,  the  City  Attorney,  the  Assessor  and 
the  Board  of  Supervisors.  The  City  may  also  impose  a separate  fee,  following 
approval  of  the  historical  property  contract,  to  pay  for  the  actual  costs  of  inspecting 
the  qualified  historical  property  and  enforcing  the  historical  property  contract.  Each 
department  shall  provide  a written  estimate  of  its  costs  to  process  the  application. 
Such  estimates  shall  be  provided  to  the  applicant,  who  shall  pay  the  fee  when 
submitting  the  application.  In  the  event  that  the  costs  of  processing  the  application 
are  lower  than  the  estimates,  such  differences  shall  be  refunded  to  the  applicant.  In 
the  event  the  costs  exceed  the  estimate,  the  Planning  Department  shall  provide  the 
applicant  with  a written  analysis  of  the  additional  fee  necessary  to  complete  the  review 
of  the  application,  and  applicant  shall  pay  the  additional  amount  prior  to  any  action 
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approving  the  historical  property  contract.  Failure  to  pay  any  fees  shall  be  grounds 
for  cancelling  the  historical  property  contract.  (Added  by  Ord.  191-96,  App.  5/22/96) 
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CHAPTER  72 

RELOCATION  ASSISTANCE  FOR 
LEAD  HAZARD  REMEDIATION 

Sec.  72.1.  Intent  and  Purpose. 

Sec.  72.2.  Definitions. 

Sec.  72.3.  Conditions  for  Relocation  Assistance. 

Sec.  72.4.  Extensions  to  Payment  of  Relocation  Assistance. 

Sec.  72.5.  Rent  Increases  During  Lead  Hazard  Work. 

Sec.  72.6.  Violation  and  Penalty. 

Sec.  72.7.  Enforcement. 

SEC.  72.1.  INTENT  AND  PURPOSE,  (a)  The  Board  of  Supervisors  finds  that 
residents  who  are  required  to  vacate  their  units  because  an  order  to  abate  has  been 
issued  by  the  Director  of  the  Department  of  Building  Inspection  (“DBI”)  or  Director 
of  Public  Health  (“DPH”),  stating  that  there  are  unsafe  housing  conditions  due  to  the 
presence  of  lead  hazards  or  the  unpermitted  status  or  occupancy  of  the  unit  discovered 
as  a result  of  a lead  hazard  inspection  of  the  building  pursuant  to  San  Francisco 
Health  Code  Article  26,  may  experience  relatively  greater  difficulty  finding  affordable 
replacement  housing  because  of  the  expediency  with  which  the  displacement  occurs. 
Moreover,  an  order  to  abate  may  require  temporary  vacation  to  protect  occupant  health 
and  safety  because  the  work  necessaiy  to  maice  the  unit  habitable  cannot  be  performed 
while  the  occupants  remain  in  place. 

(b)  The  City  and  County  of  San  Francisco  has  embarked  on  an  ambitious 
program  to  eradicate  lead  hazards  throughout  significant  portions  of  the  housing  stock. 
An  investigation  under  this  enforcement  program  is  triggered  by  the  presence  of  a 
child  with  elevated  levels  of  lead  in  their  blood,  commonly  known  as  a lead-poisoned 
child.  Many  lead-poisoned  children  reside  in  low-income  households.  Additionally, 
many  of  the  housing  units  in  which  lead-poisoned  children  reside  are  also  units  that 
are  not  safe  for  residential  use  or  occupancy. 

(c)  In  order  to  insure  that  these  enforcement  efforts  reach  the  greatest  possible 
number  of  households  with  lead-poisoned  children  and  housing  units  with  lead 
hazards,  there  must  be  incentives  and  protections  for  those  occupants  who,  by 
reporting  lead  hazards,  risk  the  temporary  or  permanent  loss  of  their  affordable 
housing. 

(d)  The  Board  of  Supervisors  specifically  finds  that  tenants  displaced  as  a result 
of  lead  hazard  relocation  suffer  a financial  burden  because  of  the  acute  lack  of 
resources  available  for  locating  and  securing  suitable  relocation  housing.  Additional 
hardship  is  often  caused  by  lack  of  safe  and  decent  comparably  sized  and  located 
housing  at  an  affordable  rent.  Local  government  has  often  assisted  such  displaced 
tenants  with  moving  and  associated  relocation  expenses.  Resources  to  continue 
provision  of  this  assistance  have  become  increasingly  scarce.  Moreover,  tenants 
displaced  under  these  circumstances  often  require  public  health,  transportation,  storage 
and  other  public  services  on  an  interim  basis,  due  to  the  health  impacts  of  unsafe  or 
hazardous  housing. 
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(e)  The  Board  of  Supervisors  further  finds  that  funds  allocated  to  the  Depart- 
ment of  Public  Health  should  be  available  to  provide  relocation  assistance  to  tenants 
who  will  be  temporarily  relocated  for  30  days  or  less  for  abatement  of  the  lead  hazard. 

(f)  However,  the  Board  of  Supervisors  has  determined  that  if  a landlord  is 
obliged  under  this  Chapter  and  under  Chapter  37  of  the  San  Francisco  Administrative 
Code  or  any  State  or  federal  law  to  provide  relocation  assistance  greater  than  that 
which  is  provided  in  this  Chapter,  the  greatest  amount  of  relocation  assistance  shall 
be  made  available. 

(g)  In  order  to  ensure  that  adequate  relocation  assistance  is  available  to  lawful 
tenants  and  owner-occupants  who  are  subject  to  lead  hazard  relocation  and  to  provide 
that  assistance  in  a manner  that  is  as  equitable  as  possible  to  the  tenant,  the  landlord, 
the  owner-occupant  and  the  public  at  large,  the  Board  of  Supervisors  finds  and 
declares  that  this  Ordinance  is  necessary  to  protect  and  further  the  public  health,  safety 
and  welfare.  (Added  by  Ord.  400-96,  App.  10/21/96;  amended  by  Ord.  394-97,  App. 
10/17/97) 

SEC.  72.2.  DEFINITIONS.  For  the  purpose  of  this  Chapter,  the  following 
terms  are  as  defined  below: 

Citing  Department.  The  Childhood  Lead  Prevention  Program  within  the 
Department  of  Public  Health  or  its  successor  agency  and  the  Department  of  Building 
Inspection  or  its  successor  agency. 

Director-DPH.  Director  of  Public  Health  or  his  or  her  designee. 

Director-DBI.  Director  of  Building  Inspection  or  his  or  her  designee. 

Household.  An  individual,  two  or  more  persons  related  by  blood  or  marriage, 
or  a group  of  persons  who  are  not  related  by  blood  or  marriage  and  who  live  together, 
before  and  after  the  relocation,  in  a dwelling  unit  or  portion  of  a dwelling  unit. 

Landlord.  An  owner,  lessor,  or  sublessor  who  receives  or  is  entitled  to  receive 
rent  for  the  use  and  occupancy  of  any  dwelling  unit  or  portion  thereof,  any  nonresi- 
dential  building,  or  any  other  premises  in  the  City  and  County  of  San  Francisco,  and 
the  agent,  representative  or  successor  of  any  of  the  foregoing. 

Lead  Hazard.  Any  condition  that  exposes  children  to  lead  from  any  source, 
including  but  not  limited  to  lead-contaminated  water,  lead-contaminated  dust,  lead- 
contaminated  soil,  lead-based  paint  on  impact  surfaces,  friction  surfaces,  or  accessible 
surfaces,  or  deteriorated  lead-based  paint. 

Lead  Hazard  Relocation.  Relocation  as  a result  of  the  presence  of  a lead  hazard 
in  the  resident’s  unit  or  as  a result  of  an  lead  hazard  inspection  of  the  building 
pursuant  to  the  San  Francisco  Health  Code,  San  Francisco  Building  Code  or  San 
Francisco  Housing  Code. 

Lead-Poisoned  Child.  A child  under  six  years  old,  with  a venous  blood  lead 
level  greater  than  or  equal  to  20  micrograms  per  deciliter,  or  a persistent  venous  blood 
lead  level  between  15-19  micrograms  per  deciliter  based  on  consecutive  measurements 
three  to  four  months  apart. 

Notice  to  Vacate.  Any  notice  or  order  issued  by  Department  of  Public  Health 
or  Department  of  Building  Inspection  that  requires  the  temporary  or  permanent 
vacation  of  the  unsafe  residential  unit. 

Owner.  Any  person,  agent,  firm  or  corporation  having  a legal  or  equitable 
interest  in  a dwelling  unit,  building,  or  other  premises.  For  purposes  of  orders  under 
Health  Code  Sections  1628  and  1630,  the  term  “owner”  shall  not  include  entities  such 
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as  banks  or  lending  institutions  holding  equitable  interests  as  security  unless  the  entity 
is  in  actual  physical  control  of  the  premises,  or  is  performing  property  management 
activities. 

Order  to  Abate.  Any  order  to  abate  provided  to  a landlord  or  owner  issued  by 
the  Department  of  Public  Health,  pursuant  to  Health  Code  Sections  1628  or  1630,  the 
Department  of  Building  Inspection,  pursuant  to  San  Francisco  Building  Code  Section 
102,  subsequent  to  a lead  hazard  inspection  which  finds  that  there  exists  a lead  hazard 
requiring  corrective  action  or  a failure  to  comply  with  the  San  Francisco  Housing, 
Building,  Plumbing,  Electrical  or  Mechanical  Codes  due  to  an  unpermitted  residential 
use  and  occupancy. 

Owner-occupanL  An  owner  whose  primary  residence  is  in  the  residential  unit 
which  is  the  subject  of  the  order  to  abate. 

Proof  of  Compliance.  Documentation,  in  such  form  as  the  citing  department 
shall  provide,  that  the  lead  hazards  or  conditions  creating  the  unsafe  unit  have  been 
abated  pursuant  to  the  terms  and  conditions  of  the  order  to  abate. 

Relocation  Assistance.  Benefits  accruing  to  individual  tenants  and  owner- 
occupants  residing  in  unsafe  residential  units  as  defined  herein. 

Residential  Unit.  All  residential  dwelling  units  in  the  City  and  County  of  San 
Francisco  together  with  the  land  and  appurtenant  buildings  thereto,  and  all  furnishings 
and  facilities  supplied  in  connection  with  the  use  or  occupancy  thereof,  including 
garage  and  parking  facilities. 

Right  to  Occupy.  The  right  of  a tenant  to  reoccupy  the  residential  unit  or 
portion  of  the  dwelling  unit  from  which  the  tenant  was  displaced  pursuant  to  the  terms 
and  conditions  of  this  Chapter. 

Tenant.  A person  entitled  by  written  or  oral  agreement,  subtenancy  or  by 
sufferance,  to  occupy  a residential  dwelling  unit  to  the  exclusion  of  others. 

Unsafe  Residential  Unit.  A residential  unit  shall  be  deemed  unsafe  for  the 
purposes  of  this  Chapter  only  if  it  or  the  common  area  of  the  building  or  structure 
in  which  it  is  located  is  the  subject  of  a notice  by  the  Director-DPH  for  lead  hazards 
or  by  the  Director-DBI  for  violations  of  the  San  Francisco  Housing,  Building, 
Plumbing,  Electrical  or  Mechanical  Codes  due  to  unpermitted  residential  use  and 
occupancy,  where  the  notice  of  violation  from  DBI  or  DPH  resulted  from  an  inspec- 
tion for  lead  hazards.  (Added  by  Ord.  400-96,  App.  10/21/96;  amended  by  Ord.  394- 
97,  App.  10/17/97) 

SEC.  723.  CONDITIONS  FOR  RELOCATION  ASSISTANCE.  Relocation 
assistance  shall  be  provided  to  any  lawful  tenant  or  owner-occupant  who  has  been 
served  with  a notice  to  vacate  based  on  a lead  hazard  inspection.  Any  notice  to  vacate 
shall  be  written  in  the  appropriate  languages(s)  of  the  affected  tenant(s),  owner(s), 
owner-occupant(s)  and/or  manager(s).  Any  notice  to  vacate  pursuant  to  which  a tenant 
is  entitled  to  relocation  assistance  under  this  Chapter,  must  comply  with  the  relevant 
provisions  of  Sections  37.9(a)(10),  (a)(ll)  or  (a)(14)  of  the  Administrative  Code 
except  that  the  landlord  or  owner  is  not  obligated  to  pay  relocation  assistance  as 
provided  for  in  those  Sections  if  the  tenant  receives  relocation  assistance  pursuant  to 
this  Chapter.  A notice  to  vacate  based  upon  violations  of  Article  26  of  the  San 
Francisco  Health  Code  will  not  be  valid  unless  an  order  to  abate,  mandating  abatement 
of  the  unsafe  conditions  in  the  residential  unit  from  which  relocation  must  occur,  has 
been  issued  by  a citing  department. 
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A landlord  may  elect  to  temporarily  relocate  tenants  pursuant  to  this  Chapter 
for  a period  in  excess  of  30  days  only  if  the  conditions  of  Subsection  (b)  below  are 
satisfied.  A temporary  relocation  pursuant  to  this  Chapter  shall  be  subject  to  all  rights 
and  remedies  provided  by  San  Francisco  Administrative  Code  Sections  37.9(a)(ll) 
or  (a)(14)  except  for  the  payment  of  relocation  assistance  as  provided  therein; 
provided,  however,  that  a tenant  temporarily  relocated  under  this  Chapter  shall  be 
displaced  only  for  the  lesser  of  (1)  the  time  mandated  by  the  citing  department  in  its 
order  to  abate  or  (2)  three  months. 

For  purposes  of  this  Chapter,  it  shall  be  rebuttably  presumed  that  a tenant  is 
entitled  to  relocation  assistance  prior  to  being  required  to  vacate  his  or  her  unit  if  a 
landlord  endeavors  to  recover  possession  of  the  unit  within  six  months  of  the  service 
of  an  order  to  abate  by  the  citing  department.  This  presumption  shall  not  apply  after 
the  order  to  abate  has  been  abated. 

(a)  Notice  to  Vacate.  In  order  for  a tenant  or  owner-occupant  to  be  eligible  for 
relocation  assistance,  a landlord  shall  provide  each  tenant,  or  the  citing  department 
shall  provide  the  owner-occupant,  in  addition  to  any  requirements  for  notice  imposed 
by  Sections  37.9(a)(10),  (a)(l  1)  or  (a)(14)  of  the  San  Francisco  Administrative  Code, 
a notice  to  vacate,  that  states  that  the  unit  must  be  vacated  because  it  is  an  unsafe 
residential  unit.  A copy  of  the  order  to  abate  shall  be  attached  to  the  notice  to  vacate. 
Each  notice  to  vacate  shall  state  its  duration  and  that  the  occupant(s)  are  eligible  for 
relocation  assistance,  and  shall  include  a full  description  of  the  requirements  and  scope 
of  that  assistance,  as  described  herein.  If  a landlord  elects  to  reduce  or  not  pay 
relocation  assistance  under  any  of  the  exceptions  set  forth  below,  the  notice  to  vacate 
shall  state  the  exception  upon  which  the  landlord  relies  and  the  amount  of  relocation 
assistance,  if  any,  to  be  paid  to  the  tenant.  It  shall  be  rebuttably  presumed  that  the 
notice  provided  by  the  landlord  is  valid. 

(b)  Relocation  Assistance  Due  to  Tenants.  Relocation  assistance  in  the  form 
of  a relocation  payment  shall  be  provided  by  the  landlord  to  each  individual  adult 
tenant,  or  if  the  tenant  is  a minor,  to  the  responsible  adult  with  whom  the  minor  has 
been  residing  at  the  premises.  A relocation  payment  shall  be  offered  or  provided  only 
in  the  following  circumstances:  (i)  where  there  has  been  an  order  to  abate  by  a citing 
department;  (ii)  where  the  unit  constitutes  an  unlawful  residential  use  and  the  landlord 
seeks  to  permanently  remove  the  unit  from  housing  use;  or  (iii)  where  the  premises 
constitute  an  unlawful  residential  use  and  the  landlord  seeks  to  temporarily  vacate  the 
unit  in  order  to  convert  the  premises  to  a lawful  use.  The  amount  of  relocation 
assistance  shall  be  based  upon  the  length  of  time  the  tenant  will  be  displaced  from 
the  unit;  provided  that  in  no  event  shall  a tenant  be  entitled  to  receive  relocation 
assistance  provided  by  Sections  37.9(a)(l  1)  or  37.9(a)(13)  of  the  Administrative  Code 
if  the  tenant  receives  relocation  assistance  pursuant  to  this  Chapter. 

(1)  Relocation  Payment.  The  landlord  shall  provide  a relocation  payment,  the 
amount  of  which  is  based  upon  the  length  of  time  the  tenant  will  be  displaced  from 
the  unit,  to  each  tenant  who  is  a member  of  the  household  which  is  being  displaced. 
For  relocation  payments  which  involve  calculations  of  assistance  on  a daily  basis, 
displacement  in  excess  of  eight  hours  shall  constitute  one  day’s  relocation  benefits. 

(A)  Short-Term  Relocation.  Short-term  relocation  shall  apply  only  when  the 
period  of  displacement  will  be  up  to  30  days.  For  purposes  of  short-term  relocation 
only,  the  term  “tenant”  shall  include  an  owner-occupant  and  each  member  of  the 
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owner-occupant’s  household  where  the  owner-occupant  and  household  members  are 
required  to  vacate  the  residence  as  a result  of  an  order  to  abate. 

Short-term  relocation  payments  shall  be  as  follows:  The  tenant  shall  receive  a 
relocation  payment  not  less  than  four  days  prior  to  the  effective  date  of  relocation, 
except  that  where  an  Emergency  Order,  as  defined  in  San  Francisco  Health  Code 
Section  1630,  has  been  issued,  relocation  assistance  shall  be  paid  immediately. 

(i)  The  amount  of  the  relocation  payment  shall  be  a minimum  of  $35  per  person 
per  day  for  temporary  housing  costs  and  a minimum  of  SIO  per  person  per  day  for 
the  costs  of  food,  transportation  and  other  quality  of  life  services. 

(ii)  DPH,  subject  to  approval  by  the  Health  Commission  after  a public  hearing, 
shall  adopt  regulations  which  adjust  this  amount  so  that  daily  assistance  for  short-term 
relocation  reasonably  reflects  the  average  daily  housing  and  quality  of  life  needs  of 
tenants. 

Payments  shall  be  made  for  the  estimated  period  of  time  that  the  tenant  will  be 
displaced;  provided,  however,  that  if  the  relocation  period  is  extended  beyond  the 
initial  payment  period,  payments  shall  be  received  in  increments  of  not  less  than  two 
days. 

Only  in  the  event  of  short-term  relocation  may  the  landlord  receive  funds  from 
DPH  to  fulfill  the  landlord’s  obligation  to  pay  relocation  assistance  pursuant  to  this 
subsection.  Furthermore,  owner-occupants  who  have  received  notices  to  vacate  are 
entitled  to  short-term  relocation  assistance  from  DPH.  In  the  event  DPH’s  funds  are 
insufficient  to  satisfy  the  landlord’s  obligation  to  provide  relocation  assistance  to 
which  the  tenant  is  entitled,  the  landlord  shall  pay  the  tenant  directly  the  entire  amount 
of  relocation  assistance.  The  landlord  may  receive  reimbursement  from  DPH  at  such 
time  as  there  are  sufficient  moneys  in  DPH  for  this  purpose,  as  determined  by  the 
Director-DPH. 

(B)  Moderate  Term  Relocation.  Relocation  payments  for  displacements  between 
one  and  three  months  shall  be  as  follows:  Each  tenant  shall  receive  $1,250,  but  the 
total  relocation  payment  shall  not  exceed  $4,000  per  household;  provided  further  that 
the  maximum  relocation  payment  for  a single  person  household  shall  not  exceed 
$2,000.  All  relocation  payments  under  this  subsection  shall  be  provided  before  the 
expiration  of  the  period  provided  for  in  the  notice  to  vacate. 

If  upon  surrender  of  possession  of  the  unit,  a household  has  not  received  the 
$4,000  maximum  relocation  payment  provided  under  this  subsection,  then  upon 
presentation  of  receipts  to  the  owner  for  actual  costs  incurred,  the  household  may 
receive  an  additional  relocation  payment  of  up  to  $4,000,  notwithstanding  the 
foregoing.  Actual  costs  includes,  but  are  not  limited  to  costs  of  moving,  storage,  rent 
in  excess  of  the  amount  paid  by  the  household  to  the  landlord,  and  additional  utility 
and  transportation  costs. 

However,  in  no  event  shall  the  amount  of  relocation  assistance  result  in  living 
expenses  greater  than  that  which  the  displaced  tenant  had  immediately  prior  to  the 
effective  date  of  relocation. 

(C)  Permanent  Relocation.  The  landlord  shall  provide  relocation  assistance  in 
an  amount  equal  to  five  months’  fair  market  rent,  as  stated  in  the  most  recent  schedule 
maintained  by  the  Department  of  Housing  and  Urban  Development  (HUD)  for  a 
comparable  residential  unit;  provided  however  that  the  maximum  amount  of  relocation 
assistance  to  which  a tenant  is  entitled  shaU  not  exceed  five  months’  fair  market  rent 
for  a two-bedroom  unit.  This  subsection  shall  apply  whenever  an  order  to  abate  cites 
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an  unlawful  residential  use  and  the  landlord  seeks  to  demolish  or  otherwise  perma- 
nently remove  the  unit  from  housing  use.  Relocation  payment  under  this  subsection 
is  an  obligation  separate  from  and  additional  to  the  refund  of  any  security  deposit 
pursuant  to  California  Civil  Code  Section  1950.5,  Chapter  49  of  the  San  Francisco 
Administrative  Code,  or  any  other  remedy  available  to  the  tenant  by  law. 

(2)  Relocation  upon  Shortened  Time.  Upon  the  issuance  of  an  emergency  order 
by  the  citing  department  requiring  temporary  vacation  of  a unit  with  less  than  15  days’ 
written  notice,  the  landlord  shall  immediately  pay  to  the  tenant  25  percent  of  the  per 
diem  amount  required  by  Subsection  (A),  multiplied  by  each  day  such  notice  was  less 
than  15  days.  This  relocation  payment  is  in  addition  to  any  other  relocation  payment 
as  provided  for  herein. 

(c)  Right  to  Reoccupy.  Any  tenant  evicted  or  required  to  vacate  under  the 
provisions  of  this  Chapter  shall  have  the  right  of  first  refusal  to  reoccupy  the  unit  or 
other  portion  of  the  residential  structure  from  which  the  tenant  was  evicted  or  required 
to  vacate. 

In  addition,  the  following  procedures  are  to  be  followed  in  affording  the  right 
of  reoccupancy  to  the  displaced  tenant. 

(1)  The  landlord,  at  the  time  the  tenant  vacates  the  unsafe  residential  unit,  shall 
give  written  notice  advising  the  tenant  of  his/her  right  to  reoccupancy.  The  notice  shall 
also  include  the  landlord’s  residential  or  business  address  and  telephone  number.  The 
notice  shall  be  in  the  appropriate  language  of  the  affected  tenant(s). 

(2)  The  tenant  shall  provide  the  landlord  with  his/her  address  and  telephone 
number,  which  the  landlord  will  use  for  future  notification  purposes. 

(3)  Within  14  days  of  receipt  of  written  notice  from  DPH  that  the  violations 
have  been  abated  or  prior  to  the  landlord’s  offering  for  rent  or  lease  the  unit  or  portion 
of  the  residential  structure  from  which  the  tenant  was  displaced  pursuant  to  this 
Chapter,  whichever  is  sooner,  the  landlord  shall  notify  the  tenant,  in  the  appropriate 
language  of  the  affected  tenant(s),  that  she  or  he  may  exercise  his/her  right  to 
reoccupy.  The  notice  shall  be  given  by  certified  mail,  return  receipt  requested,  to  the 
address  provided  by  the  tenant  and  to  all  other  addresses  which  the  landlord  has  actual 
knowledge  that  the  tenant  resides  or  may  be  contacted.  The  notice  shall  state  in  no 
less  than  12  point  type,  that  the  tenant  must  accept  the  offer  of  the  unit  within  19  days 
of  mailing  and  that  failure  to  do  so  may  result  in  the  termination  of  all  right  to 
reoccupy. 

(4)  If  the  tenant  does  not  respond  to  the  notice  within  19  calendar  days  of  the 
date  of  mailing,  or  the  landlord  is  unable  to  locate  the  tenant  upon  the  exercise  of 
good  faith  effort  to  do  so,  the  landlord  shall  be  deemed  to  have  complied  with  this 
Section,  and  the  tenant’s  right  to  reoccupy  shall  terminate.  (Added  by  Ord.  400-96, 
App.  10/21/96;  amended  by  Ord.  394-97,  App.  10/17/97) 

SEC.  72.4.  EXCEPTIONS  TO  PAYMENT  OF  RELOCATION  ASSIS- 
TANCE. (a)  Any  tenant  who  refuses  to  vacate  within  the  time  period  stated  on  the 
notice  to  vacate  pursuant  to  Section  72.3(a)  shall  not  be  entitled  to  receive  relocation 
assistance;  provided  that  if  the  tenant  has,  after  good  faith  efforts,  been  unable  to 
obtain  alternative  housing,  the  landlord  shall  extend  the  time  period  in  which  to  vacate 
by  an  additional  30  days  and  the  tenant  retains  their  right  to  receive  relocation 
assistance  as  provided  in  this  Chapter. 
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(b)  If  the  tenant  has  failed  to  pay  rent  due,  a landlord  may  elect  to  deduct  the 
amount  of  rent  owed  from  the  relocation  assistance  a tenant  would  otherwise  be 
entitled  to  under  this  Chapter.  If  the  landlord  elects  to  offset  the  relocation  payments, 
any  dispute  as  to  whether  rent  is  due  or  the  amount  that  is  due  shall  be  resolved  in 
a court  of  competent  jurisdiction.  Upon  final  determination  by  the  court,  the  landlord 
shall  make  relocation  payments  to  the  tenant  less  the  amount  of  rent  that  was  found 
to  be  lawfully  owed  to  the  landlord.  Failure  to  make  said  payment  shall  be  enforced 
pursuant  to  the  remedies  provided  by  Section  72.6  herein. 

(c)  If  any  tenant  or  guest  or  invitee  of  the  tenant  has  created  the  lead  hazard 
or  has  caused  or  substantially  contributed  to  the  conditions  giving  rise  to  the  unsafe 
conditions  necessitating  relocation,  the  tenant  shall  not  be  entitled  to  receive  relocation 
assistance.  The  landlord  shall  allege  in  the  notice  to  vacate  and,  under  penalty  of 
perjury,  state  specific  facts  supporting  the  allegation  that  the  tenant,  or  guest  or  invitee 
of  the  tenant,  caused  or  substantially  contributed  to  the  conditions  creating  the  lead 
hazards.  The  burden  of  proof  shall  be  on  the  landlord  to  demonstrate  the  specific  facts 
supporting  the  allegations.  Should  the  landlord  fail  to  provide  such  information,  the 
tenant  is  entitled  to  damages  equal  to  three  times  the  relocation  assistance  the  tenant 
is  entitled  to  under  this  Chapter.  Any  dispute  as  to  whether  the  tenant,  or  guest  or 
invitee  of  the  tenant  caused  or  substantially  contributed  to  the  conditions  creating  the 
lead  hazard  shall  be  resolved  in  a court  of  competent  jurisdiction.  This  exception  shall 
apply  only  to  payments  subject  to  moderate  term  relocation,  as  defined  in  Section 
72.3(b)(1)(B)  herein. 

(d)  The  tenant’s  knowledge  of  the  status  of  the  unit  as  an  unsafe  residential  unit 
shall  not  disqualify  a tenant  from  eligibility  for  relocation  assistance  provided  by  this 
Chapter.  (Added  by  Ord.  400-96,  App.  10/21/96;  amended  by  Ord.  394-97,  App. 
10/17/97) 

SEC.  72.5.  RENT  INCREASES  DURING  LEAD  HAZARD  WORK.  It  shall 
be  unlawful  for  a landlord  to  increase  the  amount  of  rent  for  any  vacated  unit  pursuant 
to  this  chapter,  except  as  otherwise  permitted  by  Chapter  37,  San  Francisco  Adminis- 
trative Code.  (Added  by  Ord.  400-96,  App.  10/21/96) 

SEC.  72.6.  VIOLATION  AND  PENALTY.  Any  person  or  their  authorized 
agent  who  violates,  disobeys,  wilfully  neglects  or  refuses  to  comply  with  or  resists 
the  execution  of  this  Chapter  or  who  causes  or  permits  the  violation  of  this  Chapter 
shall  be  guilty  of  a misdemeanor  and  upon  conviction  thereof,  shall  be  punished  by 
a fine  not  exceeding  $1,000,  or  by  imprisonment  not  exceeding  six  months,  or  both 
such  fine  and  imprisonment.  In  addition  to  any  fine  imposed  hereunder  for  a violation 
of  this  Chapter,  any  person  violating  or  causing  or  permitting  the  violation  of  this 
Chapter  shall  reimburse  the  City  and  County  of  San  Francisco  for  any  costs  or 
expenses  incurred  for  investigation  of  said  violation.  (Added  by  Ord.  400-96,  App. 
10/21/96;  amended  by  Ord.  394-97,  App.  10/17/97) 

SEC.  72.7.  ENFORCEMENT.  Whenever  a landlord  violates  any  part  of  this 
Chapter,  any  aggrieved  tenant  may  file  a civil  action  for  injunctive  relief,  money 
damages,  and  whatever  other  relief  the  court  deems  appropriate.  The  prevailing  party 
shall  be  entitled  to  reasonable  attorney’s  fees  and  costs  pursuant  to  order  of  the  court. 


AD-979 


(12-97) 


Section  72.7 


San  Francisco  Administrative  Code 


The  remedy  afforded  by  this  Section  is  cumulative  to  other  existing  remedies  available 
to  a tenant.  (Added  by  Ord.  400-96,  App.  10/21/96) 
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CHAPTER  74 

RENT  ESCROW  ACCOUNT  PROGRAM 

General. 

Sec.  74.2. 

Definitions. 

Sec.  74.3. 

REAP  Trust  Fund. 

Sec.  74.4. 

Use  of  REAP  and  Health  Code  Section  599  Funds. 

Sec.  74.5. 

Precertification  Procedures. 

Sec.  74.6. 

Escrow  Account. 

Sec.  74.7. 

Expenditure  of  REAP  Funds. 

Sec.  74.8. 

Manner  of  Service  for  Use  of  REAP  Funds. 

Sec.  74.9. 

Recording  of  Lien  for  Expenditure  of  REAP  Funds. 

Sec.  74.10. 

Refund  of  REAP  Funds. 

Sec.  74.11. 

Payment  of  Administrative  Costs. 

Sec.  74.12. 

Duties  of  the  Director-DPH. 

Sec.  74.13. 

Effects  on  Tenants’  Rights. 

Sec.  74.14. 

Other  Sources  of  Funds. 

Sec.  74.15. 

Applicability  of  Chapter  37,  San  Francisco  Administrative  Code. 

SEC.  74.1.  GENERAL,  (a)  Purpose.  It  is  the  purpose  of  this  Chapter  to 
provide  a just,  efficient  and  practical  method  of  abating  unsafe  or  substandard  housing 
conditions  attributable  to  the  presence  of  lead  hazards  in  a unit  occupied  by  a lead- 
poisoned  child;  to  be  cumulative,  and  in  addition,  to  any  other  remedy  available  at 
law  or  equity  for  said  abatement;  to  encourage  full  and  expedient  compliance  by 
landlords  with  the  standards  for  lead-safe  dwellings,  as  set  forth  in  Article  26  of  the 
San  Francisco  Health  Code. 

(b)  Scope.  This  Chapter  shall  apply  to  all  residential  units  in  all  existing 
buildings,  structures,  and  premises  which  consist  of  or  contain  one  or  more  rental 
units,  as  defined  herein.  The  remedy  provided  by  this  Chapter  shall  be  in  addition  to 
those  remedies  for  failure  to  perform  ordinary  repair  and  maintenance  which  results 
in  abatement  of  lead  hazards,  as  defined  by  Article  26  of  the  Health  Code,  and  those 
remedies  provided  by  Chapter  37,  San  Francisco  Administrative  Code  (“Chapter  37”); 
provided,  further  that  nothing  in  this  Chapter  shall  alter,  enlarge  or  modify  the  scope 
of  Chapter  37. 

(c)  Role  of  Director  of  Public  Health.  The  Director  of  Public  Health,  or  his 
or  her  designee,  shall  be  responsible  for  carrying  out  the  provisions  of  this  Chapter. 
The  Director  is  hereby  authorized  to  issue  orders  and  promulgate  policies,  rules  and 
regulations  to  effectuate  the  purposes  of  this  Chapter  by  conducting  studies  and 
investigations  and  holding  such  public  hearings  as  are  deemed  necessary  to  promul- 
gate, administer  and  enforce  any  regulation,  rule  or  order  adopted  pursuant  to  this 
Chapter. 

(d)  Other  Provisions  of  the  San  Francisco  Municipal  Code  Unaffected 
Hereby.  Adoption  of  this  Chapter  shall  not  be  deemed  to  repeal  directly  or  by 
implication  any  other  provision  of  the  San  Francisco  Municipal  Code,  and  the 
adoption  hereof  shall  not  affect  or  diminish  the  power  or  authority  of  an  officer  or 
employee  of  the  City  to  condemn,  demolish,  vacate  or  repair  any  building  or  structure 
erected  or  maintained  in  violation  of  any  provision  of  said  Municipal  Code  or  to  cause 
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the  condemnation,  demolition,  vacation  or  repair  of  the  same.  The  administration  and 
application  of  the  provisions  of  this  Chapter  shall  not  be  construed  as  constituting 
ownership,  operation,  or  management  by  the  City  and  County  of  San  Francisco 
(“City”)  of  any  building.  In  addition;  nothing  in  this  Chapter  shall  be  construed  to 
cause  the  City,  its  agents,  employees  or  officers,  to  be  agents,  employees,  partners, 
or  joint  ventures  of  a landlord,  a tenant  or  any  interested  party  who  receives  funds 
from  the  REAP  Trust  Fund. 

(e)  Cumulative  Nature  of  Remedies  and  Penalties.  Unless  otherwise  expressly 
provided,the  remedies  and  penalties  provided  by  this  Chapter  are  cumulative  to  each 
other  and  to  any  other  remedies  or  penalties  available  under  law.  (Added  by  Ord.  398- 
96,  App.  10/21/96) 

SEC.  74.2.  DEFINITIONS.  The  following  words  and  phrases,  whenever  used 
in  this  Chapter,  shall  be  construed  as  defined  in  this  Section: 

Citing  Department.  The  Childhood  Lead  Prevention  Program  within  the 
Department  of  Public  Health  or  its  successor  agency  and  the  Department  of  Building 
Inspection  or  its  successor  agency. 

Director-DBI.  Director  of  Building  Inspection  or  his  or  her  designee. 

Director-DPH.  Director  of  Public  Health  or  his  or  her  designee. 

Interested  Party.  Any  person,  firm,  corporation,  partnership,  or  other  entity 
having  a recorded  interest  in  the  real  property  which  is  the  subject  of  abatement  action 
or  participating  in  the  Rent  Escrow  Account  Program,  including  but  not  limited  to 
judgment  liens,  mechanics’  liens,  and  liens  for  payment  of  family  support. 

Landlord.  An  owner,  lessor,  or  sublessor  (including  any  person,  firm,  corpora- 
tion, partnership,  or  other  entity)  who  receives  or  is  entitled  to  receive  rent  for  the 
use  and  occupancy  of  any  residential  unit  or  portion  thereof,  or  the  agent,  representa- 
tive, or  successor  of  any  of  the  foregoing. 

Proof  of  Compliance.  Documentation,  in  such  form  as  the  citing  department 
shall  provide,  that  the  lead  hazards  described  in  the  order  or  citation  have  been  fully 
abated.  The  Director-DPH,  by  regulation,  may  specify  the  acceptable  evidence  for 
proof  of  compliance.  The  burden  is  on  the  landlord  or  the  interested  party  to  obtain 
and  provide  to  the  Director  any  proof  of  compliance. 

REAP.  Rent  Escrow  Account  Program,  as  provided  by  this  Chapter,  which 
results  in  the  creation  of  individual  escrow  accounts,  comprised  of  monthly  rental 
payments  by  tenants  occupying  unsafe  residential  units,  the  deposits  of  which  are  to 
be  used  for  the  abatement  of  lead  hazards  in  said  unsafe  residential  units. 

Residential  Unit.  All  residential  dwelling  units  in  the  City  and  County  of  San 
Francisco,  together  with  the  land  and  appurtenant  buildings,  structures,  or  premises 
thereto,  which  consist  of  or  contain  one  or  more  rental  units,  including  the  housing 
services,  furnishings  and  facilities  supplied  in  connection  with  the  residential  use  or 
occupancy. 

Tenant.  A person  entitled  to  use  or  occupy  a residential  unit  by  written  or  oral 
agreement,  including  a tenant,  subtenant,  or  any  person  whose  right  to  occupancy  is 
through  sufferance. 

Unsafe  Residential  Unit.  A residential  unit  shall  be  deemed  unsafe  for  the 
purposes  of  this  Chapter  only  if  it  is  the  subject  of  a citation  or  order  issued  by  the 
citing  department  and  is  deemed  a nuisance  pursuant  to  Article  26  of  the  Health  Code. 
(Added  by  Ord.  398-96,  App.  10/21/96) 
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SEC.  74.3.  REAP  TRUST  FUND.  The  Director-DPH  shall  establish  and 
maintain  the  REAP  Fund  in  accordance  with  the  provisions  of  this  Chapter  and  in 
accord  with  commonly  accepted  fiduciary  practice.  Funds  to  be  used  for  the  purposes 
established  by  REAP  shall  consist  of  payments  made  into  the  fund  in  the  form  of 
monthly  rental  payments  of  tenants  lawfully  occupying  unsafe  residential  units 
received  by  DPH  pursuant  to  the  provisions  of  this  Chapter.  (Added  by  Ord.  398-96, 
App.  10/21/96) 

SEC.  74.4.  USE  OF  REAP  AND  HEALTH  CODE  SECTION  599  FUNDS. 
The  funds  which  derive  from  Health  Code  Section  599  or  are  paid  into  the  escrow 
account  shall  only  be  expended  on  the  abatement  of  lead  hazards,  as  defined  by  the 
Director-DPH.  The  use  of  these  funds  shall  be  limited  to  the  reasonable  cost  of 
materials  and  labor  in  performing  the  abatement  work.  (Added  by  Ord.  398-96,  App. 
10/21/96) 

SEC.  74.5.  PRECERTIFICATION  PROCEDURES,  (a)  Consideration  by 
Director-DPH  for  Placement  in  REAP.  The  Director-DPH  may  abate  lead  hazards 
found  in  any  building  through  the  REAP  process.  Consideration  of  a building 
containing  an  unsafe  residential  unit  for  placement  in  the  REAP  must  take  place  no 
more  than  10  days  from  the  expiration  of  the  period  allowed  for  compliance  with  an 
order  or  citation  issued  by  the  citing  department  where  the  unsafe  conditions  listed 
on  such  order  remain,  or  90  days  after  the  date  such  order  or  citation  was  issued, 
whichever  first  occurs.  Funds  available  to  DPH  to  abate  lead  hazards  in  a building 
in  the  REAP  shall  consist  of  all  monies  that  have  accumulated  in  the  fund  established 
by  Health  Code  Section  599  and  monthly  rental  deposits  made  to  the  REAP  Trust 
Fund  by  the  tenants  of  the  building  in  which  the  unsafe  residential  unit  is  situated. 

Before  any  funds  can  be  expended  by  the  City,  the  Director  shall  review  a 
description  of  the  unsafe  conditions,  including  their  location  within  the  premises,  and 
any  other  information  as  required  by  such  regulations  as  the  Director-DPH  may 
promulgate.  In  any  actions  or  proceedings  pursuant  to  this  Chapter,  a recommendation 
to  use  REAP  shall  not  be  invalidated  solely  because  required  information  is  not 
reviewed,  is  inaccurate  or  is  incomplete. 

(b)  Notice  of  Decision  to  Use  REAP  Process  to  Abate  Lead  Hazards.  Within 
three  days  of  making  the  decision  to  use  the  REAP  process  to  abate  the  lead  hazards, 
the  Director-DPH  shall  provide,  in  writing,  his/her  decision  to  utilize  REAP  to  abate 
lead  hazards  in  the  unsafe  residential  unit  to  the  landlord,  tenants,  any  interested 
parties  and  any  other  person  who  has  requested  such  notification  in  writing. 

(c)  Manner  of  Giving  Notice.  Notice  of  the  decision  to  utilize  REAP  funds 
may  be  given  either  by  personal  delivery  to  the  landlord  or  be  deposited  in  the  United 
States  mail  in  a sealed  envelope,  postage  prepaid,  and  delivered  to  the  address  known 
to  the  citing  division  or  department,  or  if  not  known,  the  address  as  shown  on  the  last 
equalized  assessment  roll.  Service  by  mail  shall  be  deemed  complete  at  the  time  of 
deposit  in  the  United  States  mail.  The  failure  of  any  landlord  or  other  person  to 
receive  such  notice  shall  not  affect  in  any  manner  the  validity  of  any  of  the  proceed- 
ings or  action  taken  hereunder.  Proof  of  giving  any  such  notice  may  be  made  by  a 
declaration  signed  under  penaltv  of  perjury  by  any  employee  of  the  City.  (Added  by 
Ord.  398-96,  App.  10/21/96) 
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SEC.  74.6.  ESCROW  ACCOUNT.  Tenants  may  deposit  their  rental  payments 
into  the  REAP  fund  only  after  the  Director-DPH  has  certified  that  the  work  necessary 
to  abate  the  lead  hazards  in  the  unsafe  residential  unit  has  not  been  performed  by  the 
owner.  Such  certification  shall  be  based  on  a written  report  by  a citing  department 
containing  the  following  information:  the  estimate  for  the  abatement  work;  the  amount 
of  monies  currently  available  in  the  Health  Code  Section  599  fund;  those  monies 
which  are  likely  to  be  available  in  the  Health  Code  Section  599  fund  within  the  next 
month;  and,  the  amount  of  money  likely  to  be  collected  from  a rental  deposits  by 
tenants  in  the  unsafe  residential  unit  for  the  duration  of  the  anticipated  abatement 
work.  The  Director-DPH  shall  make  his  or  her  decision  to  utilize  the  REAP  at  a 
particular  building  based  on  the  information  contained  in  this  report  and  on  any  other 
factors  which  are  reasonable  under  the  circumstances. 

The  Director-DPH  shall  notify  all  affected  tenants  by  mail  of  the  existence  of 
the  account,  including  an  explanation  of  how  rental  payments  shall  be  deposited  into 
the  account.  A record  of  all  deposits  made  by  tenants  shall  be  maintained  by  the 
Director-DPH.  The  Director-DPH  shall  provide,  at  least  once  a month  for  the  expected 
duration  of  the  deposits  of  rent  into  REAP,  a report  to  the  landlord  and  the  tenants 
concerning  the  activity  in  the  account,  including  but  not  limited  to,  the  provision  for 
payment  of  reasonable  administrative  costs.  The  records  of  such  account  shall  be 
reasonably  available  for  public  inspection.  (Added  by  Ord.  398-96,  App.  10/21/96) 

SEC.  74.7.  EXPENDITURE  OF  REAP  FUNDS.  Once  the  Director  DPH 
determines  that  the  abatement  of  lead  hazards  can  be  performed  with  REAP  and 
Health  Code  Section  599  funds,  the  landlord  and  all  tenants  shall  be  notified  in 
writing  that  lead  hazard  abatement  work  will  be  performed  on  the  unsafe  residential 
unit.  Only  the  City  or  its  duly  hired  independent  contractor  may  utilize  REAP  and 
Health  Code  Section  599  funds  to  perform  lead  hazard  abatement  work.  (Added  by 
Ord.  398-96,  App.  10/21/96) 

SEC.  74.8.  MANNER  OF  SERVICE  FOR  USE  OF  REAP  FUNDS.  Service 
on  all  persons  entitled  to  a notice  pursuant  to  this  Chapter  may  be  sent  by  first-class 
mail,  postage  prepaid.  In  addition,  a copy  of  any  notice  shall  be  posted  in  a conspicu- 
ous place  upon  the  building  involved. 

The  tenants  of  the  building  shall  be  notified  of  the  principal  provisions  of  REAP, 
of  the  mechanism  for  voluntary  payment  of  rent  into  the  escrow  account,  and  of  their 
legal  rights  with  respect  to  eviction  under  the  provisions  of  this  Chapter.  Nothing  in 
this  Chapter  enlarges,  expands  or  creates  rights  for  those  tenants  who  would  otherwise 
be  exempt  from  the  eviction  provisions  of  Section  37.9  of  the  San  Francisco  Adminis- 
trative Code. 

The  failure  of  any  landlord  or  other  person  to  receive  such  notice  shall  not  affect 
in  any  manner  the  validity  of  any  proceedings  taken  thereunder.  (Added  by  Ord.  398- 
96,  App.  10/21/96) 

SEC.  74.9.  RECORDING  OF  LIEN  FOR  EXPENDITURE  OF  REAP 
FUNDS.  Upon  completion  of  abatement  of  the  lead  hazards  through  the  use  of  REAP, 
the  Director-DPH  shall  file  and  record  a lien,  on  a form  to  be  prescribed  by  the 
Director,  legally  describing  the  real  property  subject  to  REAP,  stating  that  the  lead 
hazards  that  were  observed  within  the  building  in  violation  of  local  law  were  abated 
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by  the  expenditure  of  REAP  and  Health  Code  Section  599  funds  and  the  amount  of 
funds  so  expended  that  are  subject  to  the  lien.  Collection  of  said  lien  shall  be  in 
accord  with  the  procedures  set  forth  in  Chapter  10,  Article  XX,  San  Francisco 
Administrative  Code.  (Added  by  Ord.  398-96,  App.  10/21/96) 

SEC.  74.10.  REFUND  OF  REAP  FUNDS.  The  unexpended  portion  of  REAP 
funds  derived  from  the  tenants’  monthly  rental  deposits  shall  be  refunded  to  the 
landlord  within  a reasonable  time  of  completion  of  the  abatement  work,  as  evidenced 
by  a certificate  of  final  completion  or  abatement  notice  issued  by  the  citing  depart- 
ment. (Added  by  Ord.  398-96,  App.  10/21/96) 

SEC.  74.11.  PAYMENT  OF  ADMINISTRATIVE  COSTS.  The  owner  of  a 
property  for  which  REAP  funds  are  utilized  shall  pay  administrative  costs  of  $85  per 
hour  for  the  time  spent  by  staff  of  the  Department  of  Public  Health  evaluating, 
reviewing  and  monitoring  the  abatement  of  lead  hazards  on  the  landlord’s  property. 
(Added  by  Ord.  398-96,  App.  10/21/96) 

SEC.  74.12.  DUTIES  OF  THE  DIRECTOR-DPH.  The  Director-DPH  shall, 
in  addition  to  performing  the  duties  as  prescribed  herein,  perform  the  following  duties 
pertaining  to  the  sound  and  efficient  administration  of  this  Chapter.  Such  duties  may 
be  delegated  by  him/her: 

(a)  Determination  of  Interested  Parties.  A title  report,  listing  all  persons  on 
the  records  of  the  County  Recorder  as  having  an  ownership  interest  or  liens,  encum- 
brances or  other  interests  in  the  real  property  on  which  the  building  is  situated,  shall 
be  obtained.  In  addition,  the  names  and  addresses  of  any  other  interested  party  known 
to  the  Director-DPH  or  any  member  of  the  Task  Force,  as  defined  by  Health  Code 
Section  1606,  shall  be  obtained. 

(b)  Contact  with  Tenants.  Tenants  of  any  building  may  be  contacted  after  the 
decision  that  the  lead  hazards  should  be  abated  by  the  REAP  process.  Such  contact 
may  be  in  person  or  by  mail  or  by  both.  Whatever  reasonable  means  are  necessary 
to  carry  out  this  activity,  including  but  not  limited  to,  contacting  neighborhood 
organizations,  may  be  used. 

Any  specific  responses  furnished  by  tenants  or  their  representatives  or  agents, 
whether  or  not  identifiable  as  attributable  to  any  individual  tenant,  shall  be  confiden- 
tial. (Added  by  Ord.  398-96,  App.  10/21/96) 

SEC.  74.13.  EFFECTS  ON  TENANTS’  RIGHTS,  (a)  Escrow  Payment  as 
Rent.  The  gross  amount  paid  into  the  REAP  Trust  Fund  by  or  on  behalf  of  a tenant 
shall  be  deemed  a rent  payment  made  in  that  same  amount  to  the  landlord.  In  any 
action  by  a landlord  to  recover  possession  of  a residential  unit  for  nonpayment  of  rent, 
the  tenant  may  raise  the  fact  of  payments  into  the  REAP  Trust  Fund  as  an  affirmative 
defense  in  the  same  manner  as  if  such  payments  had  been  made  to  and  accepted  by 
the  landlord. 

(b)  Recovery  of  Unit.  A landlord  may  bring  an  action  to  recover  possession 
of  a rental  unit  that  has  been  accepted  into  the  REAP  program  based  upon  any 
grounds  permitted  by  State  or  local  law,  provided  that  nothing  in  this  Chapter  may 
be  construed  to  affect  the  applicability  of  Chapter  37  to  those  units  that  are  subject 
to  its  provisions. 
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(c)  Retaliatory  Eviction.  If  the  landlord  is  seeking  to  recover  possession  of 
a residential  unit  in  retaliation  against  the  tenant  for  exercising  his  or  her  rights  under 
this  Chapter  or  because  of  his  or  her  complaint  to  an  appropriate  agency  as  to  the 
habitability  of  a residential  unit,  or  because  of  any  other  actions  or  proceedings  by 
the  City  under  this  Chapter,  then  the  landlord  may  not  recover  possession  of  a 
residential  unit  in  any  action  or  proceeding  or  cause  the  tenant  to  quit  involuntarily. 
(Added  by  Ord.  398-96,  App.  10/21/96) 

SEC.  74.14.  OTHER  SOURCES  OF  FUNDS.  The  Director-DPH  shall  identify 
sources  of  funds  other  than  those  identified  in  this  Section  that  may  supplement  the 
moneys  available  through  REAP  and  Health  Code  Section  599  to  successfully  abate 
the  unsafe  conditions.  The  Director-DPH  shall  make  this  information  reasonably 
available  on  a regular  basis.  (Added  by  Ord.  398-96,  App.  10/21/96) 

SEC.  74.15.  APPLICABILITY  OF  CHAPTER  37,  SAN  FRANCISCO 
ADMINISTRATIVE  CODE.  Rent  increases  for  those  units  subject  to  Chapter  37 
continue  to  be  governed  by  the  provisions  of  that  Chapter.  Units  not  within  the  scope 
of  that  Chapter  shall  be  governed  by  the  terms  and  conditions  of  a written  lease,  if 
any,  and  applicable  State  and  local  laws  other  than  Chapter  37.  (Added  by  Ord.  398- 
96,  App.  10/21/96) 
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CHAPTER  78 

REFUNDING  BOND  SAVINGS  TEST  ACT 

Sec.  78.1.  Declaration  of  Policy. 

Sec.  78.2.  Name. 

Sec.  78.3.  Definitions. 

Sec.  78.4.  Alternative  Savings  Test  for  Refunding  Bonds. 

Sec.  78.5.  Construction. 

SEC.  78.1.  DECLARATION  OF  POLICY.  It  is  hereby  declared  to  be  the 
policy  of  the  City  to  permit  the  refunding  of  outstanding  general  obligation  bonds  and 
lease  obligations  of  the  City  whenever  such  refunding  shall  result  in  net  debt  service 
savings  to  the  City  pursuant  to  the  procedure  set  forth  in  this  Chapter  as  well  as  by 
any  other  method  permitted  by  law  or  other  ordinance  of  the  Board.  This  Chapter  is 
enacted  pursuant  to  the  powers  reserved  to  the  City  under  Sections  3.5  and  7 of 
Article  XI  of  the  Constitution  of  the  State  of  California  and  Sections  9.106,  9.108  and 
9.109  of  the  Charter.  (Added  by  Ord.  363-97,  App.  8/26/97) 

SEC.  78.2.  NAME.  This  Chapter  shall  be  known  as  the  Refunding  Bond 
Savings  Test  Act.  (Added  by  Ord.  363-97,  App.  8/26/97) 

SEC.  783.  DEFINITIONS.  For  purposes  of  this  Chapter,  the  following  terms 
shall  have  the  meanings  given  below: 

(a)  The  term  “Board”  shall  mean  the  Board  of  Supervisors  of  the  City. 

(b)  The  term  “Charter”  shall  mean  the  Charter  of  this  City. 

(c)  The  term  “City”  shall  mean  the  City  and  County  of  San  Francisco. 

(d)  The  term  “lease  obligations”  shall  include  the  City’s  obligation  under  any 
lease  entered  into  with  any  nonprofit  corporation,  authority  or  other  entity  which 
issues,  or  causes  to  be  issued,  lease  revenue  bonds  or  certificates  of  participation 
secured  by,  or  evidencing  interests  in,  the  City’s  obligation  under  such  lease. 

(e)  The  term  “refunded  bond”  shall  mean  any  outstanding  general  obligation 
bond  or  lease  obligation  to  be  refunded  by  the  City. 

(f)  The  term  “refunding  bond”  shall  mean  any  bond  issued  or  lease  obligation 
entered  into  for  the  purpose  of  refunding  in  whole  or  in  part,  any  general  obligation 
bond  or  any  lease  obligation. 

(g)  The  term  “yield”  shall  mean  the  yield  on  the  refunding  bonds  as  calculated 
pursuant  to  the  provisions  of  the  Internal  Revenue  Code  of  1986,  as  amended  from 
time  to  time.  (Added  by  Ord.  363-97,  App.  8/26/97) 

SEC.  78.4.  ALTERNATIVE  SAVINGS  TEST  FOR  REFUNDING  BONDS, 
(a)  Acting  under  the  provisions  of  the  Charter  or  under  any  other  provision  of  general 
State  law,  the  Board  may  provide  for  the  issuance  of  refunding  bonds  for  the  purpose 
of  refunding  any  outstanding  general  obhgation  bonds  or  lease  obligations  of  the  City. 
No  voter  approval  shall  be  required  for  any  such  refunding  bonds  which  provide  net 
debt  service  savings  to  the  City  on  a present  value  basis  calculated  as  provided  in  such 
provisions  of  general  State  law  or  by  other  ordinance  of  the  Board  or  as  hereinafter 
provided  in  Section  78.4(b).  Subject  to  the  foregoing  limitation,  the  principal  amount 
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of  the  refunding  bonds  (in  aggregate  or  with  respect  to  any  maturity)  may  be  more 
than,  less  than  or  the  same  as  the  principal  amount  of  the  bonds  or  lease  obligations 
to  be  refunded. 

(b)  Net  debt  service  savings  shall  be  calculated  by  comparing  the  present  value 
of  the  aggregate  debt  service  on  the  refunding  bonds  to  that  of  the  refunded  bonds 
as  of  the  date  of  the  refunding  bonds  using  an  assumed  rate  of  interest  equal  to  the 
yield  on  the  refunding  bonds.  To  the  extent  required,  any  funds  contributed  to  the 
refunding  by  the  City  shall  be  deducted  from  the  savings  calculation.  Notwithstanding 
any  provision  of  general  State  law  to  the  contrary,  Section  78.4(b)  shall  provide  an 
alternative  means  of  calculating  debt  service  savings  to  any  procedure  contained  in 
general  State  law.  The  City  is  authorized  to  rely  on  any  other  State  law  procedure 
related  to  calculating  debt  service  savings. 

(c)  The  Board  may  authorize  the  issuance  and  provide  the  final  terms,  amounts, 
maturities,  interest  rates  and  other  provisions  of  the  refunding  bonds  (including  a 
reference  to  the  procedure  Under  which  debt  service  savings  is  to  be  calculated)  by 
means  of  an  indenture,  resolution,  ordinance,  order,  agreement  or  other  instrument 
in  writing.  If  the  Board  establishes  the  minimum  savings  to  be  generated  by  the 
issuance  of  such  refunding  bonds,  the  Board  may  delegate  to  appropriate  officials  or 
officers  of  the  City  or  of  the  Board  the  authority  to  determine  the  final  terms, 
amounts,  maturities,  interest  rates  and  other  provisions  of  said  refunding  bonds. 
(Added  by  Ord.  363-97,  App.  8/26/97) 

SEC.  78.5.  CONSTRUCTION.  The  powers  conferred  by  the  provisions  of  this 
Chapter  are  in  addition  to  and  supplemental  to  the  powers  conferred  by  the  Charter 
or  any  other  ordinance  or  by  law.  (Added  by  Ord.  363-97,  App.  8/26/97) 
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CHAPTER  79 

PREAPPROVAL  NOTICE  FOR  CERTAIN  CITY  PROJECTS 


Sec.  79.1. 

Scope. 

Sec.  79.2. 

Definitions. 

Sec.  79.3. 

Exemptions. 

Sec.  79.4. 

Change  in  City  Project. 

Sec.  79.5. 

Signposting  Requirements. 

Sec.  79.6. 

Alternative  Notice  Provisions. 

Sec.  79.7. 

Permission  to  Enter  Property. 

Sec.  79.8. 

Rights  Affected. 

SEC.  79.1.  SCOPE.  No  city  officer,  department,  board  or  commission  shall 
approve  a City  project  unless  a sign  has  been  posted  on  the  property  on  which  the 
City  project  will  be  located  at  least  15  days  prior  to  such  approval.  The  City  officer, 
department,  board  or  commission  responsible  for  approving  a City  project  shall  post 
the  sign  required  by  this  Chapter.  The  notice  required  by  this  Chapter  shall  be  in 
addition  to  the  notice  requirements  provided  elsewhere  in  the  San  Francisco  Municipal 
Code.  (Added  by  Proposition  I,  6/2/98) 

SEC.  79.2.  DEFINITIONS.  For  purposes  of  this  Chapter,  the  following 
definitions  shall  apply: 

(a)  “Approve”  or  “approval”  shall  mean  an  action  by  a City  officer,  department, 
board  or  commission  sponsoring  a City  project  in  which  a final  commitment  is  made 
by  such  sponsoring  officer,  department,  board  or  commission  to  fund  or  undertake 
a City  project.  Such  approval  may  include,  but  is  not  limited  to,  a decision  to  award 
a grant  for  a City  project  at  a specific  site,  or  to  purchase  or  acquire  an  interest  in 
particular  real  estate  to  locate  a City  project.  Approval  shall  not  include  a decision 
to  undertake  a preliminary  study  of  one  or  more  potential  sites  for  a City  project. 
Approval  shall  refer  only  to  the  actions  of  the  sponsoring  officer,  department,  board 
or  commission. 

(b)  “City  project”  shall  mean  the  following: 

(i)  A project  that: 

(A)  Involves  new  construction,  a change  in  use,  or  a significant  expansion  of 
an  existing  use  at  a specific  location;  and 

(B)  Houses  City  operations  at,  or  provides  services  or  assistance  from,  such 
specified  location;  and 

(C)  Is  undertaken  directly  by  the  City  or  any  of  its  officers,  departments,  boards 
or  commissions;  or  by  an  agent,  contractor,  service  provider,  or  other  person  that 
receives  $50,000  or  more  in  City  funding  for  the  construction  and  related  work 
associated  with  the  project  and/or  operating  expenses  for  the  project  at  such  fixed 
location. 

(ii)  “City  project”  shall  include,  but  is  not  limited  to,  administrative  offices, 
housing  and  other  residential  projects,  and  programs  that  provide  services  or  assistance 
for  the  benefit  of  all  or  some  members  of  the  public  from  a fixed  location. 

(c)  “City  funding”  shall  mean  funding  provided  directly  by  the  City  or  adminis- 
tered by  the  City  through  the  use  of  federal,  state  or  other  founding  sources. 
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(d)  “Significant  expansion  of  existing  use”  shall  mean  the  lesser  of  an  addition 
amounting  to  50  percent  of  gross  floor  area,  or  1,500  square  feet  or  more  of  gross 
floor  area,  as  determined  by  the  Zoning  Administrator  in  accordance  with  Section 
102.9  of  the  San  Francisco  Planning  Code.  (Added  by  Proposition  I,  6/2/98) 

SEC.  79.3.  EXEMPTIONS.  The  following  City  projects  shall  be  exempted 
from  this  Section: 

(a)  A shelter  for  battered  persons; 

(b)  A State-authorized,  certified,  or  licensed  family  care  home,  foster  home, 
or  group  home  serving  six  or  fewer  mentally  disordered  or  otherwise  disabled  persons 
or  dependent  and  neglected  children,  in  accordance  with  California  Welfare  and 
Institutions  Code  Section  5116  or  as  set  forth  in  Section  209.3(b)  of  the  Planning 
Code; 

(c)  A City  project  undertaken  solely  to  achieve  compliance  with  the  disabled 
access  requirements  of  the  Americans  With  Disabilities  Act  or  the  California  Building 
Code; 

(d)  Projects  in  the  public  right-of-way; 

(e)  A project  at  a fixed  location  that  is  outside  of  the  City  limits  of  the  City 
and  County  of  San  Francisco.  (Added  by  Proposition  I,  6/2/98) 

SEC.  79.4.  CHANGES  IN  CITY  PROJECT.  In  the  event  that  a City  project 
is  approved  pursuant  to  the  provisions  of  this  Act,  that  approval  shall  be  limited  to 
the  specific  site  and  the  specific  use  granted  in  the  approval.  Any  changes  to  the  City 
project  which  involve  a different  site,  or  a different  use,  or  a redirection  of  the  funding 
for  the  project  in  any  way,  shall  be  subject  to  the  provisions  of  this  Act  and  shall 
require  a new  preapproval  notice  procedure.  (Added  by  Proposition  I,  6/2/98) 

SEC.  79.5.  SIGNPOSTING  REQUIREMENTS.  Those  City  projects  subject 
to  this  Chapter  shall  comply  with  the  following  signposting  requirements: 

(a)  Posting.  At  least  1 5 days  prior  to  consideration  of  approval  of  a City  project, 
the  City  officer,  department,  board  or  commission  considering  such  approval  shall 
post  a sign  on  the  property  on  which  the  City  project  is  proposed.  Such  a sign  shall 
be  posted  through  the  date  of  approval  or  disapproval  of  the  City  project  by  the 
sponsoring  City  entity. 

(b)  Location  of  Sign.  The  sign  shall  meet  the  following  requirements: 

0)  The  sign  shall  be  posted  inside  of  windows  that  are  no  more  than  six  feet 
back  from  the  property  line,  where  the  windows  are  of  sufficient  size  to  accommodate 
the  sign.  The  bottom  of  the  sign  shall  be  no  lower  than  four  feet  above  grade  and  the 
top  of  the  sign  shall  be  no  higher  than  eight  feet  six  inches  above  grade.  The  sign 
shall  not  be  obstructed  by  awnings,  landscaping,  or  other  impediment  and  shall  be 
clearly  visible  from  a public  street,  alley,  or  sidewalk. 

(2)  In  the  absence  of  windows  meeting  the  above  criteria  where  the  building 
facade  is  no  more  than  nine  feet  back  from  the  property  line,  the  sign  shall  be  affixed 
to  the  building,  with  the  bottom  of  the  sign  being  at  least  five  feet  above  grade  and 
the  top  of  the  sign  being  no  more  than  seven  feet  six  inches  above  grade.  The  sign 
shall  be  protected  from  the  weather  as  necessary.  The  sign  shall  not  be  obstructed  by 
awnings,  landscaping,  or  other  impediment,  and  shall  be  clearly  visible  from  a public 
street,  alley,  or  sidewalk. 
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(3)  Where  the  structure  is  more  than  nine  feet  from  the  property  line  the  sign 
shall  be  posted  at  the  property  line  with  the  top  of  the  sign  no  more  than  six  feet  and 
no  less  than  five  feet  above  grade.  Such  signs  shall  be  attached  to  standards  and  shall 
be  protected  from  the  weather  as  necessary. 

(4)  If  no  structures  occupy  the  property,  signs  shall  be  posted  sufficiently  to 
provide  adequate  notice  to  the  public.  The  Director  of  Administrative  Services  shall 
be  responsible  for  determining  the  number  of  signs  to  be  posted  on  such  property. 

(5)  Contents  and  Size  of  Signs.  The  sign  shall  be  at  least  thirty  inches  by  thirty 
inches.  The  sign  shall  be  entitled  NOTICE  OF  INTENT  TO  APPROVE  A CITY 
PROJECT  AT  THIS  LOCATION.  The  lettering  of  the  title  shall  be  at  least  114-inch 
capital  letters.  All  other  letters  shall  be  at  least  %-inch  uppercase  and  Vi-inch  lower- 
case. The  sign  shall  provide  an  identification  of:  the  officer,  department,  board  or 
commission  that  will  determine  whether  to  approve  the  City  project;  the  date  upon 
which  approval  will  be  considered;  and  the  procedure  for  obtaining  additional 
information  or  submitting  comments,  which  shall  include,  but  not  be  limited  to,  a local 
contact  person  and  telephone  number  where  that  person  may  be  reached. 

(d)  Production  of  Signs.  The  Director  of  Administrative  Services  shall  develop 
a standardized  sign  that  may  be  used  to  satisfy  this  Section.  The  Director  of  Adminis- 
trative Services  may  charge  a fee  sufficient  to  cover  the  costs  of  producing  such  signs. 
(Added  by  Proposition  I,  6/2/98) 

SEC.  79.6.  ALTERNATIVE  NOTICE  PROVISIONS.  In  lieu  of  the  sign- 
posting requirements  in  Section  79.5,  a City  officer,  department,  board  or  commission 
shall  send  mailed  notice  to  the  owner  of  each  property  within  300  feet  of  the  lot  line 
of  the  property  on  which  the  City  project  is  proposed.  Notice  shall  be  sent  to  the 
property  owners  reflected  on  the  latest  City  wide  Assessor  roll  and  neighborhood 
associations  and  organizations  listed  with  the  Planning  Department  where  the  site 
would  be  located  within  the  indicated  geographic  area  of  interest  of  said  association 
or  organization.  In  addition,  to  the  extent  practicable,  mailed  notice  shall  be  sent  to 
the  occupants  of  each  property  with  300  feet  of  the  lot  line  of  the  property  on  which 
the  City  project  is  proposed.  The  mailed  notice  shall  include,  at  a minimum,  all  of 
the  information  required  in  Section  79.5(c).  Mailed  notice  shall  be  sent  at  least  20 
days  prior  to  consideration  of  approval  of  a City  project.  (Added  by  Proposition  I, 
6/2/98) 

SEC.  79.7.  PERMISSION  TO  ENTER  PROPERTY.  Every  person  who  has 
possession  of  property  that  is  the  subject  of  the  preapproval  signposting  process 
required  by  this  Chapter  shall  permit  entry  at  a reasonable  time  to  allow  the  posting 
of  the  sign  required  herein.  No  person  shall  remove  or  cause  the  removal  of  such  sign 
during  the  period  of  time  that  posting  is  required  herein  without  reasonable  cause  to 
believe  that  such  removal  is  necessary  to  protect  persons  or  property  from  injury. 
(Added  by  Proposition  I,  6/2/98) 

SEC.  79.8.  RIGHTS  AFFECTED.  The  requirements  of  this  Chapter  are  not 
intended  to  give  any  right  to  any  person  to  challenge  in  any  administrative  or  judicial 
proceeding  any  action  if  such  person  would  not  otherwise  have  the  legal  right  to  do 
so.  A party  aggrieved  by  a decision  to  approve  or  disapprove  a City  project  may 
utilize  any  existing  avenue(s)  of  appeal.  (Added  by  Proposition  I,  6/2/98) 


AD-992.3 


(12-98) 


< 


I 


( 


San  Francisco  Administrative  Code 


Section  81.1 


CHAPTER  81 

AFFORDABLE  HOUSING  AND  HOME 
OWNERSHIP  BOND  PROGRAM 

Sec.  81.1.  Purpose. 

Sec.  81.2.  Issuance  of  Bonds. 

Sec.  81.3.  Housing  Account. 

Sec.  81.4.  Proposed  Use  of  Bond  Proceeds. 

Sec.  81.5.  Mayor’s  Office  of  Housing. 

Sec.  81.6.  Regulations. 

Sec.  81.7.  Reports  to  the  Board  of  Supervisors. 

SEC.  81.1.  PURPOSE.  The  purpose  of  this  Chapter  81  is  to  describe  the 
affordable  housing  and  home  ownership  bond  program  (“program”)  pursuant  to  which 
the  City  and  County  of  San  Francisco  (“City”)  may  loan  or  grant  general  obligation 
bond  proceeds  for  the  development  of  affordable  housing  for  low-income  households 
and  for  downpayment  assistance  to  low  and  moderate  income  first-time  homebuyers, 
each  as  further  described  in  this  Chapter.  (Added  by  Ord.  445-97,  App.  12/5/97) 

SEC.  81.2.  ISSUANCE  OF  BONDS.  The  City  is  authorized  to  issue 
$100,000,000  of  general  obligation  bonds  to  finance  (i)  the  development  of  housing 
affordable  to  low-income  households  in  the  City  and  County  of  San  Francisco,  and 
(ii)  downpayment  assistance  to  low  and  moderate  income  first-time  homebuyers; 
together  with  all  other  costs  necessary  or  convenient  for  the  foregoing  purposes. 
(Added  by  Ord.  445-97,  App.  12/5/97) 

SEC.  8U.  HOUSING  ACCOUNT.  Bond  proceeds  shall  be  deposited  into  a 
separate  account  to  be  established  by  the  Controller.  Repayments  of  loans  made  from 
this  account  shall  be  applied  first  to  finance  development  of  affordable  rental  housing 
and  downpayment  assistance  for  low  and  moderate  income  first-time  homebuyers,  in 
accordance  with  this  Chapter,  and  then  may  be  used  for  any  other  lawful  purpose 
under  this  program,  subject  to  the  budget  and  fiscal  provisions  of  the  City’s  Charter. 
Expenditures  shall  be  subject  to  the  budget  and  fiscal  provisions  of  the  City’s  Charter. 
(Added  by  Ord.  445-97,  App.  12/5/97) 

SEC.  81.4.  PROPOSED  USE  OF  BOND  PROCEEDS.  Following  payment 
of  costs  of  issuance,  85  percent  of  the  bond  proceeds  wiU  be  used  for  the  development 
of  affordable  rental  housing  through  the  development  account  described  in  the 
regulations,  and  15  percent  of  the  bond  proceeds  will  be  used  for  downpayment 
assistance  for  low  and  moderate  income  first-time  homebuyers  through  the 
downpayment  assistance  loan  account  described  in  the  program  regulations;  including 
all  legally  permissible  administrative  costs  related  to  the  program.  (Added  by  Ord. 
445-97,  App.  12/5/97) 

SEC.  81.5.  MAYOR’S  OFFICE  OF  HOUSING.  The  Mayor’s  Office  of 
Housing  or  its  successor,  or  another  agency  or  department  as  determined  by  the 
Mayor,  will  be  responsible  for  the  administration  of  the  program,  subject  to  any 
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legislation  and  rules  and  regulations  described  in  this  Chapter.  (Added  by  Ord.  445-97, 
App.  12/5/97) 

SEC.  81.6.  REGULATIONS.  The  Mayor’s  Office  of  Housing  will  prepare 
regulations  for  the  program,  which  shall  be  subject  to  approval  of  the  Board  of 
Supervisors  by  resolution.  (Added  by  Ord.  445-97,  App.  12/5/97) 

SEC.  81.7.  REPORTS  TO  THE  BOARD  OF  SUPERVISORS.  The  Mayor’s 
Office  of  Housing  will  provide  an  annual  report  to  the  Board  of  Supervisors  on  the 
status  of  the  program.  (Added  by  Ord.  445-97,  App.  12/5/97) 
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CHAPTER  83 

FIRST  SOURCE  HIRING  PROGRAM 


Sec.  83.1. 

Short  Title. 

Sec.  83.2. 

Findings. 

Sec.  83.3. 

Purpose. 

Sec.  83.4. 

Definitions. 

Sec.  83.5. 

Scope. 

Sec.  83.6. 

First  Source  Hiring  Administration. 

Sec.  83.7. 

Duties  of  City  Departments. 

Sec.  83.8. 

Workforce  Development  Advisory  Committee. 

Sec.  83.9. 

First  Source  Hiring  Requirements  for  Contracts  and  Property 

Contracts. 

Sec.  83.10. 

Violation  of  First  Source  Hiring  in  Contracts  and  Property  Contracts. 

Sec.  83.11. 

First  Source  Hiring  Requirements  for  Permits  for  Commercial 

Development. 

Sec.  83.12. 

Violation  of  First  Source  Hiring  in  Permits. 

Sec.  83.13. 

Records. 

Sec.  83.14. 

General  Exclusions  and  Limitations. 

Sec.  83.15. 

Collective  Bargaining  Agreements. 

Sec.  83.16. 

Severability. 

Sec.  83.17. 

Limited  to  Promotion  of  General  Welfare. 

Sec.  83.18. 

Operative  Date  and  Application. 

SEC.  83.1.  SHORT  TITLE.  This  Chapter  shall  be  known  as  the  “First  Source 
Hiring  Program.”  (Added  by  Ord.  264-98,  App.  8/21/98) 

SEC.  83.2.  FINDINGS,  (a)  In  August  1996,  a new  federal  law,  the  Personal 
Responsibility  and  Work  Opportunity  Act,  also  known  as  “welfare  reform,”  fundamen- 
tally changed  the  nature  of  public  assistance  programs  in  this  country,  shifting  the 
focus  from  the  receipt  of  benefits  to  procurement  of  employment  within  specified  time 
limits.  Approximately  17,350  of  San  Francisco’s  children  and  7,330  of  its  adults  (3.4 
percent  of  the  population)  who  currently  receive  Temporary  Assistance  to  Needy 
Families  (TANF),  the  program  formerly  known  as  Aid  to  Families  with  Dependent 
Children  (AFDC),  will  be  limited  to  five  cumulative  years  of  aid  during  their  lifetime. 
This  means  that  within  five  years,  the  adult  members  of  these  families,  unless 
specifically  exempted,  must  be  employed  at  an  economically  self-sufficient  level. 
Under  the  new  federal  law,  after  two  years  on  aid,  most  recipients  must  work  in  order 
to  maintain  eligibility  for  TANF.  As  families  reach  their  time  limits,  there  will  be  no 
federal  or  State  funding  help  to  support  them.  Therefore,  the  creation  and  retention 
of  adequate  employment  opportunities  within  the  City  is  essential  to  prevent  these 
families  from  falling  into  complete  destitution. 

(b)  The  federal  law  will  penalize  states  that  fail  to  meet  their  assigned  quotas 
for  moving  individuals  from  welfare  to  work  by  imposing  monetary  sanctions  that 
will  be  passed  on  to  the  counties.  It  is  estimated  that  failure  by  the  City  to  meet  its 
work-force  participation  goals  would  cost  $2.33  million  the  first  year,  and  $3.27 
million  the  second  year. 
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(c)  Many  people  on  welfare  and  other  economically  disadvantaged  individuals 
do  not  have  immediate  access  to  employment  opportunities  that  will  bring  economic 
self-sufficiency.  Often,  long-term  recipients  of  public  benefits  are  confronted  with 
multiple  barriers  to  full  employment,  including  lack  of  education,  job-readiness  skills 
and  work  experience. 

(d)  Between  1990  and  1993,  San  Francisco  lost  over  37,500  jobs,  including 
scores  of  well-paying  blue  collar  positions,  particularly  in  manufacturing. 

(e)  The  welfare  time  limits  imposed  upon  families  place  tremendous  pressure 
on  the  City  to  find  jobs,  provide  appropriate  training  opportunities,  and  assist 
economically  disadvantaged  individuals  to  find  and  retain  adequate  employment.  The 
availability  of  sufficient  employment  opportunities  is  essential  to  the  economic  and 
social  well-being  of  the  City.  This  process  of  workforce  development  must  be  a 
component  of  the  City’s  economic  development  planning. 

(f)  New  development  and  construction  of  commercial  projects  tend  to  increase 
property  values  which  in  turn  can  displace  low-income  residents  and  put  a greater 
burden  on  the  City  to  assist  economically  disadvantaged  individuals. 

(g)  Additionally,  business  expansion  places  increased  demand  upon,  and  reduces 
the  available  pool,  of  qualified  workers.  The  City’s  economic  health  depends  upon 
the  maintenance  of  that  pool.  Job  training  funds  are  a component  of  welfare  reform 
and  will  result  in  an  increase  of  available  qualified  workers.  Thus,  early  identification 
of  entry  level  positions  in  new  or  growing  commercial  activity  allows  the  City  to  plan 
training  programs  that  will  prepare  economically  disadvantaged  individuals  to  be 
available  for  these  new  jobs.  One  of  the  goals  of  this  Chapter  is  to  create  a seamless 
job  referral  system. 

(h)  The  City,  the  business  community,  the  service  providers,  organized  labor, 
the  schools,  and  the  people  who  must  personally  meet  the  challenge  of  welfare  reform 
are  gathering  at  a unique  historical  moment.  The  time  limits  on  public  assistance  are 
a matter  of  law,  and  the  only  choice  is  to  organize  the  opportunities  so  as  not  to 
bypass  these  workers.  The  consequences  of  welfare  reform  are  significant  not  just  for 
the  individuals  who  must  find  economic  self-sufficiency,  but  for  the  whole  economic 
well-being  and  commercial  activity  of  the  City  and  its  constituents. 

(i)  The  concept  of  “First  Source  Hiring”  under  this  Chapter  contains  two 
essential  components:  the  identification  of  entry  level  positions  in  order  to  properly 
allocate  training  resources,  and  the  availability  of  the  first  opportunity  for  graduates 
of  those  training  programs  to  be  considered  for  employment.  The  City  must  work  with 
the  business  community,  the  service  providers,  organized  labor  and  schools  in 
identifying  workforce  needs,  developing  job  readiness  standards,  supporting  training 
that  creates  a new  pool  of  qualified  workers,  and  providing  a mechanism  by  which 
the  business  community  can  draw  upon  this  pool;  thereby  facilitating  and  strengthen- 
ing the  relationship  between  the  City,  community-based  job  training,  development  and 
placement  programs,  and  the  private  sector.  While  the  City  commits  to  providing  the 
support  services  necessary  to  ensure  the  successful  transition  to  economic  self- 
sufficiency,  the  business  community  must  be  willing  to  offer  these  employment 
opportunities  to  qualified  economically  disadvantaged  individuals. 

(j)  Participation  in  the  City’s  First  Source  Hiring  Program  can  be  economically 
advantageous  to  employers.  The  Program  is  expected  to  provide  a ready  supply  of 
qualified  workers  to  employers  with  hiring  needs.  There  are  a variety  of  City,  federal 
and  State  tax  credits  available  for  hiring  qualified  economically  disadvantaged 
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individuals.  The  City  offers  a New  Jobs  Hiring  Tax  Credit  to  businesses  that  create 
new,  permanent  jobs,  or  relocates  existing  jobs  to  the  City,  of  100  percent  against  the 
City’s  payroll  tax  for  the  first  year,  and  50  percent  for  the  second.  Businesses  that 
create  summer  jobs  for  economically  disadvantaged  youth  are  eligible  for  a 50  percent 
credit  against  the  City’s  payroll  tax.  Within  State-designated  “Enteiprise  Zone”  areas 
of  San  Francisco,  businesses  that  create  new  jobs  for  qualified  individuals  are  eligible 
for  a gradually  declining  payroll  tax  credit,  beginning  at  100%  for  the  first  two  years, 
and  available  for  a total  of  10  years.  The  State  of  California  also  allows  a hiring  tax 
credit  against  wages  paid  qualified  economically  disadvantaged  individuals,  and  a 
sales  tax  credit  for  equipment  purchased  in  designated  Enterprise  Zones. 

(k)  In  order  to  provide  financial  assistance  to  employers  who  hire  qualified 
economically  disadvantaged  individuals,  the  federal  government  offers  the  Federal 
Welfare-to-Work  Credit  and  the  Work  Opportunity  Tax  Credit. 

(l)  The  City  is  committed,  in  partnership  with  the  Private  Industry  Council,  to 
facilitating  employer  access  to  tax  credit  and  other  financial  incentive  information 
regarding  the  hiring  of  qualified  economically  disadvantaged  individuals  who  meet 
City,  State  or  federal  program  criteria.  (Added  by  Ord.  264-98,  App.  8/21/98) 

SEC.  83.3.  PURPOSE.  The  purpose  of  this  Chapter  is  to  establish  a First 
Source  Hiring  Program  for  the  City  and  County  of  San  Francisco  to  foster  construc- 
tion and  permanent  employment  opportunities  for  qualified  economically  disadvan- 
taged individuals.  Participation  in  this  program  shall  be  required  in  City  contracts  and 
City  property  contracts. 

This  Chapter  additionally  requires  similar  first  source  hiring  obligations  to  be 
included  in  permits  authorizing  construction  of  certain  commercial  development 
projects. 

Because  of  the  wide  variety  of  contracts,  and  property  contracts  entered  into, 
and  permits  issued  by,  the  City,  there  is  no  single  first  source  hiring  requirement  that 
can  be  applied  and  enforced  in  all  such  contract  and  permit  situations.  Therefore, 
specific  first  source  hiring  requirements  must  be  tailored  to  individual  contracts, 
property  contracts,  and  permits  for  commercial  activities.  An  administrative  body  shall 
be  established  by  the  City  to  assist  in  the  tailoring  of  these  requirements,  and  shall 
be  known  as  the  “First  Source  Hiring  Administration  (FSHA)”  for  the  purpose  of 
implementing  and  overseeing  the  first  source  hiring  requirements  under  this  Chapter. 

This  Chapter  is  intended  to  authorize  and  direct  the  First  Source  Hiring  Adminis- 
tration, where  consistent  with  the  purpose  of  this  Chapter  and  its  assessment  of 
feasibility,  and  in  a manner  that  avoids  conflicts  with  applicable  federal  and  State  law, 
to  set  entry  level  position  hiring  and  retention  goals  for  contracts,  property  contracts 
and  permits. 

Nothing  in  this  Chapter  is  intended  to,  nor  shall  it  be  interpreted  or  applied  so 
to  create  delay  to,  or  impose  a monetary  exaction  upon,  developers  under  permits 
subject  to  the  requirements  of  first  source  hiring. 

Three  years  after  the  effective  date  of  this  Chapter,  the  Board  of  Supervisors 
shall  review  the  First  Source  Hiring  Program  to  determine:  (1)  the  number  of  entry 
level  positions  identified  and  acquired  by  qualified  economically  disadvantaged 
individuals;  (2)  whether  participants  in  the  Workforce  Development  System  received 
appropriate  and  sufficient  training;  (3)  whether  the  requirements  of  this  Chapter  are 
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adequate  to  achieve  the  goals  of  the  program;  and  (4)  whether  amendments  and/or 
revisions  of  this  Chapter  are  needed.  (Added  by  Ord.  264-98,  App.  8/21/98) 

SEC.  83.4.  DEFINITIONS,  (a)  “Approved  plan”  shall  mean  a first  source 
hiring  implementation  and  monitoring  plan  developed  by  a City  department  and 
approved  by  the  FSHA.  Once  a department’s  overall  plan  has  been  approved  by  the 
FSHA,  the  department  is  not  required  to  seek  authorization  from  the  FSHA  for 
individual  contracts,  property  contracts  or  permits  unless  otherwise  instructed  to  do 
so  in  the  approved  plan. 

(b)  “City”  shall  mean  the  City  and  County  of  San  Francisco. 

(c)  “Commercial  activity”  shall  include  retail  sales  and  services,  restaurant, 
hotel,  office  uses,  and  other  commercial  uses. 

(d)  “Contract”  shall  mean  an  agreement  for  public  works  or  improvements  to 
be  performed,  or  for  goods  or  services  to  be  purchased,  or  grants  to  be  provided,  at 
the  expense  of  the  City,  or  to  be  paid  out  of  moneys  deposited  in  the  Treasury  of  the 
City,  or  out  of  trust  moneys  under  the  control  of,  or  collected  by,  the  City  involving 
an  expenditure  in  excess  of  $350,000  for  construction  contracts,  and  in  excess  of 
$200,000  for  services.  Contract  shall  also  mean  loans  or  grants  in  excess  of  $200,000 
which  are  awarded  by  the  Mayor’s  Office  of  Housing,  the  Mayor’s  Office  of  Commu- 
nity Development,  the  Mayor’s  Office  of  Children,  Youth  and  their  Families,  or  by 
any  other  City  department. 

The  requirements  of  this  Chapter  shall  apply  to;  (1)  entry  level  positions  for 
work  performed  on  the  contract  in  the  City;  (2)  entry  level  positions  for  work 
performed  on  the  contract  in  counties  contiguous  to  the  City;  and  (3)  entry  level 
positions  for  work  performed  on  the  contract  on  property  owned  by  the  City. 

For  purposes  of  this  Chapter,  “contract”  shall  include  subcontracts  under  the 
contract  subject  to  first  source  hiring,  unless  otherwise  exempted  under  this  Chapter. 

For  purposes  of  this  Chapter,  “contract”  shall  not  include  contracts  for  urgent 
litigation  expenses  as  determined  by  the  City  Attorney,  emergency  contracts  under 
San  Francisco  Administrative  Code  Section  6.30,  or  Section  21.25,  sole  source 
contracts,  tolling  agreements,  cooperative  purchasing  agreements  with  other  govern- 
mental entities  or  contracts  with  other  governmental  entities. 

(e)  “Contractor”  shall  mean  any  person(s),  firm,  partnership,  corporation,  or 
combination  thereof,  who  enters  into  a contract  or  property  contract  with  a department 
head  or  officer  empowered  by  law  to  enter  into  contracts  or  property  contracts  on  the 
part  of  the  City. 

(f)  “Developer”  shall  mean  the  property  owner,  agents  of  the  property  owner, 
including  but  not  limited  to  management  companies,  person  or  persons,  firm,  partner- 
ship, corporation,  or  combination  thereof,  having  the  right  under  the  San  Francisco 
Planning  Code  and/or  the  San  Francisco  Building  Code  to  make  an  application  for 
approval  of  a commercial  activity. 

(g)  “Development  project”  shall  mean  commercial  activity(ies)  that  requires  a 
Permit  that  is  subject  to  the  requirements  of  this  Chapter. 

(h)  “Economically  disadvantaged  individual”  shall  mean  an  individual  who  is 
either:  (1)  eligible  for  services  under  the  Job  Training  Partnership  Act,  29  U.S.C. 
Section  1503,  as  determined  by  the  San  Francisco  Private  Industry  Council;  or  (2) 
designated  “economically  disadvantaged”  by  the  First  Source  Hiring  Administration, 
as  an  individual  who  is  at  risk  of  relying  upon,  or  returning  to,  public  assistance. 
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(i)  “Employer”  shall  mean  a contractor,  subcontractor,  developer,  agents  of  the 
developer,  tenants  or  other  occupants,  or  person(s),  firm,  partnership,  corporation,  or 
combination  thereof  engaged  in  the  commercial  activity(ies)  in  the  development 
project,  who  is  subject  to  the  requirements  of  this  Chapter. 

(j)  “Entry  level  position”  shall  mean  a non-managerial  position  that  requires 
either:  (1)  no  education  above  a high  school  diploma  or  certified  equivalency;  or  (2) 
less  than  two  years  of  training  or  specific  preparation;  and  shall  include  temporary 
and  permanent  jobs,  and  construction  jobs  related  to  the  development  of  a commercial 
activity. 

(k)  “First  source  hiring  agreement”  shall  mean  the  written  agreement  entered 
into  by  the  employer  with  the  City  which  details  the  particular  first  source  hiring 
requirements  with  which  an  employer  must  comply,  as  further  defined  in  Sections  83.9 
and  83.11  of  this  Chapter. 

(l)  “FSHA”  shall  mean  the  First  Source  Hiring  Administration. 

(m)  “Permit”  shall  mean,  during  Phase  I,  as  defined  in  Section  83.4(n)  below, 
either  or  both  of  the  following:  (1)  any  building  permit  application  for  a commercial 
activity  over  50,000  square  feet  in  floor  area  and  involving  new  construction,  an 
addition,  or  alteration  which  results  in  the  expansion  of  entry  level  positions  for  a 
commercial  activity;  (2)  any  application  which  requires  discretionary  action  by  the 
City’s  Planning  Commission  relating  to  a commercial  activity  over  50,000  square  feet 
including,  but  not  limited  to,  a conditional  use,  project  authorization  under  San 
Francisco  Planning  Code  Section  309,  and  office  development  under  San  Francisco 
Planning  Code  Section  320,  et  seq. 

During  Phase  II,  as  defined  Section  83.4(o)  below,  either  or  both  of  the  follow- 
ing: (1)  any  building  permit  application  for  a commercial  activity  over  25,000  square 
feet  in  floor  area  and  involving  new  construction,  an  addition,  or  alteration  which 
results  in  the  expansion  of  entry  level  positions  for  a commercial  activity;  (2)  any 
application  which  requires  discretionary  action  by  the  City’s  Planning  Commission 
relating  to  a commercial  activity  over  25,000  square  feet  including,  but  not  limited 
to  conditional  use,  project  authorization  under  San  Francisco  Planning  Code  Section 
309,  and  office  development  under  San  Francisco  Planning  Code  Section  320,  et  seq. 

The  requirements  of  this  Chapter  shall  apply  to  entry  level  positions  for  work 
done  under  a permit  authorizing  a development  project  in  the  City. 

(n)  “Phase  I”  shall  refer  to  the  first  stage  of  implementation  of  this  Article 
which  shall  become  operative  30  days  after  the  ordinance  adopting  this  Chapter 
becomes  effective,  and  shall  apply  to  contracts  for  public  works  or  improvements  to 
be  performed,  property  contracts,  grants  or  loans  issued  by  the  Mayor’s  Office  of 
Housing,  or  by  the  Mayor’s  Office  of  Community  Development,  and  permits  issued 
for  commercial  activity  over  50,000  square  feet. 

(o)  “Phase  11”  shall  refer  to  the  second  stage  of  implementation  of  this  Chapter 
which  shall  become  operative  24  months  after  the  adoption  of  a resolution  by  the 
FSHA  that  Phase  I has  been  implemented,  and  shall  apply  to  contracts  for  services 
in  the  amount  of  $200,000,  contracts  for  the  procurement  of  goods,  materials,  equip- 
ment or  supplies  as  determined  by  the  Purchaser  under  Section  83.7(d)  of  this  chapter, 
permits  issued  for  commercial  activity  exceeding  25,000  square  feet;  and  grants  and 
loans  in  excess  of  $200,000  issued  by  other  City  departments. 

(p)  “Property  contract”  shall  mean  a written  agreement,  including  leases, 
concessions,  franchises  and  easements,  between  the  City  and  a private  party  for  the 
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exclusive  use  of  real  property,  owned  or  controlled  by  the  City,  for  a term  exceeding 
29  days  in  any  calendar  year  (whether  by  a singular  instrument  or  by  cumulative 
instruments)  for  the  operation  or  use  of  such  real  property  for  the  operation  of  a 
business  establishment,  that  creates  available  entry  level  positions.  For  purposes  of 
this  Chapter,  “property  contract”  does  not  include  an  agreement  for  the  City  to  use 
or  occupy  real  property  owned  by  others,  or  leases,  easements  or  permits  entered  into 
by  the  Public  Utilities  Commission  for  pipeline  rights-of-way  property  and  watershed 
property. 

(q)  “Publicize”  shall  mean  to  advertise  or  post,  and  shall  include  participation 
in  job  fairs,  or  other  forums  in  which  employment  information  is  available. 

(r)  “Qualified”  with  reference  to  an  economically  disadvantaged  individual  shall 
mean  an  individual  who  meets  the  minimum  bona  fide  occupational  qualifications 
provided  by  the  prospective  employer  to  the  San  Francisco  Workforce  Development 
System  in  the  job  availability  notices  required  by  this  Chapter. 

(s)  “Retention”  shall,  when  used  in  this  Chapter,  be  construed  to  apply  to  the 
entry  level  position,  not  to  any  particular  individual. 

(t)  “San  Francisco  Workforce  Development  System  (System)”  shall  mean  the 
system  established  by  the  City  and  County  of  San  Francisco,  and  managed  by  the 
FSHA,  for  maintaining:  (1)  a pool  of  qualified  individuals;  and  (2)  the  mechanism 
by  which  such  individuals  are  certified  and  referred  to  prospective  employers  covered 
by  the  first  source  hiring  requirements  under  this  Chapter.  (Added  by  Ord.  264-98, 
App.  8/21/98) 

SEC.  83.5.  SCOPE.  The  requirements  of  this  Chapter  shall  apply  to:  (a)  entry 
level  positions  for  work  performed  on  the  contract  in  the  City;  (b)  entry  level 
positions  for  work  performed  on  the  contract  in  counties  contiguous  to  the  City;  (c) 
entry  level  positions  for  work  performed  on  the  contract  on  property  owned  by  the 
City;  and  (d)  entry  level  positions  for  work  done  under  a permit  authorization  on  a 
development  project  in  the  City.  (Added  by  Ord.  264-98,  App.  8/21/98) 

SEC.  83.6.  FIRST  SOURCE  HIRING  ADMINISTRATION,  (a)  Establish- 
ment and  Composition.  A First  Source  Hiring  Administration  (“FSHA”)  is  hereby 
established  for  the  purpose  set  forth  in  Subsection  (b)  below.  The  FSHA  shall  consist 
of  the  following;  (1)  the  Mayor  or  his/her  designee  from  the  Mayor’s  Office  of 
Economic  Development;  (2)  the  Executive  Director  of  the  Department  of  Human 
Services,  or  his/her  designee;  (3)  the  Director  of  the  Mayor’s  Office  of  Community 
Development,  or  his/her  designee;  (4)  the  President  of  the  Private  Industry  Council, 
or  his/her  designee;  (5)  other  City  department  representatives  appointed  by  the  FSHA 
as  necessary  from  time  to  time;  and  (6)  other  San  Francisco  governmental  agency 
representatives  participating  in  the  First  Source  Hiring  Program  and  invited  by  the 
FSHA. 

(b)  Powers  and  Duties.  The  FSHA  shall  be  responsible  for  the  implementation, 
oversight,  and  monitoring  of  the  first  source  hiring  requirements  of  this  Chapter.  Its 
powers  and  duties  shall  include: 

(1)  Providing  assistance  to  individual  City  departments  in  designing  first  source 
hiring  implementation  and  monitoring  plans  for  that  department  to  use  in  contracts 
and  property  contracts,  including  criteria  for  assigning  particular  numerical  hiring 
goals,  or  reviewing  and  approving  existing  Plans.  The  FSHA  shall  work  with  depart- 
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ments  to  identify  those  contracts  and  property  contracts  that  offer  available  entry  level 
positions  in  duration  and  numbers  sufficient  to  justify  the  additional  administrative 
duties  resulting  from  the  implementation  of  the  requirements  of  this  Chapter.  To  the 
greatest  extent  possible,  the  development  of  these  plans  shall  utilize  the  department’s 
existing  contract-monitoring  procedures  and  facilitate  a coordinated  flow  of  informa- 
tion; 

(2)  Working  with  the  Department  of  City  Planning  and  the  Department  of 
Building  Inspection  to  establish  conditions  based  upon  first  source  hiring  agreements 
for  development  projects; 

(3)  Working  with  employers  and  unions  to  identify  entry  level  positions  for 
qualified  economically  disadvantaged  individuals,  and  to  set  appropriate  recruitment, 
hiring  and  retention  goals; 

(4)  Managing  the  San  Francisco  Workforce  Development  System; 

(5)  Determining  appropriate  monitoring  and  enforcement  mechanisms  to  achieve 
the  purpose  of  this  Chapter,  and  consistent  with  Sections  83.10  and  83.12,  below; 

(6)  Developing  written  regulations  to  implement  first  source  hiring; 

(7)  Entering  into  cooperative  agreements  with  other  San  Francisco  governmental 
agencies,  including,  but  not  limited  to,  the  Housing  Authority,  the  Redevelopment 
Agency,  the  In-Home  Supportive  Services  Public  Authority,  and  the  Parking  Authori- 
ty, consistent  with  the  laws  governing  such  agencies  and  consistent  with  the  purpose 
of  this  Chapter; 

(8)  Conducting  independent  audits  of  City  departmental  implementation, 
monitoring  and  enforcement  of  the  requirements  of  this  Chapter; 

(9)  Preparing  an  annual  report  on  the  progress  of  first  source  hiring  for 
presentation  to  the  Mayor  and  the  Board  of  Supervisors; 

(10)  Submitting  all  approved  first  source  hiring  implementation  and  monitoring 
plans  (“approved  plan”)  to  the  Workforce  Development  Advisory  Committee  for 
review; 

(11)  Developing  effective  outreach,  education,  support  services  for,  and  recogni- 
tion of,  employers. 

(c)  The  FSHA  shall  phase-in  implementation  of  this  Chapter  in  accordance  with 
Section  83.18,  below,  and  as  defined  in  Sections  83.4  (n)  and  (o),  above.  The  FSHA 
shall  first  establish  a schedule  for  assisting  in  the  development  of,  or  approving 
existing  first  source  hiring  implementation  and  monitoring  plans  by  the  following  City 
departments:  Airport;  Department  of  Building  Inspection;  Department  of  Planning; 
Department  of  Public  Health;  Mayor’s  Office  of  Children,  Youth  and  Families; 
Mayor’s  Office  of  Community  Development;  Mayor’s  Office  of  Housing;  Municipal 
Railway;  Parks  and  Recreation;  Port;  Public  Works,  and  Purchasing.  The  FSHA  shall 
also  establish  a schedule  for  the  remaining  City  departments. 

(d)  The  FSHA  shall  exercise  its  powers  and  duties  in  a manner  that  does  not 
result  in  delay,  or  impose  a monetary  exaction  under  permits,  subject  to  this  Chapter. 

(e)  The  FSHA  shall  make  the  final  administrative  determination  as  to  compli- 
ance with  the  requirements  of  this  Chapter.  (Added  by  Ord.  264-98,  App.  8/21/98) 

SEC.  83.7.  DUTIES  OF  CITY  DEPARTMENTS,  (a)  All  commissions, 
departments,  officers  and  employees  of  the  City  shall  cooperate  with  the  FSHA  in 
connection  with  their  respective  duties  relative  to  the  award  of  contracts,  propertv’ 
contracts,  and  the  issuance  of  permits  subject  to  this  Chapter. 
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(b)  City  departments  shall  develop  an  overall  first  source  hiring  implementation 
and  monitoring  plan  (“plan”)  with  the  assistance  of  the  FSHA.  Once  the  FSHA 
approves  the  plan  (“approved  plan”),  the  department  is  not  required  to  seek  approval 
from  the  FSHA  for  specific  contracts,  property  contracts  or  permits  unless  otherwise 
instructed  to  do  so  in  the  approved  plan.  If  a department  is  required  to  comply  with 
federal  or  state  hiring  program  regulations  that  meet  or  exceed  the  requirements  of 
this  Chapter,  that  department  shall  submit  that  information  as  its  plan.  Compliance 
with  such  regulations  shall  be  deemed  to  be  an  “approved  plan.”  Compliance  by  a 
department  with  the  approved  plan  shall  be  deemed  to  be  compliance  with  the 
requirements  of  this  Chapter.  The  FSHA  may  require  regular  reports  by  the  depart- 
ment as  part  of  the  plan. 

(c)  In  situations  where  both  the  Departments  of  Building  inspection  and 
Planning  grant  approval  for  a development  project,  the  City’s  Department  of  Planning 
shall  have  primary  jurisdiction  for  the  conditions  imposed  on  the  permit  required 
under  this  Chapter,  and  the  role  of  the  Department  of  Building  Inspection  shall  be 
limited  to  assisting  in  enforcement  of  the  first  source  hiring  requirements. 

(d)  The  Purchaser  shall  determine  which  contracts  for  the  procurement  of  goods, 
materials,  equipment  or  supplies  to  which  it  is  feasible  to  apply  the  first  source  hiring 
requirements  of  this  Chapter,  and,  in  consultation  with  the  FSHA,  shall  develop  first 
source  hiring  criteria  for  inclusion  in  invitations  to  bid  and  requests  for  proposals.  The 
successful  bidder  or  respondent  shall  enter  into  a first  source  hiring  agreement.  (Added 
by  Ord.  264-98,  App.  8/21/98) 

SEC.  83.8.  WORKFORCE  DEVELOPMENT  ADVISORY  COMMITTEE. 

There  shall  be  established  a Workforce  Development  Advisory  Committee  (“Advisory 
Committee”)  to  advise  the  FSHA  on  workforce  development,  employment  needs, 
program  policy,  design,  implementation,  oversight,  and  monitoring.  This  advisory 
committee  shall  be  appointed  by  the  Mayor  and  shall  include  representatives  of 
community-based  organizations,  labor,  the  business  community,  and  City  departments. 
The  members  of  this  advisory  committee  shall  serve  at  will  for  a term  of  one  year, 
and  may  be  reappointed.  This  advisory  committee  shall  meet  at  least  quarterly.  (Added 
by  Ord.  264-98,  App.  8/21/98) 

SEC.  83.9.  FIRST  SOURCE  HIRING  REQUIREMENTS  FOR 
CONTRACTS  AND  PROPERTY  CONTRACTS,  (a)  This  Chapter  applies  to  all 
contracts  and  property  contracts,  except  where  the  FSHA  determines  that  application 
of  the  requirements  of  this  Chapter  is  not  feasible  or  conflicts  with  applicable  federal 
or  State  law. 

(b)  As  an  essential  term  of,  and  consideration  for,  any  contract  or  property 
contract  with  the  City,  not  exempted  by  the  FSHA,  the  Contractor  shall  enter  into  a 
first  source  hiring  agreement  (“agreement”)  with  the  City,  on  or  before  the  effective 
date  of  the  contract  or  property  contract.  Such  agreement  shall: 

(1)  Set  appropriate  hiring  and  retention  goals  for  entry  level  positions.  The 
employer  shall  agree  to  achieve  these  hiring  and  retention  goals,  or,  if  unable  to 
achieve  these  goals,  to  establish  good  faith  efforts  as  to  its  attempts  to  do  so,  as  set 
forth  in  the  agreement.  The  agreement  shall  take  into  consideration  the  employer’s 
participation  in  existing  job  training,  referral  and/or  brokerage  programs.  Within  the 
discretion  of  the  FSHA,  subject  to  appropriate  modifications,  participation  in  such 
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programs  may  be  certified  as  meeting  the  requirements  of  this  Chapter.  Failure  either 
to  achieve  the  specified  goal,  or  to  establish  good  faith  efforts  will  constitute  noncom- 
pliance and  will  subject  the  employer  to  the  provisions  of  Section  83.10  of  this 
Chapter. 

(2)  Set  first  source  interviewing,  recruitment  and  hiring  requirements,  which 
will  provide  the  San  Francisco  Workforce  Development  System  with  the  first 
opportunity  to  provide  qualified  economically  disadvantaged  individuals  for  consider- 
ation for  employment  for  entry  level  positions.  Employers  shall  consider  all  applica- 
tions of  qualified  economically  disadvantaged  individuals  referred  by  the  System  for 
employment;  provided  however,  if  the  employer  utilizes  nondiscriminatory  screening 
criteria,  the  employer  shall  have  the  sole  discretion  to  interview  and/or  hire  individuals 
referred  or  certified  by  the  San  Francisco  Workforce  Development  System  as  being 
qualified  economically  disadvantaged  individuals.  The  duration  of  the  first  source 
interviewing  requirement  shall  be  set  forth  in  each  agreement,  but  shall  not  exceed 
10  days.  During  that  period,  the  employer  may  publicize  the  entry  level  positions  in 
accordance  with  the  agreement.  A need  for  urgent  or  temporary  hires  must  be 
evaluated,  and  appropriate  provisions  for  such  a situation  must  be  made  in  the 
agreement. 

(3)  Set  appropriate  requirements  for  providing  notification  of  available  entry 
level  positions  to  the  San  Francisco  Workforce  Development  System  so  that  the 
System  may  train  and  refer  an  adequate  pool  of  qualified  economically  disadvantaged 
individuals  to  participating  employers.  Notification  should  include  such  information 
as  employment  needs  by  occupational  title,  skills,  and/or  experience  required,  the 
hours  required,  wage  scale  and  duration  of  employment,  identification  of  entry  level 
and  training  positions,  identification  of  English  language  proficiency  requirements, 
or  absence  thereof,  and  the  projected  schedule  and  procedures  for  hiring  for  each 
occupation.  Employers  should  provide  both  long-term  job  need  projections  and  notice 
before  initiating  the  interviewing  and  hiring  process.  These  notification  requirements 
will  take  into  consideration  any  need  to  protect  the  employer’s  proprietary  informa- 
tion. 

(4)  Set  appropriate  record  keeping  and  monitoring  requirements.  The  First 
Source  Hiring  Administration  shall  develop  easy-to-use  forms  and  record  keeping 
requirements  for  documenting  compliance  with  the  agreement.  To  the  greatest  extent 
possible,  these  requirements  shall  utilize  the  employer’s  existing  record  keeping 
systems,  be  nonduplicative,  and  facilitate  a coordinated  flow  of  information  and 
referrals. 

(5)  Establish  guidelines  for  employer  good  faith  efforts  to  comply  with  the  first 
source  hiring  requirements  of  this  Chapter.  The  FSHA  will  work  with  City  depart- 
ments to  develop  employer  good  faith  effort  requirements  appropriate  to  the  types  of 
contracts  and  property  contracts  handled  by  each  department.  Employers  shall  appoint 
a liaison  for  dealing  with  the  development  and  implementation  of  the  employer’s 
agreement.  In  the  event  that  the  FSHA  finds  that  the  employer  has  taken  actions 
primarily  for  the  purpose  of  circumventing  the  requirements  of  this  Chapter,  that 
employer  shall  be  subject  to  the  sanctions  set  forth  in  Section  83.10  of  this  Chapter. 

(6)  Set  the  term  of  the  requirements. 

(7)  Set  appropriate  enforcement  and  sanctioning  standards  consistent  with  this 
Chapter. 
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(8)  Set  forth  the  City’s  obligations  to  develop  training  programs,  job  applicant 
referrals,  technical  assistance,  and  information  systems  that  assist  the  employer  in 
complying  with  this  Chapter. 

(9)  Require  developer  to  include  notice  of  the  requirements  of  this  Chapter  in 
leases,  subleases,  and  other  occupancy  contracts. 

(c)  The  employer  shall  make  the  final  determination  of  whether  an  economically 
disadvantaged  individual  referred  by  the  System  is  “qualified”  for  the  position.  Any 
qualified  economically  disadvantaged  individual  who  is  hired  by  the  employer  shall 
have  the  same  rights  and  obligations  as  all  other  employees  in  similar  positions.  The 
employer  shall  not  discriminate  against  any  employees  on  the  basis  of  participation 
in  the  First  Source  Hiring  Program.  Any  such  discrimination  shall  be  considered  a 
breach  of  the  employer’s  “good  faith”  obligations  under  the  agreement,  and  shall  be 
subject  to  the  sanctions  set  forth  in  Section  83.10  of  this  Chapter. 

(d)  Compliance  by  an  employer  with  a City  department’s  approved  plan  shall 
be  deemed  to  be  compliance  with  the  requirements  of  this  Chapter. 

(e)  In  any  situation  where  the  FSHA  concludes  based  upon  application  by  the 
employer  that  compliance  with  this  Chapter  would  cause  economic  hardship  the  FSHA 
may  grant  an  exception  to  any  or  all  of  the  requirements  of  this  Chapter.  (Added  by 
Ord.  264-98,  App.  8/21/98) 

SEC.  83.10.  VIOLATION  OF  FIRST  SOURCE  HIRING  IN  CONTRACTS 
AND  PROPERTY  CONTRACTS,  (a)  Violation  of  the  requirements  of  this  Chapter 
is  subject  to  an  assessment  of  liquidated  damages  as  set  forth  below.  Additionally, 
contractors,  except  property  contractors,  may  be  subject  to  the  provisions  of  Sections 
6.52,  6.58,  and/or  6.60  of  the  San  Francisco  Administrative  Code. 

(b)  If  upon  administrative  review  as  provided  for  in  Subsection  (e)  of  this 
Section,  the  FSHA  determines  that  entry  level  positions  were  not  made  available  to 
the  System  for  referral  of  qualified  economically  disadvantaged  individuals  as 
specified  in  the  employer’s  first  source  hiring  agreement,  and  the  employer  does  not 
remedy  the  violations,  that  employer  shall  be  assessed  liquidated  damages  in  the 
amount  of  $2,070  for  every  new  hire  for  an  entry  level  position  improperly  withheld 
from  the  first  source  hiring  process. 

(c)  Lack  of  referrals  of  qualified  economically  disadvantaged  individuals,  delay 
in  referrals  due  to  causes  beyond  the  reasonable  control  of  the  employer,  emergency, 
or  other  good  cause  as  demonstrated  by  the  employer  to  the  FSHA  may  be  a defense 
to  the  assessment  of  liquidated  damages  under  this  Chapter. 

(d)  If  the  developer  fulfills  its  obligations  as  set  forth  in  this  Chapter,  the 
developer  shall  not  be  held  responsible  for  the  failure  of  an  employer  to  comply  with 
the  requirements  of  this  Chapter. 

(e)  The  assessment  of  liquidated  damages  and  the  evaluation  of  any  defenses 
or  mitigating  factors,  shall  be  made  by  the  FSHA. 

(f)  The  FSHA  shall  establish  procedures  that  allow  an  employer  to  respond  to 
any  complaints  of  noncompliance  made  by  a City  department  or  other  interested  party, 
or  any  determination  of  noncompliance  with  this  Chapter  made  by  the  FSHA,  prior 
to  the  imposition  of  any  sanctions  by  the  City.  (Added  by  Ord.  264-98,  App.  8/21/98) 
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SEC.  83.11.  FIRST  SOURCE  fflRLNG  REQUIREMENTS  FOR  PERMITS 
FOR  COMMERCIAL  DEVELOPMENT,  (a)  Developers  applying  for  permits  as 
defined  in  Section  83.4(m)  shall  cooperate  with  the  FSHA  in  establishing  first  source 
hiring  agreement(s)  for  the  development  project.  Such  agreement  shall  become  a 
condition  of  the  permit,  and  shall: 

(1)  Set  appropriate  hiring  and  retention  goals  for  entry  level  positions  for  all 
employers  engaged  in  construction  work  on,  and  commercial  activity(ies)  to  be 
conducted  in,  the  development  project.  The  developer  shall  agree  to  require  all  such 
employers  to  achieve  these  hiring  and  retention  goals,  or,  if  unable  to  achieve  these 
goals,  to  establish  good  faith  efforts  as  to  their  attempts  to  do  so,  as  set  forth  in  the 
agreement.  The  agreement  shall  take  into  consideration  the  employer’s  participation 
in  existing  job  training,  referral  and/or  brokerage  programs.  Within  the  discretion  of 
the  FSHA,  subject  to  appropriate  modifications,  participation  in  such  programs  may 
be  certified  as  meeting  the  requirements  of  this  Chapter.  Failure  either  to  achieve  the 
specified  goal,  or  to  establish  good  faith  efforts  will  constitute  noncompliance  and 
will  subject  the  employer  to  the  sanctions  provided  in  Section  83.12  of  this  Chapter. 

(2)  Set  first  source  interviewing,  recruitment  and  hiring  requirements  for  all 
employers  engaged  in  construction  work  on,  and  commercial  activity(ies)  to  be 
conducted  in,  the  development  project,  which  will  provide  the  San  Francisco 
Workforce  Development  System  with  the  first  opportunity  to  provide  qualified 
economically  disadvantaged  individuals  for  consideration  for  employment  for  entry 
level  positions.  Employers  subject  to  the  agreement  shall  consider  all  applications  of 
qualified  economically  disadvantaged  individuals  referred  by  the  System  for  employ- 
ment; provided  however,  if  the  employer  utilizes  nondiscriminatory  screening  criteria, 
the  employer  shall  have  the  sole  discretion  to  interview  and/or  hire  individuals 
referred  or  certified  by  the  San  Francisco  Workforce  Development  System  as  being 
qualified  economically  disadvantaged  individuals.  The  duration  of  the  first  source 
interviewing  requirement  shall  be  set  forth  in  each  agreement  but  shall  not  exceed  10 
days.  During  that  period,  the  employer  subject  to  the  agreement  may  publicize  the 
positions  in  accordance  with  the  agreement.  A need  for  urgent  or  temporary  hires  must 
be  evaluated,  and  appropriate  provisions  for  such  a situation  must  be  made  in  the 
agreement. 

(3)  Set  appropriate  requirements  for  providing  notification  of  available  entry 
level  positions  to  the  San  Francisco  Worlrforce  Development  System  so  that  the 
System  may  train  and  refer  an  adequate  pool  of  qualified  economically  disadvantaged 
individuals  to  employers  subject  to  the  agreement.  Notification  should  include  such 
information  as  employment  needs  by  occupational  title,  skills,  and/or  experience 
required,  the  hours  required,  wage  scale  and  duration  of  employment,  identification 
of  entry  level  and  training  positions,  identification  of  English  language  proficiency 
requirements,  or  absence  thereof,  and  the  projected  schedule  and  procedures  for  hiring 
for  each  occupation.  Employers  subject  to  the  agreement  should  provide  both  long- 
term job  need  projections,  and  notice  before  initiating  the  interviewing  and  hiring 
process.  These  notification  requirements  will  take  into  consideration  any  need  to 
protect  the  employer’s  proprietary  information. 

(4)  Set  appropriate  record  keeping  and  monitoring  requirements.  The  First 
Source  Hiring  Administration  shall  develop  easy  to  use  forms  and  record  keeping 
requirements  for  documenting  compliance  with  the  agreement.  To  the  greatest  extent 
possible,  these  requirements  shall  utilize  the  employer’s  existing  record  keeping 
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systems,  be  nonduplicative,  and  facilitate  a coordinated  flow  of  information  and 
referrals. 

(5)  Establish  guidelines  for  employer  good  faith  efforts  to  comply  with  the  first 
source  hiring  requirements  of  this  Chapter.  The  FSHA  will  work  with  City  depart- 
ments to  develop  employer  good  faith  effort  requirements  appropriate  to  the  types  of 
permits  handled  by  each  department.  Employers  shall  appoint  a liaison  for  dealing 
with  the  development  and  implementation  of  the  employer’s  agreement.  In  the  event 
that  the  FSHA  finds  that  the  employer  has  taken  actions  primarily  for  purpose  of 
circumventing  the  requirements  of  this  Chapter,  that  employer  shall  be  subject  to  the 
sanctions  set  forth  in  Section  83.12  of  this  Chapter. 

(6)  Set  the  term  of  the  requirements. 

(7)  Set  appropriate  enforcement  and  sanctioning  standards  consistent  with  this 
Chapter. 

(8)  Provide  that  the  agreement  shall  be  recorded. 

(9)  Set  forth  the  City’s  obligations  to  develop  training  programs,  job  applicant 
referrals,  technical  assistance,  and  information  systems  that  assist  the  employer  in 
complying  with  this  Chapter. 

(10)  Require  developer  to  include  notice  of  the  requirements  of  this  Chapter  in 
leases,  subleases,  and  other  occupancy  contracts. 

(b)  The  employer  subject  to  the  agreement  shall  make  the  final  determination 
of  whether  an  economically  disadvantaged  individual  referred  by  the  System  is 
“qualified”  for  the  position.  Any  qualified  economically  disadvantaged  individual  who 
is  hired  by  the  employer  shall  have  the  same  rights  and  obligations  as  all  other 
employees  in  similar  positions.  The  employer  shall  not  discriminate  against  any 
employees  on  the  basis  of  participation  in  the  First  Source  Hiring  Program.  Any  such 
discrimination  shall  be  considered  a breach  of  the  employer’s  “good  faith”  obligations 
under  the  agreement,  and  shall  be  subject  to  the  sanctions  set  forth  in  Section  83.12 
of  this  Chapter. 

(c)  Compliance  by  an  employer  subject  to  the  agreement  with  a City 
department’s  approved  plan  shall  be  deemed  to  be  compliance  with  the  requirements 
of  this  Chapter.  In  situations  where  an  employer  must  comply  with  the  requirements 
of  this  Chapter  as  part  of  a contract  or  property  contract,  and  subsequently  must  apply 
for  permits  for  the  same  project  that  is  the  subject  of  the  contract  or  property  contract, 
the  employer  will  be  deemed  to  be  in  compliance  with  this  Chapter. 

(d)  In  any  situation  where  the  FSHA  concludes  based  upon  application  by  the 
employer  that  compliance  with  this  Chapter  would  cause  economic  hardship  or  the 
burden  of  compliance  would  be  disproportionate  to  the  impacts  of  the  employer’s 
commercial  activity(ies)  in  the  City,  the  FSHA  shall  grant  an  exception  to  any  or  all 
of  the  requirements  of  this  Chapter.  (Added  by  Ord.  264-98,  App.  8/21/98) 

SEC.  83.12.  VIOLATION  OF  FIRST  SOURCE  HIRING  IN  PERMITS. 

(a)  The  sole  financial  remedy  for  violation  of  the  requirements  of  this  Chapter  is  the 
penalty  set  forth  below.  Additionally,  failure  to  comply  with  the  conditions  imposed 
on  the  permit  may  be  subject  to  the  provisions  of  San  Francisco  Building  Code 
Section  104.2. 

(b)  If  upon  administrative  review,  as  provided  for  in  Subsection  (e)  of  this 
Section,  the  FSHA  determines  that  entry  level  positions  were  not  made  available  to 
the  System  for  referral  of  qualified  economically  disadvantaged  individuals  as 
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specified  in  the  Employer’s  First  Source  Hiring  Agreement,  and  the  employer  does 
not  remedy  the  violations,  that  employer  shall  be  assessed  a penalty  in  the  amount 
of  $2,070  for  every  new  hire  for  an  entry  level  position  improperly  withheld  from  the 
first  source  hiring  process. 

(c)  Lack  of  referrals  of  qualified  economically  disadvantaged  individuals,  delay 
in  referrals  due  to  causes  beyond  the  reasonable  control  of  the  employer,  emergency, 
or  other  good  cause  as  demonstrated  by  the  employer  to  the  FSHA  may  be  a defense 
to  the  assessment  of  a penalty  under  this  Chapter. 

(d)  If  the  developer  fulfills  its  obligations  as  set  forth  in  this  Chapter,  the 
developer  shall  not  be  held  responsible  for  the  failure  of  an  employer  to  comply  with 
the  requirements  of  this  Chapter. 

(e)  The  assessment  of  a penalty  and  the  evaluation  of  any  defenses  and 
mitigating  factors,  shall  be  made  by  the  FSHA. 

(f)  The  FSHA  shall  establish  procedures  that  allow  an  employer  to  respond  to 
any  complaints  of  noncompliance  made  by  a City  department  or  other  interested  party, 
or  any  determination  of  noncompliance  with  this  Chapter  made  by  the  FSHA,  prior 
to  the  imposition  of  any  sanctions  by  the  City.  (Added  by  Ord.  264-98,  App.  8/21/98) 

SEC.  83.13.  RECORDS.  The  employers  subject  to  provisions  of  this  Chapter 
shall  maintain  and  provide  the  FSHA  with  the  records  necessary  to  document 
compliance  with  the  requirements  of  this  Chapter  as  determined  in  the  first  source 
agreement.  (Added  by  Ord.  264-98,  App.  8/21/98) 

SEC.  83.14.  GENERAL  EXCLUSIONS  AND  LIMITATIONS.  Nothing  in 
this  Chapter  shall  be  interpreted  to  interfere  with,  or  prohibit  existing  labor  agree- 
ments, nondiscrimination  programs,  workforce  training  programs  and  agreements, 
economically  disadvantaged  hiring  and  retention  goals.  This  Chapter  is  to  be  imple- 
mented a manner  that  does  not  conflict  with  applicable  federal  or  State  laws. 

Nothing  in  this  Chapter  shall  be  interpreted  in  a manner  that  would  displace  an 
employer’s  existing  workers. 

The  FSHA  may  reach  agreements  with  other  governmental  agencies  that  have 
similar  programs  in  order  to  ensure  that  requirements  imposed  pursuant  to  this  Chapter 
and  by  other  governmental  agency  authority  do  not  create  an  undue  burden  or  conflict- 
ing obligations  on  employers,  and  to  make  the  implementation  of  the  purpose  of  this 
Chapter  feasible  where  the  City  and  other  jurisdictions  have  joined  together  to  procure 
goods,  services  or  public  works.  (Added  by  Ord.  264-98,  App.  8/21/98) 

SEC.  83.15.  COLLECTIVE  BARGAINING  AGREEMENTS. 
Notwithstanding  anything  to  the  contrary  in  this  Chapter,  if  a first  source  hiring 
agreement  conflicts  with  an  existing  collective  bargaining  agreement  to  which  an 
employer  is  a party,  the  collective  bargaining  agreement  shall  prevail.  However,  the 
employer  will  be  obligated  to  provide  workforce  needs  information  to  the  San 
Francisco  Workforce  Development  System  and  the  employer  will  be  obligated  to  make 
good  faith  efforts  to  comply  with  the  requirements  of  its  first  source  hiring  agreement 
that  do  not  conflict  with  the  collective  bargaining  agreement.  (Added  by  Ord.  264-98, 
App.  8/21/98) 
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SEC.  83.16.  SEVERABILITY.  If  any  part  or  provision  of  this  Chapter,  or  the 
application  thereof  to  any  person  or  circumstance,  is  held  invalid,  the  remainder  of 
this  Chapter,  including  the  application  of  such  part  or  provision  to  other  persons  or 
circumstances,  shall  not  be  affected  thereby  and  shall  continue  in  full  force  and  effect. 
To  this  end,  the  provisions  of  this  Chapter  are  severable.  (Added  by  Ord.  264-98,  App. 
8/21/98) 

SEC.  83.17.  LIMITED  TO  PROMOTION  OF  GENERAL  WELFARE.  In 

undertaking  the  adoption  and  enforcement  of  this  Chapter,  the  City  and  County  of  San 
Francisco  is  assuming  an  undertaking  only  to  promote  the  general  welfare.  It  is  not 
assuming,  nor  is  it  imposing  on  its  commissions,  departments,  officers  and  employees, 
an  obligation  for  breach  of  which  it  is  liable  in  money  damages  to  any  person  who 
claims  that  such  breach  proximately  caused  injury.  (Added  by  Ord.  264-98,  App. 
8/21/98) 

SEC.  83.18.  OPERATIVE  DATE  AND  APPLICATION.  Phase  I,  as  defined 
in  83.4(n)  shall  become  operative  30  days  after  the  date  the  ordinance  adopting  this 
Chapter  becomes  effective.  Phase  II,  as  defined  in  Section  83.4(o)  of  this  Chapter  will 
become  operative  24  months  after  adoption  of  a resolution  by  the  FSHA  that  Phase 
I has  been  implemented.  This  Chapter  is  intended  to  have  prospective  effect  only,  and 
shall  not  be  interpreted  to  impair  any  rights  under  any  existing  City  contract  or 
property  contract  or  permit.  The  provisions  of  this  Chapter  shall  expire  five  years  after 
the  effective  date  of  this  ordinance.  (Added  by  Ord.  264-98,  App.  8/21/98) 
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CHAPTER  84 

PUBLIC  UTILITIES  COMMISSION  SHORT-TERM  INDEBTEDNESS 
Sec.  84.1.  Definitions. 

Sec.  84.2.  Authorization  of  Short-Term  Indebtedness. 

Sec.  84.3.  Credit  or  Liquidity  Support. 

Sec.  84.4.  Maximum  Short-Term  Indebtedness. 

Sec.  84.5.  Refunding  Short-Term  Indebtedness. 

Sec.  84.6.  Construction. 

SEC.  84.1.  DEFINITIONS.  For  purposes  of  this  Chapter,  the  following  terms 
shall  have  the  meanings  given  below; 

(a)  The  term  “Board”  shall  mean  the  Board  of  Supervisors  of  the  City. 

(b)  The  term  “Charter”  shall  mean  the  Charter  of  this  City. 

(c)  The  term  “City”  shall  mean  the  City  and  County  of  San  Francisco. 

(d)  The  term  “Commission”  shall  mean  the  Public  Utilities  Commission  of  the 

City. 

(e)  The  term  “Director”  shall  mean  Director  of  the  Mayor’s  Office  of  Public 
Finance  or  any  successor  to  that  office.  (Added  by  Ord.  203-98,  App.  6/19/98) 

SEC.  84.2.  AUTHORIZATION  OF  SHORT-TERM  INDEBTEDNESS. 

Following  voter  approval  or  Board  approval,  as  the  case  may  be,  of  the  issuance  of 
revenue  bonds  by  the  Commission  pursuant  to  Section  9.107  of  the  Charter,  the 
Commission,  in  anticipation  of  the  issuance  of  such  revenue  bonds,  may  incur  short- 
term indebtedness  in  ±e  form  of  commercial  paper,  temporary  notes  or  other  forms 
of  indebtedness  subject  to  the  limitations  set  forth  below. 

The  issuance  of  such  short-term  indebtedness,  and  certain  of  the  terms  and 
conditions  thereof,  shall  be  subject  to  prior  authorization  by  the  Board. 

Except  as  provided  in  Section  84.5,  use  of  the  proceeds  of  any  such  short-term 
indebtedness  sh^l  be  limited  to  the  purposes  for  which  the  applicable  revenue  bonds 
were  approved  by  the  voters  or  by  the  Board,  as  the  case  may  be.  Short-term  indebted- 
ness incurred  pursuant  to  this  Chapter  shall  not  result  in  interest  costs  or  a maturity 
date  exceeding  the  limits,  if  any,  fixed  by  the  voters  or  the  Board,  as  the  case  may 
be,  with  respect  to  the  applicable  revenue  bond  approval(s). 

Such  short-term  indebtedness  shall  be  payable  solely  from  the  proceeds  of  the 
applicable  revenue  bonds,  or  revenues  of  the  Commission  pledged,  or  to  be  pledged, 
to  the  payment  of  such  revenue  bonds.  If  any  of  the  principal  of  such  short-term 
indebtedness  is  paid  from  revenues  of  the  Commission  (other  than  revenues  derived 
from  grants)  rather  than  from  the  proceeds  of  revenue  bonds,  the  principal  amount 
of  revenue  bonds  the  Commission  is  thereafter  authorized  to  issue  shall  be  reduced 
by  the  principal  amount  of  short-term  indebtedness  paid  from  revenues  (other  than 
revenues  derived  from  grants). 

Any  pledge  of  revenues  by  the  Commission  for  the  payment  of  short-term 
indebtedness  may,  in  the  sole  discretion  of  the  Director  upon  recommendation  of  the 
Commission,  be  subordinate  to  any  pledge  of  the  Commission  for  its  revenue  bonds. 
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All  indebtedness  incurred  pursuant  to  this  Chapter  shall  not  constitute  or 
evidence  a debt  of  the  City,  nor  a legal  or  equitable  pledge,  charge,  lien  or  encum- 
brance upon  any  property  of  the  City,  or  upon  any  income,  receipt,  revenue  of  the 
City,  except  the  revenues  or  funds,  if  any,  pledged  by  the  Commission. 

All  short-term  indebtedness  incurred  pursuant  to  this  Chapter  must  additionally 
comply  with  each  of  the  following  provisions: 

(a)  Shall  be  evidenced  by  notes,  warrants,  commercial  paper  or  other  evidences 
of  indebtedness  maturing  not  later  than  five  years  from  their  issuance  date;  and 

(b)  Any  draw  on  such  short-term  indebtedness  shall  be  subject  to  approval  by 
the  Director. 

Such  short-term  indebtedness  may  be  sold  at  the  discretion  of  the  Director,  upon 
recommendation  of  the  Commission,  by  public  or  private  sale.  All  other  terms  and 
conditions  for  such  short-term  indebtedness  shall  be  determined  by  the  Director,  upon 
recommendation  of  the  Commission.  (Added  by  Ord.  203-98,  App.  6/19/98) 

SEC.  843.  CREDIT  OR  LIQUIDITY  SUPPORT.  The  Director,  upon 
recommendation  of  the  Commission,  may  arrange  for  credit  or  liquidity  support  for 
short-term  indebtedness  issued  pursuant  to  this  Chapter  or  may  arrange  for  credit  or 
liquidity  support  to  provide  an  additional  source  of  repayment  for  such  short-term 
indebtedness. 

Notwithstanding  anything  to  the  contrary  in  this  Chapter,  any  monies  paid  by 
a financial  institution  under  any  agreement  for  credit  or  liquidity  support  (a  “credit 
facility”)  shall: 

(a)  Be  repaid  over  a period  not  exceeding  the  maximum  maturity,  if  any,  fixed 
by  the  voters  or  the  Board,  as  the  case  may  be,  with  respect  to  the  applicable  revenue 
bond  approval; 

(b)  Bear  interest  at  a rate  that  does  not  cause  the  aggregate  average  interest  cost 
to  exceed  the  maximum  approved  interest  cost  on  such  short-term  indebtedness  over 
the  entire  period  such  short-term  indebtedness  is  outstanding;  and 

(c)  Have  such  other  terms  and  conditions  as  the  Director,  upon  the  recommen- 
dation of  the  Commission,  shall  fix.  (Added  by  Ord.  203-98,  App.  6/19/98) 

SEC.  84.4.  MAXIMUM  SHORT-TERM  INDEBTEDNESS.  The  maximum 
principal  amount  of  all  short-term  indebtedness  outstanding  and  incurred  under  this 
Chapter,  including  any  amounts  outstanding  under  any  credit  facility,  together  with 
the  outstanding  principal  amount  of  related  revenue  bonds,  shall  not  at  any  time 
exceed  the  maximum  principal  amount  of  the  applicable  revenue  bonds  approved  by 
the  voters  or  the  Board,  as  the  case  may  be.  (Added  by  Ord.  203-98,  App.  6/19/98) 

SEC.  84.5.  REFUNDING  SHORT-TERM  INDEBTEDNESS.  The  Commis- 
sion, with  the  prior  approval  of  the  Director,  may  issue  commercial  paper,  refunding 
notes,  warrants,  or  other  evidences  of  short-term  indebtedness,  in  anticipation  of  the 
issuance  of  revenue  bonds,  for  the  purpose  of  paying  and  redeeming,  at  or  prior  to 
maturity,  outstanding  short-term  indebtedness  issued  in  accordance  with  this  Chapter. 
Notwithstanding  the  preceding  sentence,  any  short-term  indebtedness  issued  to  refund 
outstanding  short-term  indebtedness  may  not: 
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(a)  Exceed  the  interest  cost  limitation  set  forth  in  Section  84.2;  and 

(b)  Exceed  the  limitation  on  the  maximum  principal  amount  of  short-term 
indebtedness  set  forth  in  Section  84.4;  and 

(c)  Mature  more  than  five  years  from  the  original  date  of  issuance  of  the 
original  short-term  indebtedness  it  is  refunding. 

Short-term  indebtedness  issued  to  refund  outstanding  short-term  indebtedness 
may  be  refunded  by  the  Commission  in  accordance  with  this  Section  84.5.  (Added 
by  Ord.  203-98,  App.  6/19/98) 

SEC.  84.6.  CONSTRUCTION.  The  powers  conferred  by  the  provisions  of  this 
Chapter  are  in  addition  to  and  supplemental  to  the  powers  conferred  by  the  Charter 
or  any  other  ordinance  or  law.  (Added  by  Ord.  203-98,  App.  6/19/98) 
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SEC.  86.1.  ESTABLISHMENT  OF  THE  SAN  FRANCISCO  CHILDREN 
AND  FAMILIES  FIRST  COMMISSION,  (a)  Establishment.  The  San  Francisco 
Children  and  Families  First  Commission  is  hereby  established.  The  Mayor’s  Office 
of  Children,  Youth  and  Their  Families  shall  provide  administrative  support  for  the 
commission.  The  commission  shall  consist  of  nine  members. 

(b)  Purpose.  The  commission  is  established  to  promote,  support  and  improve 
the  early  development  of  children  from  the  prenatal  stage  to  five  years  of  age  and  to 
carry  out  the  provisions  of  the  California  Children  and  Families  First  Act  of  1998. 
(Added  by  Ord.  409-98,  App.  12/24/98) 


SEC.  86.2.  POWERS  AND  DUTIES  OF  THE  SAN  FRANCISCO  CHIL- 
DREN AND  FAMILIES  FIRST  COMMISSION.  The  commission  shall  have  the 
following  powers  and  duties: 

(a)  By  May  1,  2000,  the  commission  shall  adopt  an  adequate  and  complete  San 
Francisco  Strategic  Plan,  as  described  in  Section  86.4  below,  for  the  support  and 
improvement  of  early  childhood  development  within  the  City  and  County  of  San 
Francisco.  Prior  to  adopting  the  strategic  plan,  the  commission  shall  hold  no  less  than 
one  public  hearing  on  the  proposed  strategic  plan. 

(b)  On  at  least  an  annud  basis,  the  commission  shall  review  its  strategic  plan 
and  revise  the  plan  as  may  be  necessary  or  appropriate.  The  commission  shall  hold 
no  less  than  one  public  hearing  on  its  periodic  review  of  the  strategic  plan  before  any 
revisions  to  the  Plan  are  adopted. 

(c)  The  commission  shall  submit  its  adopted  strategic  plan,  and  any  subsequent 
revisions  thereto,  to  the  State  Children  and  Families  First  Commission. 

(d)  On  or  before  October  15th  of  each  year,  the  commission  shall  prepare  and 
adopt  an  audit  of  and  issue  a written  report  on  the  implementation  and  performance 
of  its  functions  during  the  preceding  fiscal  year. 

(1)  At  a minimum,  the  audit  and  report  shall  include  the  manner  in  which  the 
funds  were  expended,  the  progress  toward  and  the  achievement  of  program  goals  and 
objectives,  and  the  measurement  of  specific  outcomes  through  appropriate  reliable 
indicators. 

(2)  The  commission  shall  transmit  the  audit  and  report  to  the  State  Children 
and  Families  First  Commission  annually. 

(3)  The  commission  shall  conduct  no  less  than  one  public  hearing  prior  to 
adopting  any  annual  audit  and  report. 
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(e)  The  commission  shall  conduct  no  less  than  one  public  hearing  on  each 
annual  report  by  the  State  Commission  prepared  pursuant  to  California  Health  and 
Safety  Code  Section  130150(b). 

(f)  The  commission  shall  establish  no  less  than  one  advisory  committee  to 
provide  technical  and  professional  expertise  and  support  for  any  purposes  that  will 
be  beneficial  in  accomplishing  the  purposes  of  this  Act.  Each  advisory  committee  shall 
meet  and  shall  make  recommendations  and  reports  as  deemed  necessary  or  appropri- 
ate. One  advisory  committee  shall  be  comprised  of  members  nominated  by  the  Starting 
Points  Initiative  Early  Childhood  Interagency  Council. 

(g)  The  commission  shall  expend  the  funds  in  the  San  Francisco  Children  and 
Families  First  Trust  Fund,  only  for  the  purposes  authorized  by  the  Act  and  this 
ordinance  and  in  accordance  with  the  San  Francisco  County  Strategic  Plan  approved 
by  the  commission. 

(h)  The  commission  shall  be  empowered  to  enter  into  such  contracts  as 
necessary  or  appropriate  to  carry  out  the  provisions  and  purposes  of  the  Act.  (Added 
by  Ord.  409-98,  App.  12/24/98) 

SEC.  86.3.  MEMBERSHIP  AND  ORGANIZATION  OF  THE  SAN  FRAN- 
CISCO CHILDREN  AND  FAMILIES  FIRST  COMMISSION,  (a)  The  members 
of  the  commission  shall  be  appointed  by  the  Board  of  Supervisors  as  follows: 

(1)  One  member  shall  be  the  Director  of  Public  Hedth  or  his  or  her  designee. 

(2)  One  member  shall  be  the  General  Manager  of  the  Department  of  Human 
Services  or  his  or  her  designee. 

(3)  One  member  shall  be  a member  of  the  Board  of  Supervisors. 

(4)  One  member  shall  be  the  Director  of  the  Mayor’s  Office  of  Children,  Youth 
and  Their  Families  or  his  or  her  designee. 

(5)  Five  additional  members  shall  be  appointed  from  among  the  following 
categories:  persons  responsible  for  management  of  the  following  County  functions: 
children  services,  public  health  services;  behavioral  health  services,  social  services 
and  tobacco  and  other  substance  abuse  prevention  and  treatment  services;  recipients 
of  project  services  included  in  the  County  strategic  plan;  educators  specializing  in 
early  childhood  development;  representatives  of  a locd  child  care  resource  or  referral 
agency,  the  Child  Care  Planning  and  Advisory  Council  or  another  local  child  care 
coordinating  group;  representatives  of  a local  organization  for  prevention  or  early 
intervention  for  families  at  risk;  representatives  of  community-based  organizations 
that  have  the  goal  of  promoting  and  nurturing  early  childhood  development;  represen- 
tatives of  local  school  districts;  and  representatives  of  local  medical,  pediatric,  or 
obstetric  associations  or  societies.  To  the  extent  feasible,  members  shall  be  selected 
from  existing  committees,  councils  or  coalitions  promoting  early  childhood  develop- 
ment in  order  to  facilitate  planning  and  coordination  of  services. 

(b)  The  commission  shall  convene  by  March  1,  1999. 

(c)  All  appointed  members  of  the  commission,  that  is,  those  appointed  pursuant 
to  Subsection  (a)(4)  above,  shall  serve  at  the  pleasure  of  the  Board  of  Supervisors. 
The  term  of  each  commission  member  appointed  pursuant  to  Subsection  (a)(4)  shall 
be  for  four  years;  provided,  however,  that  the  members  first  appointed  shall,  by  lot, 
classify  their  terms  so  that  three  members  shall  serve  a three-year  term,  and  three 
members  shall  serve  a four-year  tenn.  On  the  expiration  of  these  terms,  their  succes- 
sors shall  be  appointed  for  a four-year  term.  In  the  event  a vacancy  occurs  during  the 
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term  of  office  of  any  appointed  member,  a successor  shall  be  appointed  for  the 
unexpired  term  of  the  office  vacated  in  a manner  similar  to  that  for  the  initial  member. 

(d)  A majority  of  the  members  of  the  commission  shall  constitute  a quorum. 

(e)  The  commission  shall  establish  any  additional  rules  and  regulations  for  its 
own  organization  and  procedure  consistent  with  State  and  local  law. 

(f)  No  member  of  the  commission  shall  be  compensated  for  his  or  her  services, 
except  members  may  be  paid  reasonable  per  diem  and  reimbursement  of  reasonable 
expenses  for  attending  meetings  and  discharging  other  official  responsibilities  as 
authorized  by  the  commission.  (Added  by  Ord.  409-98,  App.  12/24/98) 

SEC.  86.4.  ESTABLISHMENT  OF  A SAN  FRANCISCO  COUNTY 
STRATEGIC  PLAN,  (a)  The  San  Francisco  Commission  shall  establish  a San 
Francisco  County  Strategic  Plan  for  the  support  and  improvement  of  early  childhood 
development  within  the  City  and  County  of  San  Francisco.  The  strategic  plan  shall 
be  consistent  with  and  in  furtherance  of  the  purposes  of  the  Act  and  any  guidelines 
adopted  by  the  State  Commission  that  are  in  effect  at  the  time  the  strategic  plan  is 
adopted  or  subsequently  revised. 

(b)  The  strategic  plan  shall  include,  at  a minimum: 

(1)  A description  of  the  goals  and  objectives  proposed  to  be  attained; 

(2)  A description  of  the  programs,  services,  and  projects  proposed  to  be 
provided,  sponsored  or  facilitated; 

(3)  A description  of  how  measurable  outcomes  of  such  programs,  services,  and 
projects  will  be  determined  by  the  commission  using  appropriate  reliable  indicators; 
and 

(4)  A description  of  how  programs,  services,  and  projects  relating  to  early 
childhood  development  within  the  county  will  be  integrated  into  a consumer-oriented 
and  easily  accessible  system. 

(c)  Prior  to  adopting  the  strategic  plan,  and  in  each  subsequent  review  of  the 
strategic  plan,  the  Children  and  Families  First  Conunission  shall  review  and  consider: 

(1)  The  current  Children’s  Services  Plan  prepared  by  the  Mayor; 

(2)  The  most  current  comprehensive  countywide  child  care  plan,  and  any  other 
reports,  issued  by  the  Child  Care  Planning  and  Advisory  Council,  or  any  other  local 
cWld  care  planning  council  established  pursuant  to  State  law; 

(3)  Any  current  reports  relating  to  early  childhood  development,  parental  educa- 
tion and/or  family  support  services: 

(A)  Issued  by  the  San  Francisco  Department  of  Public  Health  or  Health 
Commission, 

(B)  Issued  by  the  San  Francisco  Department  of  Human  Services  or  Human 
Services  Commission, 

(C)  Issued  by  the  Citywide  Alcoholism  Advisory  Board, 

(D)  Issued  by  the  Maternal  and  Adolescent  Health  Board, 

(E)  Issued  by  the  Drug  Abuse  Advisory  Board, 

(F)  Issued  by  the  Mental  Health  Board, 

(G)  Issued  by  the  San  Francisco  Unified  School  District,  and 

(H)  Issued  by  the  Starting  Points  Initiative  and/or  its  Early  Childhood  Interagen- 
cy Council, 

(I)  Issued  by  any  other  federal.  State  or  locally  funded  agencies  in  the  City  and 
County  of  San  Francisco.  (Added  by  Ord.  409-98,  App.  12/24/98) 
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SEC.  86.5.  SEVERABILITY.  If  any  part  or  provision  of  this  ordinance  or  the 
application  thereof  to  any  person  or  circumstance,  is  held  invalid,  the  remainder  of 
this  ordinance,  including  the  application  of  such  part  or  provision  to  other  persons 
or  circumstances,  shall  not  be  affected  thereby  and  shall  continue  in  full  force  and 
effect.  To  this  end,  provisions  of  this  ordinance  are  severable.  (Added  by  Ord.  409-98, 
App.  12/24/98) 
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filing  failure,  approval  duties  when 
21.17 

surety  bond  amount  determination 
21.15 
contract 

approval  authority  6.04,  6.05 
assignment  approval  21.22 
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emergency  procurement  approval  21.25 
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21.28 

order  award  approval  authority  21.5 
proposal  rejection  approval  authority 
21.7 

purchase  order  approval  authority  6.04 
reciprocal  agreements,  cooperative 
buying  agreements  approval  authority 
21.53 

rules,  regulations  approval  authority 
21.18 

state  contract  use  authorization  authority 
21.46 

stock  purchase  approval  authority  21.2 
surplus  commodities  purchase  approval 
6.02 

weights,  measures  sealer  purchases 
procedures  establishment  21.39 
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city  as  lessor,  lease  duties  23.25-1 
sales,  exchange,  trade  authority,  duties 
23.1-1 


Recycling,  street  temporary  occupancy 
event 

plans,  review  duties  2.70 
rules,  regulations  promulgation  2.70-5 
Vehicles,  city 

assignment,  transfer  approval  4.10-1 
automobile  pool  regulations  approval 
4.12 

passenger  vehicles,  city  seal  imprint 
approval,  imprint  exception  approval 
4.10 

personal  use  authority  4.11 
Veterans  service  officer,  county 
funding  duties  5.108.A-3 
nomination  duties  5.108.A-1 
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(1.23) 

Accident  prevention  program 

central  safety  committee  membership 
16.121-2 

coordinator,  designation  as  16.121-4 
powers  of  city,  county  officers  not 
divested  16.121-5 

Capital  improvement  advisory  committee 
membership  3.20 

Central  safety  committee  membership 
16.121-2 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.155 
Flea  market 

administration,  authority  designated 
9B.4 

establishment,  authority  generally  9B.1 
rules,  regulations  promulgation  9B.6 
vendor  fees  schedule  adoption  9B.5 
Real  estate  fraud  prosecution  trust  fund 
committee  membership  8.24-5 

ADOPT-A-TREE  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  1 0. 1 1 7-77 

ADOPTION 

Stepparent  adoption,  costs,  administrative 
fee  8.36-1 
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ADOPTIVE  FAMILIES 

Community  fairs,  events,  information, 
recruitment,  hold  harmless  agreement  with 
sponsors,  organizers  1.46 

ADULT  DAY  HEALTH  CARE  PLANNING 
COUNCIL 

See  also  COUNCILS  (1.29) 

Assistance  44.8 
Compensation  44.6 
Established,  appointment  44.1 
Hearing  required  44.2 
Membership  44.3 
Officer  election  44.5 
Powers,  duties  44.7 
Terms  44.4 

ADULT  DETENTION  ADVISORY 
COMMITTEE 

See  also  COMMITTEES  (1.29) 
Compensation  13.73 
Established  13.70 
Facility  inspection  13.75 
Membership  13.71 
Report  13.74 

Terms,  vacancy  filling  13.72 

ADULT  PROBATION 
Booking  fee  8.38 

ADULT  PROBATION  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Adult  probation  booking  fee  collection  8.38 
Community  service  program  administrative 
fees  duties  8.30 

Restitution  collection  administrative  fee 
authority 

restitution  fine  8.31-1 
victim  restitution  fee  8.31 

ADULT  PROBATION  DEPARTMENT  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.168 

ADULT  PROBATION  DIRECTOR 
Jail  cost  reimbursement 

defendant  ability  determination  10.39-2 
per-day  costs  determination  10.39-3 


ADULT  PROBATION  OFHCER 
See  also  PROBATION  OFHCERS 

TRAINING  AID  (10.170-4) 

Chief 

adult  probation  revolving  fund  for 
temporary  loan  to  probationers  under 
the  special  supervision  program, 
recordkeeping,  accounting  duties 
10.117-2 

family  violence  advisory  council 
advisory  conunittee  membership 

5.190- 4 

steering  committee  membership 

5.190- 2 

Collection  services,  service  charge  10.180 

ADULT  PROBATION  REVOLVING  FUND 
FOR  TEMPORARY  LOAN  TO 
PROBATIONERS  UNDER  THE  SPECIAL 
SUPERVISION  PROGRAM 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-2 

ADVERTISING 

Cigarettes,  tobacco  products,  public 
buildings,  prohibition  4.20 
Real  estate,  tax-default,  fees  8.34 

ADVISORY  COMMITTEES 

See  Specific  Advisory  Committee 

ADVISORY  COUNCIL  ON  THE  AGING 
See  also  COUNCILS  (1.29) 

Appointment,  composition,  powers,  duties 
generally  5.54 

AFDC  CASH  REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.157-1 

AFFIRMATIVE  ACTION 
Plan 

See  PERSONNEL  (16.9-24) 

Seismic  safety  loan  program,  requirements 
66A.28 
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AFFORDABLE  HOUSING  AND  HOME 
OWNERSHIP  BOND  PROGRAM 
See  also  HOME-OWNERSHIP 

ASSISTANCE  PROGRAM 
(35.1) 

MUNICIPAL  BONDS  (2.30) 
Administration,  scope,  authority  81.5 
Bonds 

issuance,  amount,  purpose  81.2 
proceeds 

deposit  81.3 
use  81.3,  81.4 

purpose  of  provisions  81.1,  81.2 
Designated  81.1,81.3,81.4 
Purpose  of  provisions  81.1,  81.2 
Regulations,  promulgation  81.6 
Status,  report  81.7 

AFFORDABLE  HOUSING  LOAN 
COMMITTEE 

Supportive  housing  services  fund  committee 
membership  10.117-113 


AGENCIES 

See  also  Specific  Agency 
Budget 

estimate,  filing  duties  3.3 
long-term  planning,  goals,  strategies, 
strategic  plans,  duties  3.5 
operation  within,  requirements  3.14 
public  participation  provision  duties  3.8 
Capital  improvement  projects 

long-term  financing  proposals,  submittal, 
duties  3.22 

proposals,  submittal  duties  3.21 
Commission  on  the  status  of  women, 
duties  generally  33.7 
First  source  hiring  administration 
membership  83.6 
First  source  hiring  program 
duties  generally  83.6 
Funds,  city,  county,  bank  account,  other 
account,  opening,  restrictions  10.81-1 
Nonprofit  organizations,  contract  with, 
public  access  requirements 
contract  language  inclusion  12L.2 
material  breach  of  contract,  duties  when 
12L.7 

request,  complaint,  resolution  duties 
12L.5 


Sexual  harassment,  policy  designated, 
applicability,  complaint  procedure 
16.9-25 

AGENCY  HEADS 
Budget 

operation  within,  requirements  3.14 
supplemental  budget,  appropriation 
ordinance,  duties  3.15 

AGING,  COMMISSION  ON 

See  COMMISSION  ON  THE  AGING 
(5.50) 

AGRICULTURAL  COMMISSIONER/ 
SEALER,  COUNTY 
See  also  OFRCERS,  CITY,  COUNTY 
(1.23) 

Agricultural  products  inspection 
authority,  duties  generally  1 .9 
certificate  of  inspection  issuance, 
vegetable  destruction  authority  1.13 
fees  collection  procedures  development 
1.10 

quarantine  inspection  fee,  imposition, 
collection  procedures  development 
1.10-2 

vegetables,  imported,  duties  when  1.11, 
1.13 

Agricultural-related  activities,  performance, 
contract  with  state,  authority  1.13-3 
Farmers’  market  certificate  fee  collection 
procedures  development  1.10-1 
Integrated  pest  management  duties 
See  Pesticides  use  (39.6) 
Pesticide-related  activities,  performance, 
contract  with  state,  authority  1.13-3 
Pesticides  use 

integrated  pest  management 
See  also  Specific  Subject 
implementation  duties  39.6 
notification  requirements  waiver 
authority  39.5 
Vegetables 

See  Agricultural  products  inspection 
(1.9) 

Weights,  measures  sealer 

See  also  WEIGHTS,  MEASURES 
SEALER  (1.13-5) 
duties  consolidated,  designation  as 
16.3-7 
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AGRICULTURAL  PEST  CONTROL 
See  EXOTIC  PESTS  (1.13-9) 

PEST  CONTROL  OPERATORS, 
ADVISORS  (1.13-1) 


AGRICULTURAL  PRODUCJrS 

See  also  FARMER’S  MARKET  (9A.1) 
Inspection  prior  to  shipment 

certificate  of  inspection,  issuance, 
vegetables  destruction  when  1.13 
fees 

designated  1.10 
vegetables,  imported,  inspection 
1.11 


required  when,  procedure 
generally  1.9 
vegetables,  imported  1.11 
Quarantine  inspections,  regulations,  fees 
1.10-2 

Salad  products  processors 
See  also  Specific  Subject 
inspections,  regulations,  fees  1.10-3 
Vegetables,  imported,  inspection 

See  also  Inspection  prior  to  shipment 
(1-9) 

certificate  of  inspection,  issuance, 
vegetables  destruction  when  1.13 
fees  1.12 

required  when,  procedure  generally 
1.11 


AGRICULTURAL-RELATED  ACTTVITIES 
Performance  by  agricultural  commissioner, 
contract  with  state,  authority  1.13-3 

AGRICULTURE  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Flea  market 

administration,  authority  designated 
9B.4 


AGRICULTURE  DEPARTMENT  DIRECTOR 
See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Rea  market  vendor  expulsion  authority 
9B.8 


AGRICULTURE,  WEIGHTS,  MEASURES 
DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 


Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.110 

Exotic  pests,  detection,  trapping,  authority 
1.13-9 


AIDS  INFORMATION,  EDUCATION 
City,  county  employees 
availability 

notice  16.803 
scope  16.801 
program,  funding  16.802 
Policy  16.800 

AIDS  OFRCE  DIRECTOR 

See  also  OFRCERS,  CITY,  COUNTY 
(1.23) 

HTV  epidemic  joint  task  force  membership 
5.160 

AIDS  SPECIAL  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-71 

AIDS  TASK  FORCE 

See  HIV  EPIDEMIC  JOINT  TASK  FORCE 
(5.160) 

AIDS  VACCINE 

See  HIV  VACCINE  (19A33) 

AIR  POLLUTION 

City,  county  cooperation,  policy,  scope  2.6 
Polluting  garden,  utility  equipment,  city, 
county 

purchase  prohibited,  exemptions  when 
21.18-6 

use  prohibited  when,  exemptions  4.14 
AIRPORT 

Administration,  scope,  authority 
airport  commission  2A.170 
airport  director  2 A.  171 
Contracts,  requirements  generally 
See  PUBLIC  WORKS, 

IMPROVEMENTS  CONTRACTS 
(6.1-3) 

Leases,  concessions,  scope,  regulations, 
authority  2A.170,  2A.173 
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Police  bureau  training,  hold  harmless 
agreement  1.25-6 
Use  permits  2A.171 

AIRPORT  CASH  REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.132 

AIRPORT  COMMISSION 

See  also  COMMISSIONS  (1.29) 

Airport 

leases,  concessions,  authority  generally 
2A.170,  2A.173 

police  bureau  training,  hold  harmless 
agreement  authority  1.25-6 
revenue  bonds  issuance  authority  2.62 
Art  sale,  exchange,  transfer 

applicability  of  provisions  28.8 
general  regulations,  procedures 
See  GOLDEN  GATE  MUSEUMS 
(28.1) 

City-owned  projects,  construction, 
encroachment  permits  for,  hold  harmless 
agreements,  authority  1.49 
Claims  against  city,  county 
authority  generally  10.20-6 
settlement  authority 

legal  proceedings  10.25-10 
unlitigated  claims  10.25-11 
Delinquent  revenue  collection  duties 
10.41-1 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.115 

Emergencies,  architectural/engineering, 
construction  services  when,  hold  harmless 
agreements  with  consultants,  contractors, 
authority  1.25-8 
Legal  advisors  2A.172 
Powers,  duties  generally  2A.170 
Public  works,  improvements  contracts, 
airport,  prevailing  wage  complaint  duties, 
authority  6.1-3 

AIRPORT  DEPARTMENT 

See  also  DEPARTMENTS  (3.5) 

First  source  hiring  program 

first  source  hiring  implementation, 
monitoring  plans  duties  83.6 


AIRPORT  DIRECTOR 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Powers,  duties  generally  2A.171 

AIRPORT  MUSEUMS 

Art  sale,  exchange,  transfer 

applicability  of  provisions  28.8 
general  regulations,  procedures 
See  GOLDEN  GATE  MUSEUMS 
(28.1) 

AIRPORT  MUSEUMS  TRUST  FUND 
See  also  FUNDS  (10.81) 

Art  sale,  exchange,  transfer  funds  deposit 
28.8 

AIRPORT  REVENUE  BONDS 

See  also  MUNICIPAL  BONDS  (2.30) 
Issuance,  purpose,  regulations,  authority 
2.62 

ALAMEDA  COUNTY 

Medical  services  provision  contract  19A.38 

ALCOHOL 

Medical  facility  obtention  19A.7 

ALCOHOL  ABUSE  FUND 

See  SPECIAL  ALCOHOL  AND  DRUG 
ABUSE  FUND  (10.117-26) 

ALCOHOL  PROGRAM  SPECIAL  TRUST 
ACCOUNT 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-22 

ALCOHOLISM  PROGRAM 

See  also  DRUG  ABUSE  (19A.12) 

Administration  19A.14 

State  aid,  acceptance,  purpose  10.172 

ALLIED  HEALTH  PROFESSION  TRAINING 
Contract  19A.10 

AMBULANCE  DRIVER 

Injury  in  performance  of  duty 
See  PERSONNEL  (16.171) 

AMERICANS  WITH  DISABILITIES  ACT 
Convention  facilities,  compliance, 
hold-harmless  agreements  1.25-7 
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AMNESTY-SURRENDER  OF  FIREARMS 
PROGRAM  SPECIAL  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-105 

ANIMAL  CARE,  CONTROL  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

SAN  FRANCISCO  ANIMAL 
CONTROL,  WELFARE  FUND 
(10.117-87) 

Designated  10.169-7 

ANIMAL  CARE,  CONTROL  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.120 

ANIMAL  PURCHASE  AND  EXCHANGE 
FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.187 

ANNUAL  ARTS  FESTIVAL 

See  ARTS  FESTIVAL,  ANNUAL  (10.193) 

ANNUAL  REPORTS 
Boards,  commissions 

filing  with  library,  failure,  penalty  8.16 
requirements  generally  1.56 

APARTMENT  COMPLEXES 

Electric  meters,  gas  vapor  meters, 
registration,  testing,  inspections,  fees 
1.13-5 

APARTMENT  UNIT  CONVERSION 
See  also  HOUSING  CODE 

ENFORCEMENT  LOAN 
PROGRAM  (40.1) 

Construction,  severability  of  provisions 
41A.7 

Definitions  41A.4 
Findings  41A.3 
Purpose  of  provisions  41A.2 
Report  required,  scope  41A.6 
Title  of  provisions  41  A.  1 
Tourist,  use,  transient  use,  unlawful  actions, 
remedies  41A.5 


Violation 

determination  41A.5,  41A.8 
penalties 

administrative  penalties,  procedure 
when  41A.8 
generally  41A.5 

APPEALS 

See  Specific  Subject 

APPEALS  BOARD 

See  ASSESSMENT  APPEALS  BOARDS 
(2B.1) 

BOARD  OF  APPEALS  (34.5) 
RELOCATION  APPEALS  BOARD 
(24.7,  24B.1) 

APPROPRIATIONS 

See  also  BUDGET  (3.3) 

Annual  ordinance 

allotments,  schedule  10.05 
effect  10.01 
encumbrances  10.06 
Disbursements,  regulations 
generally  10.07 

improper  acts,  invalidity  10.08-1 
in  advance  of  revenues  10.08 
Emergency  reserve  fund,  use  when  10.03 
Salary  ordinance,  annual  10.04 
Unused,  unencumbered,  transfer  to  cash 
reserve  fund  10.02 
Violation 

improper  acts,  effect  10.08-1 
penalty  10.08-2 

ARBITRATION  PANEL  SPECIAL  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-18 

AREA  AGENCY  ON  AGING 

See  COMMISSION  ON  THE  AGING 
(5.50) 

ART  COMMISSION 

See  also  ASIAN  ART  COMMISSION 
(28.10) 

COMMISSIONS  (1.29) 

FILM,  VIDEO  ARTS 
COMMISSION  (57.2) 

Art  media,  public,  powers,  duties  generally 
1.16 
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ART  COMMISSION 


Building,  construction  by  city,  county,  art 
enrichment,  appropriation  duties  3.19 
California  Academy  of  Sciences  buildings, 
improvements,  duties  generally  2A.160 
Cultural  equity  endowment  fund 
administration,  authority,  duties  68.8 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.130 

Powers,  duties,  functions  generally  2A.150 
President,  film,  video  arts  commission 
ex-officio  member  57.2 
Public  arts  fund,  report  duties  10.117-1 

ART  COMMISSION  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.132-5 

ART  MEDIA,  PUBLIC 

Acquisition,  control,  supervision,  scope, 
authority  generally  2A.150 
Building,  construction  by  city,  county,  art 
enrichment,  appropriation  procedure  3.19 
Designated,  care,  maintenance,  sale, 
authority  generally  1.16 
Reproductions,  adaptations,  authority 
generally  1.16 
Sale 

See  also  GOLDEN  GATE  MUSEUMS 
(28.1) 

authority  generally  1.16 
fund 

See  PUBLIC  ART  MEDIA  FUND 
(10.117-1) 

ART  ORGANIZATION 

See  NONPROHT  PERFORMING  ARTS 
LOAN  PROGRAM  (50.1) 
VOLUNTARY  ARTS 
CONTRIBUTION  FUND  (51.01) 

ARTS  FESTIVAL,  ANNUAL 

Rules,  regulations  generally  10.193 

ARTS  FUNDING  CULTURAL  EQUITY 
Cultural  equity  funding,  programs 
See  CULTURAL  EQUITY 

ENDOWMENT  FUND  (68.1) 


ASIAN  ART  COMMISSION 

See  also  ART  COMMISSION  (1.16) 
COMMISSIONS  (1.29) 

Bylaws  adoption  28.12 
Established,  membership  28.10 
Name  established  28.14 
Powers,  duties  28.13 

ASIAN  ART  MUSEUM 

Administration,  scope,  authority  28.13 
Art  sale,  exchange,  transfer 

applicability  of  provisions  28.7 
general  regulations,  procedures 
See  GOLDEN  GATE  MUSEUMS 
(28.1) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.125 
Museum  name  changed  28.15 

ASIAN  ART  MUSEUM  GENERAL  ART 
ACQUISITION  FUND 
See  also  FUNDS  (10.81) 

Art  sale,  exchange,  transfer  funds  deposit 
28.7 

ASSESSMENT  APPEALS  BOARDS 
Appeals 

See  also  Specific  Subject 
evaluation,  biannual,  scope,  authority 
2B.19 

procedure  generally  2B.20 
Business,  scope,  quorum  2B.6 
Clerk,  administrator 

assessment  hearing  officers  designation 
2B.14 

designated,  powers,  duties  generally 
2B.7 

evaluation,  biannual,  duties  2B.19 
meeting  duties  2B.6 
summary  report,  recommendation 
transmittal  to  applicant  2B.17 
Created,  number  2B.1 
Designation  2B.2 

Evaluation,  biannual,  scope,  authority 
2B.19 

Powers,  duties 
generally  2B.4 
Fees 

evaluation,  biannual,  scope,  authority 
2B.19 
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filing  fees  2B.9 
findings  of  fact  fees  2B.11 
hearing  fees  2B.10 
Hearings 
application 

filing  fees  2B.9 
procedure,  time  limits  2B.18 
assessment  hearing  officers 

conducting  hearings,  duties  when 
2B.15 

designated,  pow-ers,  duties  generally. 

compensation  2B.14 
report  duties  2B.16 

conducting,  regulations  generally  2B.15 
fees 

filing  fees  2B.9 
findings  of  fact  fees  2B.11 
hearing  fees  2B.10 
procedure  generally  2B.20 
scope,  authority  2B.13 
summary  report,  recommendation 
board  consideration  2B.18 
required,  transmittal  to  clerk  2B.16 
transmittal  to  applicant  2B.17 
Meetings,  scope,  quorum  2B.6 
Members 

See  also  Specific  Subject 
compensation  2B.5 
composition,  appointment,  eligibility, 
term 

generally  2B.3 

transition  to  boards  having  five 
regular  members,  three  alternate 
members  2B.3.1 
Number  created  2B.1 
Powers,  duties 

assessment  hearing  officers 
See  Hearings  (2B.14) 
generally  2B.4,  2B.6,  2B.13,  2B.20 
three-member  panels  2B.6 
Property  tax,  damaged  property, 
reassessment  duties  10.2-5 
Quorum  2B.6 

State  constitution,  statutes,  regulations, 
references,  incorporation  2B.12 
Tax  appeals  board  references,  applicability 
2B.8 

Three-member  panels,  designation,  duties 
generally  2B.6 


ASSESSMENTS 

See  Specific  Subject 

SPECIAL  ASSESSMENTS  (1.20) 

ASSESSOR 

See  also  ASSESSOR-RECORDER, 
COUNTY  (58.135) 

OFHCERS,  CITY,  COUNTY 
(1.23) 

Assessor’s  office  personnel,  training  course 
assignment  authority  16.6-10 
Block  books 

See  Lot,  block  numbering  system 
(10.72) 

TAX  ASSESSMENTS  (10.71) 
Bond,  charter,  state  required 

See  also  OFHCERS,  CITY,  COUNTY 
(16.136) 

designated  16.136-1 

Historical  property  preservation,  restoration 
rehabilitation,  property  tax  reduction. 
Mills  Act  contracts 
application  approval  duties  71.4 
property  inspection  authority  71.5 
Intergovernmental  bodies 

See  also  Representation  of  city,  county 
(16.6-6) 

designated,  membership  authorized 
16.6-6 

Lot,  block  numbering  system 

assessment  roll,  use  on,  authority  10.71 
block  books 

See  also  TAX  ASSESSMENTS 
(10.71) 

changes,  recordation  duties  10.72 
preparation,  authority,  duties  generally 
10.70 

Property  tax 

claimant  notification  duties  10.2-1 
collection  authority,  secured  personal 
property  taxes  10.3-1 
damaged  property,  reassessment  duties 
10.2-5 

exemption,  homeowners’  reappraisal 
duties  34.6 

Rent  stabilization,  arbitration  fees  billing 
list  duties  37A.2 
Representation  of  city,  county 

See  also  Intergovernmental  bodies 
(16.6-6) 

REPRESENTATION  OF 
CITY,  COUNTY  (16.6) 
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ASSESSOR 


organizations  designated,  membership 
16.6-6 

State  legislation  committee  membership  5.7 
Tax  assessments  reduction,  application 
acceptance  authority  10.2-3 
Taxes,  certain  acts  designated,  performance 
authority  10.2 

ASSESSOR  CASH  REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.133 

ASSESSOR-RECORDER,  COUNTY 
See  also  ASSESSOR  (5.7) 

RECORDER  (8.24) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.135 

Documents,  services,  fees,  designated 
8.33.2 

ASSESSOR’S  OFFICE 
Personnel 

See  also  PERSONNEL  (16.7) 
training  courses,  reimbursement  when 
16.6-10 

ASSISTANCE  PROGRAMS 

See  CALM  PROGRAM  (20.100) 

GENERAL  ASSISTANCE  PROGRAM 
(20.55) 

PAES  PROGRAM  (20.70) 

SSIP  PROGRAM  (20.200) 

ASSISTED  EMPLOYMENT  SERVICES 
PROGRAM  (20.70) 

See  PAES  PROGRAM  (20.70) 

ASSISTED  HOUSING 

Conversion,  relocation  benefits  when, 
regulations  60.7 
Definitions  60.4 

Development,  purchase,  qualified  entities, 
regulations  60.8 
Findings  60.3 

Notice  of  intent  to  prepay  and/or  terminate, 
required  when,  contents,  regulations  60.5 
Prepayment,  hearing,  findings,  decision 
60.6 


Preservation 

See  also  Specific  Subject 
purpose  of  provisions  60.2 
title  of  provisions  60.1 
Relief,  administrative,  scope,  permitted 
when  60.10 

Rent,  subsidy  contract  expiration,  effect 
60.9 

Rules,  regulations  promulgation  60.13 
Severability  of  provisions  60.14 
Termination,  hearing,  findings,  decision 
60.6 

Violation 

civil  actions  60. 1 1 

civil  penalties,  appeals  60.12 

ATHLETIC  EVENT 

Street,  temporary  use,  occupancy 
See  STREETS  (2.75-1) 

ATM  CARDS 

City,  county  services  payment  10.11-1 

ATTORNEY,  CITY 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Airport  commission  legal  advisors,  detailing 
duties  2A.172 

Assessment  appeals  boards  findings  of  fact 
assistance,  fees  when  2B.11 
Bond,  charter,  state  required 

See  also  OFHCERS,  CITY,  COUNTY 
(16.136) 

designated  16.136-1 

Campaign  consultant  provisions  violation, 
authority,  duties  when  16.545 
CATV  franchise  duties  11.27 
Claims  against  city,  county,  settlement 
duties 

airport  commissions  unlitigated  claims 
10.25-11 

generally  10.20-9,  10.21,  10.22-1, 
10.22-2 

Commission  on  the  stams  of  women, 
duties  generally  33.7 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.165 
Elections,  campaign  finance  reform 
violation  investigation,  authority  generally 
16.514 
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Eminent  domain  proceedings,  disclaimer 
filing  authority,  proceedings  brought  by 
United  States  1.7 

Industrial  development  authority  duties 
42.11 

Law  books,  obsolete,  disposal  authority  8.8 
Law  student,  attorney  internship  system 
establishment,  duties  generally  16.9-1 
Lobbyists,  violations,  powers,  duties  when 
16.529,  16.530 

Lot  line  window  agreement  approval  23.29 
Minority  business  utilization 
duties  generally  12D.A.9 
noncompliances,  duties  when  12D.A.16 
Nuisance  abatement  action,  proceeding 
dismissal  authority  when  1.7-1 
Officer  bond  approval 
blanket  bond  16.151 
charter,  state  required  16.140 
Old  age  security  payments  recovery  20.20 
Personnel  blanket  bond  approval  16.130 
Property  lease,  agreement,  approval  23.19 
Purchasing  contract 

assignment  approval  21.22 
damages,  incidental,  consequential, 
claim  waiver  approval  21.54 
Real  estate  fraud  prosecution  trust  fund 
committee  membership  8.24-5 
Representation  of  city,  county 

See  also  REPRESENTATION  OF 
CITY,  COUNTY  (16.6) 
charter,  ordinances,  resolutions,  validity 
attack  required  when,  conflict 
resolution  duties  2.95 
Retirement  benefits  excess  payments, 
recovery  action  authority  16.37-8 
State  legislation  committee  membership  5.7 
Subpoena  power,  documents  inspection 
authority 

local  laws  enforcement  16.951 
severability  of  provisions  16.953 
state  laws  enforcement  16.952 
Tax  collector  collection  actions,  dismissal 
upon  payment  in  full,  authority  1.7-2 

ATTORNEY  INTERNSHIP 

See  INTERNSHIP  PROGRAMS  (16.9-1) 

AUDIT  ADVISORY  COMMITTEE 
See  also  COMMITTEES  (1.29) 

Auditor  selection  recommendation  10.4-2 
Composition  10.4-1 


Created,  powers,  duties  generally  10.4 
Provisions  not  to  prohibit  controller  from 
duties  10.4-3 

AUDIT  OFHCE 

See  PERFORMANCE,  EFHCIENCY 
AUDIT  OFHCE  (2.92) 

AUDITOR 

Assessment  rolls,  computation  to  even  cent, 
duties  10.2-2 

Selection,  recommendations  10.4-2 
AUDITS 

Administration,  authority  designated  10.4 
Committee 

See  AUDIT  ADVISORY  COMMITTEE 
(10.4) 

Real  property,  city,  county,  lease  audit 
10.6-2 
Report 

appropriation  requirements  10.8 
required,  response,  requirements 
generally  10.7-1 
Retirement  system  16.41 
Scope,  authority  generally  2A.20,  10.6 
Treasurer  10.6-3 

Veterans’  exemption  claims  10.6-1 

AUTOMOBILE  DISMANTLERS 

Contract  with  city,  hold  harmless  agreement 
1.25-2 

AUTOMOBILE  POOL 

See  VEHICLES,  CITY  (4.12) 

AVIATION  FUND 

See  SPECIAL  AVIATION  FUND  (10.92) 
AWARDS 

See  CITIZENS  AWARD  (16.162) 

— B — 

BACTERIOLOGICAL  MEDIA 
Contaminating  agents,  combatting 
See  EMERGENCY  (7.15) 

BAIL  BONDS 

Issuance,  fixing,  scope,  authority  2A.70 
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BALLAD,  OFFICIAL 


BALLAD.  OFFICIAL 

See  also  SONG.  OFHCIAL  (1.5-1) 

“I  Left  My  Heart  in  San  Francisco." 
designated  1.5-1 

BANK  DRAFTS 

Use  for  obligation  payment 
See  CHECKS  (10.11) 

BASEBALL  STADIUM  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-48 

BAY  AREA  RAPID  TRANSIT  DISTRICT 
Payments  to  city,  agreement,  scope  10.3-3 

BEACH  NOURISHMENT  PLAN  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-62 

BENEHTS 

See  PERSONNEL  (16.900) 

WAR  REPARATION  (lOD.l) 

BICENTENNIAL 

See  also  SAN  FRANCISCO  TWIN 

BICENTENNIAL,  INC.  (8.12-3) 
Official  medals,  publications,  sales,  moneys 
deposit,  use  8.12-2 

BICENTENNIAL  FUND 
See  also  FUNDS  (10.81) 

Established,  purpose,  use  8.12-2 

BICENTENNIAL  INFORMATION  FUND 
See  also  FUNDS  (10.81) 

Moneys  transfer  to  bicentennial  fund 
8.12-2 

BICYCLE 

Advisory  committee 

See  BICYCLE  ADVISORY 
COMMITTEE  (5.130) 

Public  events,  monitored  parking 
requirements,  regulations  2.76 
Transportation-related  use 

policies,  programs,  bicycle-related 
improvements  5.132 
purpose  of  provisions  5.130 


BICYCLE  ADVISORY  COMMITTEE 
See  also  COMMITTEES  (1.29) 

Established,  purpose,  composition, 
appointment  5.130 
Organization,  term  of  office  5.131 
Powers,  duties  generally  5.132 

BISEXUAL  YOUTH  TASK  FORCE 
See  LESBIAN,  GAY,  BISEXUAL, 
TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK 
FORCE  (30.01) 

BLOCK 

Numbering  system 

See  TAX  ASSESSMENTS  (10.70) 

BLOCK  BOOKS 

See  TAX  ASSESSMENTS  (10.70) 

BOARD 

See  Specific  Board 

BOARD  OF  SUPERVISORS  (2.1) 
BOARDS  (1.23) 

BOARD  HEADS 

Budget,  supplemental  budget,  appropriation 
ordinance,  duties  3.15 

BOARD  OF  APPEALS 

See  also  ASSESSMENT  APPEALS 
BOARDS  (2B.1) 

BOARDS  (1.23) 

Executive  secretary,  zoning  actions, 
variance  appeals  decisions,  assessor 
notification  duties  34.5 

BOARD  OF  APPEALS  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.169-20 

BOARD  OF  EDUCATION 
See  also  BOARDS  (1.23) 

Child  care  planning  and  advisory  council 
member  nominee  submittal  5.200 

BOARD  OF  EQUALIZATION 
See  also  BOARDS  (1.23) 

Assistance 

appraisers,  expert,  employment  2.20 
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BOARD  OF  EQUALIZATION 


order,  requisite,  issuance  2.21 
property  director,  duties  2.19 
Clerk,  clerk  of  the  board  of  supervisors 
designated  ex  officio  clerk  2.6-4 

BOARD  OF  SUPERVISORS 
See  also  BOARDS  (1.23) 

OFHCERS,  CITY,  COUNTY 
(1.23) 

Appointing  authority 

adult  day  health  care  planning  council 

44.1 

adult  detention  advisory  committee 
13.71 

advisory  council  on  the  aging  5.54 
assessment  appeals  boards 
generally  2B.3 

transition  to  boards  having  five 
regular  members,  three  alternate 
members  2B.3.1 

bicycle  advisory  committee  5.130 
child  care  planning  and  advisory  council 

5.200 

community  loan  board  members  35.60 
delinquency  prevention  commission 
20.51 

drug  abuse  advisory  board  15.9 
graffiti  advisory  board  5.170 
HIV  epidemic  joint  task  force  5.160 
immigrant  rights  commission  members 

5.201 

industrial  development  authority  board 
of  directors  42.4 

lesbian,  gay,  bisexual,  transgender,  queer 
and  questioning  youth  task  force 
members  30.01 
mental  health  board  15.3 
Mission  Bay  hazardous  materials 
investigation,  remediation  program 
citizens  advisory  committee  5.141 
national  guard  advisory  council  5.111 
park,  open  space  advisory  committee 
5.90 

San  Francisco  children  and  families  first 
commission  86.3 

San  Francisco  Health  Authority  69.4 
seismic  safety  retrofit  program  board, 
advisory  board  66.6 
self-esteem  task  force  15.12-2 
skating  advisory  committee  5.210 
staff  members  2.6-5 
sunshine  ordinance  task  force  67.30 


veterans’  affairs  commission  5.102 
Appropriations,  unused,  unencumbered, 
transfer  to  cash  reserve  fund,  authorization 

10.02 

Badge,  official,  designated,  use  restrictions 

2.2 

Board  of  equalization,  duties  as 

See  BOARD  OF  EQUALIZATION 
(2.19) 

Bond,  charter,  state  required 

See  also  OFHCERS,  CITY,  COUNTY 
(16.136) 

designated  16.136-1 
Budget 

duties  generally  3.3 
long-term  planning,  goals,  strategies, 
strategic  plans,  duties  3.5 
requirements,  related  matters, 
information,  authority,  duties  generally 
3.12 

three-year  estimated  summary  budget 
duties  3.6 

California  Academy  of  Sciences,  insurance 
requirements  prescription  2A.160 
CALM  program 

emergency  exceptions  authority  20.104 
termination  authority  20.121 
Campaign  consultants 

fees  amendments  approval  16.543 
Capital  improvement  projects 

bonded  indebtedness  duties  2.61 
long-term  financing  proposals,  ballot 
placement  duties  3.22 
requirements  waiver  3.23 
Cash  reserve  fund  funding  authority  10.08 
CATV  franchise 

application  solicitation,  approval  11.26 
granting  authority  11.22 
powers  generally  11.30 
regulation  promulgation,  rate 
establishment  11.31 
renewal,  modification  authority  11.37 
termination  1 1 .25 
transfer  approval  11.29 
Civil  grand  jury  final  report  hearing  duties 
2.10 

Claims  against  city,  county,  statute  of 
limitations  waiver  fee  determination 
10.20-8 

Clearinghouse  representative  designation 
10.19.-1 


INDEX  AD- 13 


(3-99) 


BOARD  OF  SUPERVISORS 


Clerk 

See  CLERK  OF  THE  BOARD  (2.3) 
Commission  on  the  status  of  women, 
duties  generally  33.7 
Committee  on  information  technology 
membership  3.24 
Contract  discrimination  prevention 
provisions 

duties  generally  12B.5 
waiver  authority  12B.5-1 
Controller,  fiscal  matters  recommendations 
implementation  report  hearing  duties  2.10 
Definitions  2.1 

Delinquent  accounts  report  hearing  duties 
10.233 

Development  agreement  certificate  of 
compliance  issuance  decision  authority 
56.17 

Disaster  council  membership  7.3 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.145 

Drug  abuse  control  plan  modification, 
approval  19  A.  12 

Emergency  use  fund  appropriations 
authority  10.03 

Environmental  review,  project  approval 
31.11 

Fire  department,  ranks,  positions,  new, 
creation,  authority  2A.90 
First  offender  prostitution  program 
administrative  fee  modification  approval 
authority  10.193-1 
First  source  hiring  program 
review  duties  83.3 
Fiscal  impact  analysis  2.6-3 
Funds,  receipt  of  funds  formerly  received 
by  sheriff  10.82 

General  assistance  program  administration 
20.55.5 

General  Plan  conformance,  referral  report 
duties  2A.53 

Hallidie  Plaza  use  permit  issuance  authority, 
appeals  hearing  duties  2.74 
Health  services  system  membership  16.700, 
16.906 

Hetch  Hetchy  Project  completion  findings 
approval  2A.131 


Historical  property  preservation,  restoration 
rehabilitation,  property  tax  reduction. 

Mills  Act  contracts 
application  approval  duties  71.4 
authority  generally  71.5 
HIV  epidemic  joint  task  force 
See  also  President  (5.160) 
appointing  authority  5.160 
staffing  duties  5.163 
Housing  authority  commissioner 
appointment  request  12.2 
Housing  code  enforcement  loan  program 
administration,  authority  generally  40.7 
fees,  charges,  interest  rates 
approval  40.5 

revision,  duties  generally  40.6 
Indigent  person  care  agreement  execution 
20.40 

In-home  supportive  services  public  authority 
abolishment  authority  70.7 
governing  body  appointment  70.2 
transition  of  functions  approval  70.6 
Intergovernmental  bodies,  member 
participation 

See  also  Representation  of  city,  county 
(16.6-1) 

citizens  advisory  committee,  public 
hearings 

formation  encouragement,  current 
body  16.6-4 

policy  designated,  new  bodies 
16.6-5 

position  designated  16.6-3 
Mayor,  emergency  succession  to,  order, 
persons  designated  2A.10 
Meetings 

language  interpretation  services, 
provision  2.6-2 

officials,  city,  county,  attendance  when 
2.9 

special  meetings,  procedure  2.8 
Members 

See  also  Specific  Subject 
staff  members  for,  appointment,  powers, 
duties  2.6-5 
Mental  health  board 

appointing  authority  15.3 
member  removal  authority  15.4 
membership  15.3 
Minority  business  enterprise 

See  also  Minority  business  utilization 
(12D.A.18) 
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contract  review  committee, 
subcontracting  goals  committee 
appointment  12D.8 
Minority  business  utilization 

See  also  Minority  business  enterprise 
(12D.8) 

ordinance  extension  authority  12D.A.21 
recommendations  action  duties 
12D.A.18 

Municipal  bond  proposal  resolution, 
ordinance  adoption  duties  2.34 
Newspapers,  official 
designation  duties 
generally  2.81 
outreach  periodicals  2.81-3 
neighborhood  outreach  duties  2.81-4 
Nonprofit  organizations,  contract  with, 
public  access  requirements,  request, 
complaint,  resolution  duties  12L.5 
Northern  Ireland,  MacBride  Principles, 
duties  generally  12F.6 
Off-street  parking,  city,  county  property 
acquisition,  lease,  management 
leasing,  management  agreements,  award, 
bids,  duties  17.11 
parking  rates,  charges  adjustments, 
authority  17.14 

site  procurement  recommendation 
approval,  rejection  authority  17.10 
PAES  program 

emergency  exceptions  authority  20.74 
termination  authority  20.90 
Police  department,  ranks,  positions,  new, 
approval  authority  2A.76 
Powers,  duties  generally  2.1-1 
President 

agricultural-related  activities 
performance,  contract  authority  1.13-3 
appointing  authority 

central  suggestion  committee  16.113 
housing  code  enforcement  loan 
program  loan  committee  40.14 
audit  advisory  committee  membership 
10.4-1 

Bay  Area  Rapid  Transit  District, 
payments  to  city,  agreement  authority 
10.3-3 

capital  improvement  advisory  conunittee 
membership  3.20 

CEDAW  task  force  membership  12K.4 
citizens  award  committee  membership 
16.160 


exotic  pests  detection,  trapping,  contract 
authority  1.13-9 

family  violence  advisory  council  steering 
committee  membership  5.190-2 
HIV  epidemic  joint  task  force 

chair,  vice-chair  designation  5.161 
membership  5.160 

kosher  food  records  inspection,  contract 
authority  1.13-7 

mayor,  emergency  succession  to,  order, 
designated  2A.10 
nursery  stock  inspection,  contract 
authority  1.13-4 

pesticide-related  activities  performance, 
contract  authority  1.13-3 
public  utility  rates  change,  adjustment 
proposal  consideration  date,  setting 
2.27 

San  Francisco  Twin  Bicentennial,  Inc. 

membership  8.12-3 
shell  egg  standards  enforcement, 
contract  authority  1.13-2 
Property 

city,  county,  lease,  concession 
agreements  approval  2.6-1 
contract  discrimination  prevention 
provisions 

duties  generally  12C.5 
waiver  authority  12C.5-1 
lease 

execution  23.20 
renegotiation  approval  23.26 
transfer  approval  23.13,  23.15 
parks  lands,  other  lands,  transfer  to 
National  Parks  Service,  authority 
23.25-3 

sale,  lease  authority  23.1-1 
Public  improvements,  costs  special 
assessments,  damages  payment,  ordinance 
procedures  authority  1.51 
Public  utility 

rates  change,  adjustment 

approval,  rejection  authority  2.29 
findings  duties  2.28 
sale,  lease  authority  23.6-3 
Public  works,  improvements  contracts 
bid  procedures  establishment  6.05 
bonding,  financial  assistance  program, 
funding  duties  6.20-2 
ordinance  duties  6.07 
wage,  prevailing  rate  determination 
duties  6.37 
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Purchasing 

bid  procedures  establishment  6.05 
contract 

cancellation  approval  authority 
21.34 

monetary  limits  determination  6.04 
materials,  supplies,  equipment,  services 
contracts  requiring  approval, 
monetary  amount  determination 
6.01 

monetary  limits  determination  6.03 
Radio  communications  facilities 
plans  recommendation  22.3 
proposed  expenditures  investigation 
request  authority  22.2 
Real  estate  fraud  prosecution  effectiveness 
by  district  attorney,  determination  8.24-5 
Refunding  bonds 

issuance  authority  55.06 
refunding  bond  savings  test  act  duties 
78.4 

Rehabilitation  assistance  program 
area  designation  32.12 
bond  issuance  32.10 
enforcement,  administration  32.11 
fees,  charges 

approval  32.13 
revision  32.14 

improvements  plan  adoption  32.44 
residential  area  designation  32.43 
Relocation  appeals  board  appointment 
approval  24B.1 

Rent  stabilization  regulations  exemption 
repeal  notice  duties  37.12 
Representation  of  city,  county 

See  also  Intergovernmental  bodies, 
member  participation 
(16.6-3) 

REPRESENTATION  OF 
CITY.  COUNTY  (16.6) 
meetings  attendance  authorization 
authority  16.6- 1 

Residential  hotel  unit  conversion, 
demolition,  unlawful,  powers,  duties 
when  41.20 

Residential  rehabilitation  assistance  bond 
issuance  authority  2.63 
San  Francisco  children  and  families  first 
commission 

appointing  authority  86.3 
membership  86.3 


San  Francisco  Health  Authority, 
appointment,  removal  authority  69.4 
San  Francisco  Twin  Bicentennial,  Inc. 

steering  committee  membership  8.12-3 
Sidewalk  repair  by  city,  county,  ordinance 
authority  when  1.52 
Special  meetings,  procedure  2.8 
Spur  track  permit  request  referral  duties 
1.55 

SSIP  program 

emergency  exceptions  authority  20.204 
termination  authority  20.222 
Staff  members  for,  appointment,  powers, 
duties  generally  2.6-5 
State  legislation 

policy,  determination  5.11 
state  legislation  committee  membership 
5.7 

Street  acceptance  duties  1.52 
Treasurer  moneys,  property,  safe  custody 
provision  10.19-2 

United  Nations  Plaza  use  permit  appeals 
hearing  duties  2.74 

Victim/witness  assistance  program  duties 
36.2 

War  reparation 

claim  processing  10D.3 
limitation  authority  10D.6 

BOARD  OF  SUPERVISORS  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.169-3 

BOARDINGHOME 
Licensing  20.11 

BOARDS 

See  also  Specific  Board 
Affirmative  action  plan  duties  16.9-24 
Annual  reports 

filing  with  library,  failure,  penalty  8.16 
requirements  generally  1.56 
Budget 

estimate,  filing  duties  3.3 
long-term  planning,  goals,  strategies, 
strategic  plans,  duties  3.5 
public  participation  provision  duties  3.8 
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Burma,  city,  county  business  with, 
prohibitions 

implementation  reports  12J.8 
rules,  regulations  promulgation  12J.5 
Capital  improvement  projects 

long-term  financing  proposals,  submittal, 
duties  3.22 

proposals,  submittal  duties  3.21 
Chief  executives,  powers,  duties  generally 
2A.30 

City,  county  personnel  membership,  roster 
requirements  16.9-15 
Commission  on  the  status  of  women, 
duties  generally  33.7 
Contracts  with  city,  county,  member 
prohibitions,  exceptions  16.980 
Documents,  official  published  documents, 
other  documents,  filing  with  library, 
failure,  penalty  8.16 
Fees,  taxes,  charges  payment,  credit  card, 
debit  card,  ATM  card  acceptance  authority 
10.11-1 
Gifts  to 

See  also  GIFTS  TO  CITY,  COUNTY 
(10.116-1) 

acceptance,  authority  generally  10.116 
Income  tax  accounting,  reporting  duties 
10.18 

Inquiries  from  board  of  supervisors, 
response  requirements  1 .23 
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Minority  business  utilization 
best  effort  duties  12D.A.14 
Petitions  to,  consideration  duties  1.32 
Projects,  city,  pre-approval  signposting 
duties 

alternative  notices  79.6 
designated  79.5 
generally  79.1 

Public  service  internship  program, 
cooperation,  duties  generally  16.9-18 
Real  property  transfer  request  duties  23.10 
Resource  conservation,  city,  county, 
implementation  report  duties  21  A.  16 
Rules,  regulations  posting,  availability  8.15 
Sexual  harassment,  policy  designated, 
applicability,  complaint  procedure  6.9-25 

BOMB  DISPOSAL  DEVICE 

Remote  controlled,  indefinite  loan,  hold 
harmless  agreement  1.26 

BOND 

See  also  MUNICIPAL  BONDS  (2.30, 

10.47) 

Affordable  housing  and  home  ownership 
bond  program 

See  AFFORDABLE  HOUSING  AND 
HOME  OWNERSHIP  BOND 
PROGRAM  (81.1) 

Airport  revenue 

See  AIRPORT  REVENUE  BONDS 
(2.62) 

Bail  bond,  issuance,  fixing,  scope,  authority 
2A.70 

CATV  franchise  11.27 

Clerk  of  the  board,  assistant  2.40 

Economic  development 

See  ECONOMIC  DEVELOPMENT 
REVENUE  BOND  LAW  (48.1) 
Facilitation  act 

See  BOND  FACILITATION  ACT 
(64.01) 

New  York  fiscal  agent  10.49 
Office 

See  WARRANT  AND  BOND  OFFICE 
(2A.70) 

Officers,  city,  county 

blanket  bond,  designated  officers 
16.144 

charter,  state  required  bond 
designated  16.136 


officers  designated  16.136-1 
Personnel  16.122 

Port  commission  employee  authorized  to 
sign  on  fund  18.11 

Property,  city,  county,  decoration  purposes, 
use  1.17 

Public  works,  improvements  contracts 
assistance  program 

See  BONDING,  FINANCIAL 
ASSISTANCE  PROGRAM 
(6.20-2) 

bid,  surety  bond  6.19 
faithful  performance  6.20 
Purchasing 

performance  bond  21.14 
surety  bond  21.15 
Refunding 

See  REFUNDING  BOND  SAVINGS 
TEST  ACT  (78.1) 

Residential  mortgage 

See  RESIDENTIAL  MORTGAGE 
REVENUE  BOND  LAW  (43.1) 
Residential  rehabilitation  assistance 
See  RESIDENTIAL 

REHABILITATION 
ASSISTANCE  BONDS  (2.63) 
Water  department,  Hetch  Hetchy  Project 
52.01 

BOND  FACILITATION  ACT 

Bond  issuance  authority  64.05,  64.06 

Definitions  64.03 

Interest  payment  64.04 

Policy  of  city  64.01 

Scope  of  provisions  64.07 

Title  of  provisions  64.02 

BOND  OFFICE 

See  WARRANT  AND  BOND  OFFICE 
(2A.70) 

BONDED  INDEBTEDNESS 

See  MUNICIPAL  BONDS  (2.30,  10.47) 

BONDING,  FINANCIAL  ASSISTANCE 
PROGRAM 

Public  works,  improvements  contracts, 
purpose,  scope,  regulations  6.20-2 

BROOKS  HALL 

Rental  deposit  refund  10.43-5 
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Agency  budgets 

See  also  Specific  Subject 
operation  within,  requirements  3.14 
Appropriations 

See  also  APPROPRIATIONS  (10.01) 

Proposed  budget,  appropriation 
ordinance  (3.3) 

annual  appropriation  ordinance 
preparation,  format  3.11 
building,  construction  by  city,  county, 
art  enrichment  3.19 
unused,  transfers  permitted  when  3.18 
Building,  construction  by  city,  county,  art 
enrichment,  appropriations  3.19 
Definitions  3.2 
Departmental  budgets 

See  also  Specific  Subject 
operation  within,  requirements  3.14 
Estimates 

requirements  generally  3.3 
three-year  estimated  summary  budget 
3.6 

Legislation  to  accompany,  requirements  3.7 
Long-term  planning,  goals,  strategies, 
strategic  plans  3.5 

Minors,  services  rendered  to  young  males, 
females,  funds  allocation,  use,  report 
requirements  3.50 

Proposed  budget,  appropriation  ordinance 
introduction,  publication  3.4 
preparation  assistance,  scope,  authority 
3.13 

timetable  3.3 

transmittal  to  committee,  review,  report 
3.9 

Public  participation  3.8 
Requirements,  related  matters,  information, 
scope,  authority  3.12 
Salary  ordinance 

annual,  administrative  provisions, 
preparation,  submittal  3.10 
interim  positions,  salary  adjustments, 
procedure  3.16 

Supplemental  budget,  appropriation 
ordinance 

interim  positions,  salary  adjustments, 
procedure  3.16 
procedure  generally  3.15 
Timetable  3.3 
Title  of  provisions  3.1 


BUDGET  ANALYST 

Budget,  three-year  estimated  summary 
budget  duties  3.6 
Lease  report  review,  report  23.25 
Personnel  overtime  report  duties  18.13 
Revenue,  taxation  report  duties  lOA.l, 
10A.2 

Workers’  compensation  task  force 
membership  16.83-1 

BUDGET  COMMITTEE 

See  also  COMMITTEES  (1.29) 

Budget 

duties  generally  3.3 
proposed  budget,  appropriation 
ordinance,  review,  report  duties  3.9 
requirements,  related  matters, 
information,  authority  generally  3.12 
salary  ordinance,  annual, 
recommendation  duties  3.10 
CEDAW  implementation,  duties  generally 
12K.3 

BUDGET  DIRECTOR 

Workers’  compensation  task  force 
membership  16.83-1 

BUILDING 

Construction  by  city,  county,  art 
enrichment,  requirements  3.19 
Demolition,  scheduled,  hold  harmless 
agreement  1 .25-5 
Public 

See  BUILDINGS,  PUBLIC  (4.1) 

BUILDING  INSPECTION  BUREAU 
Fund 

See  BUILDING  INSPECTION  FUND 
(10.117-78) 

Lot  line  window  agreement  review  23.27 
Residential  hotel  unit  conversion, 
demolition,  certificate  of  use  issuance 
authority  41.10 

BUILDING  INSPECTION  BUREAU 
DIRECTOR 

See  also  OFFICERS,  CITY,  COUNTY 
(1.23) 

Seismic  safety  retrofit  program  board 
member  66.6 
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BUILDING  INSPECTION  BUREAU 
SUPERINTENDENT 
Housing  code  enforcement  loan  program 
administration,  rules,  regulations  change 
notice  duties  40.10 
systematic  enforcement 

building  inspection  duties  40.9 
selection  criteria  determination  40.8 
Rent  stabilization,  arbitration  fees  billing 
list  duties  37A.2 
Residential  hotel  unit  conversion, 
demolition 

administration,  powers,  duties, 
authority  generally  41.11 
conversion,  unlawful,  powers,  duties 
when  41.20 

permit  to  convert,  approval  authority 
41.15 

status  determination,  initial,  duties 
generally  41.6 

BUILDING  INSPECTION  COMMISSION 
See  also  COMMISSIONS  (1.29) 

Building  inspection  fund  use  approval 
10.117-78 

BUILDING  INSPECTION  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Building  inspection  fund  use  10.117-78 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.150 
First  source  hiring  program 

first  source  hiring  agreements  conditions 
establishment  83.6 
first  source  hiring  implementation, 
monitoring  plans  duties  83.6 
first  source  hiring  requirements 
enforcement  83.7 

Historical  property  preservation,  restoration 
rehabilitation,  property  tax  reduction. 

Mills  Act  contracts,  property  inspection 
authority  71.5 

BUILDING  INSPECTION  DEPARTMENT 
CASH  REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.135 


BUILDING  INSPECTION  DIRECTOR 
See  also  OFFICERS,  CITY,  COUNTY 
(1.23) 


Apartment  unit  conversion 

enforcement  authority  41A.5 
violations 


administrative  penalties  imposition 
41A.8 


determination  duties  41  A. 5,  41  A. 8 
Emergencies,  architectural/engineering, 
construction  services  when,  hold  harmless 
agreements  with  consultants,  contractors, 
authority  1.25-8 


BUILDING  INSPECTION  FUND 
See  also  FUNDS  (10.81) 
Created,  purpose,  use  10.117-78 


BUILDING  PERMITS 

First  source  hiring  program 

See  HRST  SOURCE  HIRING 
PROGRAM  (83.1) 


BUILDINGS,  PUBLIC 

Administration,  authority  generally  4.1-1 
Cigarettes,  tobacco  products,  advertising 
prohibited  4.20 

Construction,  improvement.  General  Plan 
conformance,  referral  report  requirements 
2A.53 

Food  vending  machines 

See  also  LAGUNA  HONDA 
HOSPIT.AL  (4.15-1) 
funds,  deposit,  use  4.5 
installation 

agreemenL  term  4.8 
arrangements,  authority  4.3,  4.4 
authority  designated  4.2 
San  Francisco  General  Hospital, 
permit,  requirements  generally 
4.9-1 


insurance  requirements  4.7 
San  Francisco  General  Hospital,  permit, 
requirements  generally  4.9-1 
sanitation,  requirements  generally  4.6 
Office  space  allocation,  procedure  generally 


INDEX  AD- 18.1 


(12-98) 


BUREAU  OF  CLAIMS  — CITY  ATTORNEY  CASH  REVOLVING  FUND 


BUREAU  OF  CLAIMS  OF  THE  OFRCE  OF 
CITY  ATTORNEY  CASH  REVOLVING 
FUND 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.136-1 

BUREAU  OF  DELINQUENT  REVENUE 
COLLECTION 
Delinquent  revenue  collection 
authority  generally  10.39 
report  duties  10.42 
Established,  supervision  10.37 
Funds  recovery  authority,  contract 
10.39-1.1 

BUREAU  OF  FIRE  INVESTIGATION 
Composition,  powers,  duties  generally 
2A.95 

BUREAU  OF  RRE  PREVENTION  AND 
PUBLIC  SAFETY 

Composition,  powers,  duties  generally 
2A.95 

BURMA 

City,  county  business  with,  prohibitions 
commodities  12J.4 
contractual  services,  real  property, 
personal  property  agreements  12J.3 
definitions  12J.2 

findings,  purpose  of  provisions  12J.1 
implementation  of  provisions  12J.8 
reports 

implementation  reports  12J.8 
public  record,  availability  12J.6 
rules,  regulations,  promulgation,  scope, 
authority  12J.5 

severability  of  provisions  12J.9 
violation,  penalty  12J.7 

BUSINESS 

See  Specific  Subject 

MINORITY  BUSINESS  ENTERPRISE 
(12D.1) 

MINORITY  BUSINESS 
UTILIZATION  (12D.A.1) 

SMALL  BUSINESS  ADVISORY 
COMMISSION  (5.122) 

SMALL  BUSINESS  ADVISORY 
COUNCIL  (5.121) 

SMALL  BUSINESS  BUREAU  (5.120) 


BUSINESS  AND  ECONOMIC 
DEVELOPMENT  DIRECTOR 
See  also  OFFICERS,  CITY,  COUNTY 
(1.23) 

Appointing  authority 

seismic  safety  loan  committee  66A.14 
unreinforced  masonry  building  loan 
committee  members  66A.14 
Seismic  safety  loan  program 

affirmative  action  goals  monitoring 
duties  66A.28 

management,  authority,  duties  66A.27 
regulations  review,  approval  66A.26 
Seismic  safety  retrofit  program  board 
member  66.6 

BUSINESS  AND  ECONOMIC 
DEVELOPMENT  DIRECTOR’S  OFFICE 
Seismic  safety  retrofit  program  board  staff 
assistance  provision  66.6 

BUSINESS  EXPANSION 
First  source  hiring  program 

See  FIRST  SOURCE  HIRING 
PROGRAM  (83.1) 

BUY-RECYCLED  AND  SOURCE 
REDUCTION  COMMITTEE 
See  also  COMMITTEES  (1.29) 

Waste  reduction,  in-house,  program 
development,  implementation  21  A. 3 

— C — 

CABLE  CAR  SYSTEM  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.109-4 

CABLE  CARS 

Centennial  medals,  sales,  purpose,  price 
8.12-2.1 

CABLE  TELEVISION  ACCESS 
DEVELOPMENT,  PROGRAMMING  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-68 

CABLE  TELEVISION  SYSTEM 
See  CATV  FRANCHISE  (11.21) 
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CALIFORNIA  ACADEMY  OF  SCIENCES 
Buildings,  improvements 

memorial  buildings,  improvements 
permitted  2A.161 

ownership,  control,  regulations  generally 
2A.160 

CALIFORNIA  CHILDREN  AND  FAMILIES 
FIRST  ACT  OF  1998 
See  CHILDREN  AND  FAMILIES  FIRST 
(86.1) 
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CALIFORNIA  PALACE  OF  THE  LEGION  OF  HONOR 


CALIFORNIA  PALACE  OF  THE  LEGION 
OF  HONOR 

See  ACHENBACH  GIFT  (10.115) 

GOLDEN  GATE  MUSEUMS  (28.1) 

CALM  PROGRAM 

See  also  UNEMPLOYMENT  (20.30) 
Administration 

general  welfare  promotion  limitation 
20.123 

principles  designated  20.103 
scope,  authority  20.104 
Administrative  hearing 
See  Hearing  (20.116) 

Allowances 

See  Eligibility  (20.105.4) 

Special  allowances  (20.106.4) 
Applicants 

See  also  Specific  Subject 
eligibility 

See  Eligibility  (20.105) 

Ineligibility  (20.105) 
fairness  regulations  20.117 
fingerprints,  provision,  purpose, 
regulations  20.105.11 
identification  requirements  20.105.10 
photo  identification  requirements 
20.105.10 

reimbursement  agreement  required  when 
20.105.12 

responsibilities  generally  20.105, 

20.117 

terminal  illness,  effect  20.105.7 
Assistance 
amount 

housing,  shared,  rent-free,  effect 

20.106.2 

maximum,  calculation  20.106 
maximum  monthly,  designated 

20.106 

changes  in  payments,  regulations  when 
20.111 
decrease 

See  also  Hearing  (20.116) 
notice  of  proposed  action,  issuance 
when,  contents,  delivery  20.115 
requirements  noncompliance,  when 

10.107 
denial 

See  also  Hearing  (20.116) 


group  orientation  session  attendance 
failure  20.105 

notice  of  proposed  action,  issuance 
when,  contents,  delivery  20.115 
discontinuance  when 

See  Discontinuance  from  (20.107) 
eligibility 

See  Eligibility  (20.105) 

Ineligibility  (20.105) 
emergency  assistance  20.108 
fairness  regulations  20.117 
hearing,  paid  pending  hearing  decision 

20.116.2 

housing,  shared,  rent-free,  effect 

20.106.2 
increases  20.76 

lost,  forged,  stolen  warrants,  lost,  stolen 
warrant  proceeds,  replacement 
restrictions  20.112 

maximum  monthly,  designated  20.106 
overpayment,  regulations  when  20.117 
payment 

See  also  Discontinuance  from 
(20.114) 

changes  in  payments,  regulations 
when  20.111 
methods  20.106 
multiple  payments  prevention, 
fingerprints  provision,  purpose, 
regulations  20.105.11 
normal  pay  periods  20.108 
overpayment,  regulations  when 
20.117 

restrictions  generally  20.106 
room  and  board  facilities  direct 
payment  permitted  when  20.106.3 
time  limits  20.109 
principles  designated  20.103 
room  and  board  facilities  direct  payment 
permitted  when  20.106.3 
time  limits  20.109 
types  designated  20.106 
withholding 

See  also  Hearing  (20.116) 
notice  of  proposed  action,  issuance 
when,  contents,  delivery  20.115 
requirements  noncompliance,  when 

10.107 
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Denial 

hearing  when 

See  Hearing  (20.116) 
fingerprints  provision  refusal  20.105.11 
Discontinuance  from 

discontinuance  from  Medi-Cal  benefits, 
when,  appeal  effect  20.114 
fingerprints  provision  refusal  20.105.11 
fraud,  when 

generally  20.118 
overpayment  due  to  fraud  20.117 
hearing  when,  procedure 
See  Hearing  (20.116) 
immediate,  when  20.110 
notice  of  proposed  action,  issuance 
when,  contents,  delivery  20.115 
requirements  noncompliance,  when 
10.107 

Effective  date  of  provisions  20.124 
Eligibility 

See  also  Ineligibility  (20.105) 
allowances 

See  also  special  allowances 
(20.106.4) 

exempt  income,  resources  20.105.6 
personal  property  20.105.5 
real  property  20.105.4 
terminal  illness,  effect  20.105.7 
continuing  eligibility,  conditions 
designated  20.107 
failure  to  meet,  designated  conditions 
20.105 

Medi-Cal  regulations  compliance 

20.107.1 
determination 

See  Specific  Subject 
fairness  regulations  20.117 
generally  20.101,20.105 
labor  dispute,  effect  20.105.2 
PAES  program  participants  upon  PAES 
program  termination  20.90 
residency  requirements  20.105.1 
restrictions  generally  20.101 
special  allowances 

transportation  out  of  city,  county, 
provision  when  20.106.4 
SSIP  applicants,  recipients 

upon  SSIP  termination  20.222 
when  generally  20.205.2 
terminal  illness,  effect  20.105.7 
termination,  immediate,  when  20.110 


Emergencies 

assistance  when  20.108 
exceptions  when  20.104 
Enforcement,  general  welfare  promotion 
limitation  20.123 
Fairness  regulations  20.117 
Fraud 

discontinuance  when 
generally  20.118 
overpayment  due  to  fraud  20.117 
serving  sanction  for,  effect  20.105 
Hearing 

administrative  hearing 
See  Specific  Subject 
assistance  paid  pending  decision 

20.116.2 

attendance  20.116.5 
conducting,  procedural  rules  20.116.5 
counsel,  representative,  rights  20.116.4, 
20.116.5 
decision 

assistance  paid  pending  decision 

20.116.2 

basis,  contents,  time  limits  20.116.6 
finality  20.116.7 
evidence  20.116.5 
informality  20.116.5 
nonappearance,  effect  20.116.7 
notice  requirements  20. 1 1 6. 1 
officer 

decision,  duties  when  20.116.6 
impartial,  designation  20.116.3 
request 

procedure,  time  limits  20.116 
second  hearing  request,  procedure 
20.116.7 

rights  designated  20.116.4 
scheduling,  time  limits  20.116.1 
scope  20.116 

second  hearing,  request  when,  conditions 
20.116.7 
Ineligibility 

CalWORKs  assistance  unit  members, 
CalWORKs  ineligibility  20.105.8 
determination 

See  Specific  Subject 
fleeing  felons  20.105.9 
fraud 

effect  20.118 

serving  sanction  for  20.105 
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general  assistance,  PAES,  SSIP,  other 
county-funded  programs  20.113 
PAES  program  participants  20.83 
rebuttable  presumption 

current  income,  expenses  20.105.3 
SSIP  program  recipients  20.201,  20.214 
Intent  of  provisions  20.101,20.103 
Operative  date  of  provisions  20.124 
Payments 

See  Assistance  (20.105.11,  20.106) 
Principles 

designated  20.103 

Purpose  of  provisions  20.101,20.103 
Recipients 

See  also  Specific  Subject 
agreements 

reimbursement  agreement  20.105.12 
earned  income  and  asset  disregard 
program,  establishment,  applicability, 
regulations  20.106.1 
eligibility 

See  Eligibility  (20.105) 

Ineligibility  (20.105) 
fairness  regulations  20.117 
fingerprints,  provision,  purpose, 
regulations  20.105.11 
identification  requirements  20.105.10 
photo  identification  requirements 
20.105.10 

reimbursement  agreement  required  when 
20.105.12 

responsibilities  generally  20.105, 

20.117 

Records 

confidentiality  20.119 
destruction  when  20.120 
Reimbursement  agreement  required  when 
20.105.12 

Residency  requirements  20.105.1 
Severability  of  provisions  20.122 
Special  allowances 

transportation  out  of  city,  county, 
provision  when  20.106.4 
Terminal  illness,  effect  20.105.7 
Termination 

discretion,  authority,  effect  when 
20.121 

general  assistance  program  aid 
maximum  amount  adjustment  when 
20.60.11 

Time  limits  20.109 


Title  of  provisions  20.100 
Transportation  out  of  city,  county,  provision 
when  20.106.4 

CAMP  MATHER 

See  RECREATION  CAMP  MATHER 
CASH  REVOLVING  FUNDS 
(10.161) 

CAMPAIGN  CONSULTANTS 

Administration,  scope,  authority  16.544 
Advice,  provision  to  consultant,  scope, 
authority  16.544 
Campaign  contributions 

See  also  Political  contributions  (16.543) 
general  campaign  regulations 
See  CAMPAIGN  FINANCE 
REFORM  (16.501) 

Campaign  laws,  copy  provision  to 
consultant  16.544 
Clients 

authorization  statements 

late  filing,  penalties  16.545 
requirements  generally  16.543 
retention,  responsibility,  time  limits 

16.543,  16.544 
fees  16.543 
reports 

late  filing,  penalties  16.545 
requirements  generally  16.543 
retention,  responsibility,  time  limits 

16.543,  16.544 
termination  statements 

late  filing,  penalties  16.545 
requirements,  effect  16.543 
retention,  responsibility,  time  limits 

16.543,  16.544 
Code  of  conduct 

copy,  provision  to  consultant  16.544 
designated,  voluntary  compliance, 
election  16.546 
Compliance  requirements 

code  of  conduct,  voluntary  compliance, 
election  16.546 
generally  16.542 
Definitions  16.541 

Enforcement,  scope,  authority  16.545 
Findings  16.540 
Intent  of  provisions  16.540 
Lobbyist  laws 

See  also  LOBBYISTS  (16.520) 
copy  provision  to  consultant  16.544 
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Political  contributions 

report  requirements  16.543 
Prohibited  activities 

client  termination  statement,  when 

16.543 

designated  16.542 
violation,  complaint  procedure  when, 
penalties  16.545 
Purpose  of  provisions  16.540 
Registration 
fees  16.543 

number,  issuance  16.544 
reports 

late  filing,  penalties  16.545 
required,  requirements  16.543 
retention,  responsibility,  time  limits 

16.543,  16.544 

required,  activities  unlawful  without 
16.542 

reregistration,  required  when, 
requirements  16.543 
Reports 

See  also  Specific  Subject 
compiled  information  report, 
requirements,  responsibility  16.544 
late  filing,  penalties  16.545 
required,  requirements  16.543 
retention,  responsibility,  time  limits 

16.543,  16.544 
Rules,  regulations 

See  also  Specific  Subject 
adoption,  purpose,  scope,  authority 

16.544 

Severability  of  provisions  16.547 
Statements 

See  also  Specific  Subject 
compiled  information  report, 
requirements,  responsibility  16.544 
late  filing,  penalties  16.545 
requirements  generally  16.543 
retention,  responsibility,  time  limits 

16.543,  16.544 
Termination  statements 

late  filing,  penalties  16.545 
requirements  generally  16.543 
retention,  responsibility,  time  limits 

16.543,  16.544 
Violation,  penalty  16.545 

CAMPAIGN  FINANCE  REFORM 

Administration,  scope,  authority  designated 
16.512 


Applicability  of  provisions 

post -election  legal  proceedings  16.509-1 
run-off  elections  16.509 
Campaign  literature,  independent 
expendimres,  requirements  when 

16.510-7 

Campaign  statement 

compliance  review  16.513 
filing  prerequisite  to  certificate  of 
nomination,  election  16.517 
public  inspection,  reproduction  16.506 
retention,  time  limits  16.507 
Candidate 

See  Specific  Subject 
Citation  of  provisions  16.502 
Construal  of  provisions  16.518 
Contribution 

See  also  CAMPAIGN  CONSULTANTS 
(16.543) 

limitations 

See  also  Expenditure  ceilings, 
voluntary  (16.510-3) 
contributions  in  name  of  another 

16.510- 1 

controlled  committees  16.508-1 
generally  16.508 
higher  limitations,  expenditure 
ceilings  adoption,  permitted  when 

16.510- 3 

post-election  legal  proceedings 

16.509- 1 

run-off  elections  16.509 
solicitation,  acceptance  16.510 
prohibitions 

contractors  doing  business  with  city, 
county  16.510-2 
contributions  in  name  of  another 

16.510- 1 

trust  account  required,  requirements 
generally  16.505 
Definitions  16.503 
Expenditure  ceilings,  voluntary 
adjustments  1 6.5 1 0-4 
adoption,  effect  16.510-3 
amounts,  applicability  16.510-4 
contributions,  higher  limitations 
permitted  when  16.510-3 
declining,  effect  16.510-6 
exceeding,  effect  16.510-6 
independent  expenditures,  designated, 
requirements  when  16.510-7 
lifting,  conditions,  effect  16.510-6 
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nonbinding  when  16.510-6 
time  periods,  determination  16.510-5 
Intent  of  provisions  16.501 
Mailings,  independent  expenditures, 
requirements  when  16.510-7 
Purpose,  intent  of  provisions  16.501 
Severability  of  provisions  16.519 
State  law  designated,  adopted  16.504 
Violation 

complaint  procedure  16.514 
conviction,  effect  on  candidate  16.516 
penalty  16.515 
Voluntary  expenditure  ceilings 

See  Expenditure  ceilings,  voluntary 
(16.510-3) 

CAPITAL  EXPENDITURE  PLAN 

General  Plan  conformance,  referral  report 
requirements  2A.52 

CAPITAL  IMPROVEMENT  ADVISORY 
COMMITTEE 

See  also  COMMITTEES  (1.29) 

Capital  improvement  projects 
authority  generally  3.20 
long-term  financing  proposals,  duties 
3.22 

proposals,  duties  3.21 
Created,  composition,  powers,  duties 
generally  3.20 

General  Plan  conformance,  referral  report 
duties  2A.52 

Municipal  bonds,  proposal  report  duties 
2.30-1 

CAPITAL  IMPROVEMENT  PROGRAMS 
General  Plan  conformance,  referral  report 
requirements  2A.52 

CAPITAL  IMPROVEMENT  PROJECTS 
Advisory  committee 

See  CAPITAL  IMPROVEMENT 

ADVISORY  COMMITTEE  (3.20) 
Bonded  indebtedness 

See  also  MUNICIPAL  BONDS  (2.60) 
regulations  generally  2.61 
General  Plan  conformance,  referral  report 
requirements  2A.52 
Proposals,  submittal,  procedure 
generally  3.21 

long-term  financing  proposals  3.22 
Requirements  waiver  when,  authority  3.23 


CASH  ASSISTANCE  LINKED  TO 
MEDI-CAL  PROGRAM 
See  CALM  PROGRAM  (20.100) 

CASH  ASSISTANCE  PROGRAMS 
See  CALM  PROGRAM  (20.100) 

PAES  PROGRAM  (20.70) 

SSIP  PROGRAM  (20.200) 

CASH  DEHCITS,  OVERAGES 

Counterfeit  moneys,  inclusion  10.88-1 
Report,  procedures  when  10.88 

CASH  DIFFERENCE  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use,  applicability  10.88 

CASH  RESERVE  FUND 
See  also  FUNDS  (10.81) 

Created,  funding,  purpose  10.02 
Funding  10.08 
Use  10.02,  10.08 

CASH  REVOLVING  FUNDS 

See  also  Specific  Cash  Revolving  Fund 
FUNDS  (10.81) 

Accounting  procedures  10.130 
Authorized,  purposes  generally  10.125 
Definitions  10.127 

Disbursements,  disapproved,  repayment 
10.131 

Expenditures  10.126 
Purpose  10.125 

Responsibility  designated  10.129 
Subdivision,  deposit,  withdrawal  regulations 
10.128 

CATV  FRANCHISE 

See  also  TELECOMMUNICATIONS 
SYSTEMS  (11.46) 

Acceptance  11.28 
Application  11.26 
Bond,  insurance  requirements  11.27 
City  rights  designated  11.30 
Definitions  11.21 
Discrimination  prohibited  11.34 
Generally  11.22 

Grantee  rights,  duties  designated  11.33 
Limitations  11.29 
Payments  required  11.24 
Permit  requirements,  construction 
commencement  11.32 
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Regulations,  rate  establishment  11.31 
Renewal,  modification  11.37 
Service  requirements  11.23 
Severability  11.36 
Term,  termination  procedure  11.25 
Violations  designated,  penalty  1 1 .35 

CEDAW 

See  WOMEN  (12K.1) 

CEDAW  TASK  FORCE 

CEDAW  implementation,  duties  generally 
12K.3,  12K.4 

Established,  composition,  appointment, 
terms,  expiration  12K.4 
Powers,  duties  generally  12K.4 

CENTRAL  EMERGENCY 

See  EMERGENCY  MEDICAL 

COMMUNICATIONS  (19A.19) 

CENTRAL  SAFETY  COMMITTEE 
See  also  COMMITTEES  (1.29) 

Accident  prevention  program,  powers, 
duties  generally  16.121-3 
Composition  16.121-2 
Powers  of  city,  county  officers  not  divested 
16.121-5 

CENTRAL  SUGGESTION  COMMITTEE 
See  also  COMMITTEES  (1.29) 

Created,  powers,  duties  generally  16.113 
Employee  suggestion  program 
powers,  duties  generally  16.113 
suggestion  submittal,  duties  when 
16.116 

CERTIFICATE  OF  USE 
Residential  hotel  41.7 

CHARITABLE  FUNDRAISING  DRIVE 
See  FUNDRAISING  DRIVE  (16.93-1) 

CHARTER 

Amendment 

personnel  regulations 

employee  relations  director 
appointment  2.23-11 
employees  engaged  in  strike, 
dismissal  2.23-9 

proposed,  publication,  format  2.24 


Departmental  use,  copies 

See  DOCUMENTS,  PUBLICATIONS 
(8.13-1) 

CHECKS 

See  also  CHECKS,  CITY,  COUNTY 
(10.181) 

Negotiable  paper 

See  Use  for  obligation  payment  (10.11) 
Use  for  obligation  payment 

applicability  of  provisions  10.16 
definitions  10.10 

excess  payment,  refund  procedure  10.15 
insufficient  amount,  deficiency,  return  to 
sender,  recordkeeping  10.13 
permitted  when  10.11 
submission  for  collection 
deemed  paid  when  10.14 
procedure  generally  10.12 
return  without  payment,  charge 
10.13-1 

CHECKS,  CITY,  COUNTY 

Lost,  destroyed  warrant,  new  warrant 
issuance,  time  limits  10.182 
Void  date  designated  10.181 

CHEMICAL  SUBSTANCES 

Contaminating  agents,  combatting 
See  EMERGENCY  (7.15) 

CHIEF  ADMINISTRATIVE  OFFICER 
See  also  OFFICERS,  CITY,  COUNTY 
(1.23) 

Appointing  authority,  housing  code 
enforcement  loan  program  loan  committee 
40.14 

Corporate  seal,  official  affinity  credit  cards, 
official  prepaid  phone  cards,  report  duties 
1.6-B 

Historical  material,  city,  county  records, 
disposition  authority  8.7 
Housing  code  enforcement  loan  program 
administration 

authority  generally  40.7 
rules,  regulations  promulgation 
40.10 

loans 

fees,  charges,  interest  rates, 
recommendation  authority  40.12 
report  duties  40.19 
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systematic  enforcement  selection  criteria 
determination  40.8 
Rehabilitation  assistance  program 
administration  32.20 
bond  proceeds  management  32.22 
brochure  publication  32.25 
fees,  charges  recommendation  32.23 
foreclosure,  notification  32.24 
loan 

administration  32.60 
transfer  approval  32.66 
residential  area  recommendation  32.42 
rule,  regulation  promulgation  32.21 
Rent  supplement  program  funds  transfer 
24A.02 

State  legislation  committee  membership  5.7 
Veterans  service  officer,  county 
funding  duties  5.108.A-3 
nomination  duties  5.108.A-1 

CHILD 

See  Specific  Subject 

LESBIAN,  GAY,  BISEXUAL, 
TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK 
FORCE  (30.01) 

MINOR  (1.43) 

CHILD  CARE  OFFICE 

See  MAYOR’S  CHILD  CARE  OFHCE 
(20.61) 

CHILD  CARE  PLANNING  AND  ADVISORY 
COUNCIL 

See  also  COUNCILS  (1.29) 

Established,  purpose,  composition, 
appointment,  qualifications,  organization, 
compensation,  powers,  duties  5.200 
San  Francisco  children  and  families  first 
commission  membership  86.3 

CHILD  PLACEMENT  SERVICES 

See  SOCIAL  SERVICES  DEPARTMENT 
(20.9) 

CHILDREN  AND  FAMILIES  FIRST 

California  Children  and  Families  First  Act 
of  1998 

implementation,  audit,  report, 
requirements  generally  86.2 
purpose  of  provisions  86.1 


strategic  plans,  requirements 

See  Early  childhood  development 

(86.2) 

Commission 

See  SAN  FRANCISCO  CHILDREN 
AND  FAMILIES  HRST 
COMMISSION  (86.1) 

Early  childhood  development 
programs 

funding,  sources,  expenditures 
10.117-122,  86.2 
purpose  of  provisions  86. 1 
strategic  plan,  county 

adoption,  revision,  requirements 
generally  86.2 
establishment,  contents  86.4 

Fund 

See  SAN  FRANCISCO  CHILDREN 
AND  FAMILIES  FIRST  TRUST 
FUND  (10.117-122) 

General  regulations  concerning  minors 
See  Specific  Subject 
MINOR  (1.43) 

Severability  of  provisions  86.5 
Trust  fund 

See  SAN  FRANCISCO  CHILDREN 
AND  FAMILIES  FIRST  TRUST 
FUND  (10.117-122) 

CHILDREN  SERVICES  CONTRIBUTIONS 
PROGRAM 

See  YOUTH  AND  CHILDREN  SERVICES 
CONTRIBUTIONS  PROGRAM 
(51A.1) 

CHILDREN’S  MERCY  FUND 

See  EMERGENCY  MERCY  FUND 
(10.117-49) 

CHILDREN’S  TRUST  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-34 

CHINATOWN  OPEN  SPACE  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.203 

CHORE  SERVICES 

See  HOMEMAKER,  CHORE  SERVICES 
(21.13-2) 
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CIGARETTES 

Advertising,  public  buildings,  prohibited 
4.20 

CITIZENS  ADVISORY  COMMITTEE 
See  Specific  Advisory  Committee 

CITIZENS  AWARD 
Committee 

See  CITIZENS  AWARD  COMMITTEE 
(16.160) 

Design,  cash  emolument  inclusion  when 
16.162 
Fund 

See  CITIZENS  AWARD  FUND 
(16.165) 

Presentation  ceremony  16.164 
Recipient  selection,  criteria  16.163 
Rules,  regulations  promulgation  16.166 
Selection  panel 

See  CITIZENS  AWARD  SELECTION 
PANEL  (16.161) 

CITIZENS  AWARD  COMMITTEE 
See  also  COMMITTEES  (1.29) 

Award,  design  duties  16.162 
Composition,  term  16.160 
Rules,  regulations  adoption  authority 
16.166 

CITIZENS  AWARD  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  16.165 

CITIZENS  AWARD  SELECTION  PANEL 
Duties  generally  16.163 
Established,  composition  16.161 

CITIZENS’  BOND  SCREENING 
COMMITTEE 

See  also  COMMITTEES  (1.29) 

Municipal  bond  proposal,  resolution  report, 
recommendation  2.32 

CITY  ATTORNEY 

See  ATTORNEY,  CITY  (1.7) 

CITY  ATTORNEY  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.136 


CITY  ATTORNEY  SPECIAL  LITIGATION 
CONTINGENCY  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-43 

CITY  FUNDS 

See  FUNDS  (10.81) 

CITY  HALL 

Office  space  allocation  procedure  4. 1 
CITY  STORE 

Establishment,  purpose,  items  available  for 
sale,  profits,  use  1.48 

CITY-FUNDED  ORGANIZATIONS 
See  NONPROHT  ORGANIZATIONS, 
CITY-FUNDED  (10.1) 

CIVIC  AUDITORIUM 

Naming  for  Bill  Graham  4.21 
Renta!  deposit  refund  10.43-5 

CIVIC  CENTER  PLAZA 

Parking  facility,  underground,  financing, 
constructing 
agreements 

See  also  findings,  agreement 
(10.118) 

approval  10.121 
execution,  attestation  10.123 
land  lease,  operating  agreement, 
award  procedure  10.122 
findings,  agreement 

See  also  agreements  (10.121) 
designated,  inclusion  10.118 
parking  authority,  city,  county 
designated  10.124 
permitted  when,  compliance 
requirements  10.120 
purpose,  statutory  authority  of 
provisions  10.119 

CIVIL  GRAND  JURY 

See  GRAND  JURY,  CIVIL  (2.10) 

CIVIL  SERVICE 

See  PERSONNEL  (16.7) 
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CIVIL  SERVICE  COMMISSION 
See  also  COMMISSIONS  (1.29) 

OFHCERS,  CITY,  COUNTY 
(1.23) 

Affirmative  action  plan  duties  16.9-24 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.170 

Executive  officer,  workers’  compensation 
task  force  membership  16.83-1 
Fees,  scope,  designation  8.26 
Internship  programs 

See  INTERNSHIP  PROGRAMS 
(16.9-1,  16.9-17) 

Personnel 

employee  organization 

decertification,  duties  when  16.212 
recognition  duties  16.211 
employee  relations,  powers,  duties 
generally  16.204 
residency  requirements,  map 
maintenance  duties  16.99 
training  courses 

present  assignment,  authority  when 

16.9-4 

promotional  training,  authority  when 

16.9- 4 

rules,  regulations  promulgation 

16.9- 8 

training  courses  appeals  duties 
present  position  training  16.9-7 
promotional  training  16.9-6 
Personnel  general  manager,  supplemental 
training,  employment  program  duties 
16-9.11 

Police  department,  ranks,  positions,  new, 
recommendation  authority  2A.76 
Public  service  internship  program 

establishment,  development  authority 

16.9-17 

intern  qualifications  designation  16.9-20 
Public  works,  improvements  contracts 

airport  contracts,  prevailing  wage  duties, 
authority  6.1-3 

wage,  prevailing  rate  determination 
duties  6.37 

Sexual  harassment  complaint  procedure 
duties  16.9-25 

War  reparation  recommendation  10D.3 


CIVIL  SERVICE  COMMISSION  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.138 

CIVIL  SERVICE  COMMISSION 
EXAMINATION  RESEARCH  AND 
DEVELOPMENT  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.192 

CIVIL  SERVICE  COMMISSION 
HNGERPRINT  PROCESSING  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-28 

CIVIL  SERVICE  SYSTEM 
See  PERSONNEL  (16.7) 

CLAIMS  AGAINST  CITY,  COUNTY 
By  non-uniformed  officers,  employees 
automobile,  privately-owned,  use  by 
personnel  10.35 

damaged,  destroyed  property  10.25-8 
stolen  property,  permitted  when  10.25-9 
By  uniformed  officers,  employees 
applicability  of  provisions  10.25-1 
equipment,  property,  prostheses  repair, 
replacement 

limitations,  authority  10.25-6 
permitted  when  10.25-3 
filing,  time  limits  10.25-4 
payment  permitted  when  10.25-5 
rules,  regulations  promulgation  10.25-7 
uniformed  officers,  employees 
See  also  Specific  Subject 
applicability  of  provisions  10.25-1 
designated  10.25-2 
Disposition 

See  also  Settlement  (10.21) 
authority,  certain  commissions  10.20-6 
procedure  generally  10.20-5 
Filing 

contents  10.20-2 
late  claim 

procedure  10.20-7 
stamte  of  limitations,  waiver  when, 
fee  10.20-8 

place  of  presentation,  procedure  10.20-4 
required  10.20-1 
time  limits  10.20-3 
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Laic  claim 

Sec  also  Filing  (10.20-7) 
statute  of  limitations,  waiver  when,  fee 
10.20-8 

Minor’s  claim,  settlement  10.22-1 
Officers,  by 

Sec  By  non-uniformed  officers, 
employees  (10.25-8) 

By  uniformed  officers, 
employees  (10.25-1) 

Personnel,  by 

See  By  non-uniformed  officers, 
employees  (10.25-8) 

By  uniformed  officers, 
employees  (10.25-1) 

Settlement 

See  also  Disposition  (10.20-5) 
claims  in  favor  of  city,  county 

moneys,  deposit  requirements  10.26 
notice  requirements  10.23 
procedure  generally  10.24 
exceptions,  designated  claims  10.25 
grievances  filed  pursuant  to  valid 
memorandum  of  understanding 
10.25-12 

litigation  not  exceeding  twenty-five 
thousand  dollars  10.22-2 
minor’s  claim  10.22-1 
prior  to  presentment  10.20-9 
unlitigated  claims,  requirements 
claims  over  twenty-five  thousand 
dollars  10.22 
generally  10.21 

Statute  of  limitations,  waiver  when,  fee 
10.20-8 

Time  limits  10.20-3 

CLEARINGHOUSE  REPRESENTA-nVE 
Designation,  purpose,  service  fees  10.9-1 

CLERK,  COUNTY 

See  also  CLERK-RECORDER,  COUNTY 
(16.3-8) 

COUNTY  CLERK  CASH 
REVOLVING  FUNDS  (10.159) 
OFHCERS,  Cl’TY,  COUNTY 
(1-23) 

Bond,  charter,  state  required 

See  also  OFHCERS,  CITY,  COUNTY 
(16.136) 

designated  16.136-1 


Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.340 

Documents,  services,  fees,  designated 
8.33.1 

Domestic  partnership  declaration 
solemnizing,  duties,  authority  62.9 
Duties  consolidated  with  recorder,  office 
renamed  16.3-8 

Fees,  from  public  administrator,  payment 

1.22 

CLERK  OF  THE  BOARD 

Absence,  chief  assistant  clerk  authority 
when  2.3 

Air  pollution  ordinances,  regulations 
compilation  duties  2.6 
Appointing  authority,  assistant  clerks  of  the 
board  2.40 

Assessment  appeals  boards  clerk, 
administrator 

assessment  hearing  officers  designation 
2B.14 

designated,  powers,  duties  generally 
2B.7 

evaluation,  biannual,  duties  2B.19 
meeting  duties  2B.6 
summary  report,  recommendation 
transmittal  to  applicant  2B.17 
Assistant  clerks  of  the  board 

chief  assistant  clerk,  authority  when  2.3 
position  created,  powers,  duties 
generally  2.40 

Bay  Area  Rapid  Transit  District,  payments 
to  city,  agreement  authority  10.3-3 
Board  of  equalization 

assistance,  order  issuance  2.21 
clerk,  designated  ex  officio  2.6-4 
Budget 

interim  positions,  salary  adjustments 
duties  3.16 

proposed  budget,  appropriation 
ordinance,  transmittal  to  committee 
3.9 

Contract  discrimination  prevention 
provisions  proposed  waiver  duties 
12B.5-1 
Corporate  seal 
custody  1 .6 

items  for  sale  by  city,  county,  using, 
authorization  authority  1.6-A 
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official  affinity  credit  cards,  official 
prepaid  phone  cards,  use  authorization 
1.6-B 

Delinquent  account  report 

filing,  lien  collection  duties  10.236 
recordation  10.235 
verification  10.233 
Documents,  services,  fees  8.37 
Fees  8.37 

Franchise  application  fees,  review  costs 
duties  11.75 

Grand  jury,  civil,  final  report  hearing  notice 
duties  2.10 

Minority  business  utilization 

department  failure,  hearing  duties  when 
12D.A.18 

Municipal  bond  proposal  resolution  referral 
duties 

to  citizens’  bond  screening  committee 
2.32 

to  controller  2.33 

Northern  Ireland,  MacBride  Principles, 
duties  generally  12F.6 
Outreach  advertising  revenue  fund 
administration  10.117-114 
Property  contract  discrimination  prevention 
provisions  proposed  waiver  duties 
12C.5-1 

Public  utility  rates,  policy  before  State 
Public  Utilities  Commission, 
determination  2.5 

Refuge  status  provisions,  copies,  duties 
2H.3 

Residential  hotel  unit  conversion, 
demolition,  unlawful,  powers,  duties  when 
41.20 

San  Francisco  Health  Authority  members 
appointment  notice  duties  69.4 
Services  8.37 

Skating  advisory  committee  nonvoting 
representative,  invitation  duties  5.210 
Social  aid  granted,  lien,  release  20.19 
Street,  temporary  use,  occupancy  request 
referral  duties  2.70 
Supervisors  meetings,  language 
interpretation  services  funding  duties 
2.6-2 

Zoning  actions,  assessor  notification 
conditional  use 

appeal  approval  34.3 
approval  34.2 
reclassifications  34.1 


variances 

appeal  approval  34.5 
generally  34.4 

CLERK-RECORDER,  COUNTY 
See  also  ASSESSOR-RECORDER, 
COUNTY  (58.135) 

CLERK,  COUNTY  (1.22) 
OFHCERS,  CITY,  COUNTY 
(1.23) 

RECORDER  (8.24) 

Position  created,  duties  combined  16.3-8 
CODE 

See  ADMINISTRATIVE  CODE  (1.1) 

CODE  ENFORCEMENT 

Program,  administration,  federal  funding 
10.171 

COIT 

See  COMMITTEE  ON  INFORMATION 
TECHNOLOGY  (3.24) 

COLLEGE  DISTRICT,  COMMUNITY 

See  COMMUNITY  COLLEGE  DISTRICT 
(19A.10) 

COLORS,  OFFICIAL 
Designated  1.5-2 

COMBINED  EMERGENCY 
COMMUNICATIONS  CENTER 
911  system 

See  911  EMERGENCY  RESPONSE 
FUND  (10.204) 

Construction,  operation,  functions 
(2A.200) 

Construction,  operation,  functions  2A.200 

COMMERCIAL  DEVELOPMENT  PROJECTS 
First  source  hiring  program 

See  FIRST  SOURCE  HIRING 
PROGRAM  (83.1) 

COMMISSION 

See  Specific  Commission 
COMMISSIONS  (1.29) 

COMMISSION  HEADS 

Budget,  supplemental  budget,  appropriation 
ordinance,  duties  3.15 
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CLAIMS  AGAINST  CITY.  COUNTY 


Laic  claim 

See  also  Filing  (10.20-7) 
statute  of  limitations,  waiver  when,  fee 
10.20-8 

Minor’s  claim,  settlement  10.22-1 
Officers.  by- 

See  By  non-uniformed  officers, 
employees  (10.25-8) 

By  uniformed  officers, 
employees  (10.25-1) 

Personnel,  by 

See  By  non-uniformed  officers, 
employees  (10.25-8) 

By  uniformed  officers, 
employees  (10.25-1) 

Settlement 

See  also  Disposition  (10.20-5) 
claims  in  favor  of  city,  county 

moneys,  deposit  requirements  10.26 
notice  requirements  10.23 
procedure  generally  10.24 
exceptions,  designated  claims  10.25 
grievances  filed  pursuant  to  valid 
memorandum  of  understanding 
10.25-12 

litigation  not  exceeding  twenty-five 
thousand  dollars  10.22-2 
minor’s  claim  10.22-1 
prior  to  presentment  10.20-9 
unlitigated  claims,  requirements 
claims  over  twenty-five  thousand 
dollars  10.22 
generally  10.21 

Statute  of  limitations,  waiver  when,  fee 
10.20-8 

Time  limits  10.20-3 

CLEARINGHOUSE  REPRESENTATIVE 
Designation,  purpose,  service  fees  10.9-1 

CLERK.  COUNTY 

See  also  CLERK-RECORDER.  COUNTY 
(16.3-8) 

COUNTY  CLERK  CASH 
REVOLVING  FUNDS  (10.159) 
OFHCERS.  CITY,  COUNTY 
(1.23) 

Bond,  charter,  state  required 

See  also  OFHCERS,  CITY,  COUNTY 
(16.136) 

designated  16.136-1 


Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.340 

Documents,  services,  fees,  designated 
8.33.1 

Domestic  partnership  declaration 
solemnizing,  duties,  authority  62.9 
Duties  consolidated  with  recorder,  office 
renamed  16.3-8 

Fees,  from  public  administrator,  payment 

1.22 

CLERK  OF  THE  BOARD 

Absence,  chief  assistant  clerk  authority 
when  2.3 

Air  pollution  ordinances,  regulations 
compilation  duties  2.6 
Appointing  authority,  assistant  clerks  of  the 
board  2.40 

Assessment  appeals  boards  clerk, 
administrator 

assessment  hearing  officers  designation 
2B.14 

designated,  powers,  duties  generally 
2B.7 

evaluation,  biannual,  duties  2B.19 
meeting  duties  2B.6 
summary  report,  recommendation 
transmittal  to  applicant  2B.17 
Assistant  clerks  of  the  board 

chief  assistant  clerk,  authority  when  2.3 
position  created,  powers,  duties 
generally  2.40 

Bay  Area  Rapid  Transit  District,  payments 
to  city,  agreement  authority  10.3-3 
Board  of  equalization 

assistance,  order  issuance  2.21 
clerk,  designated  ex  officio  2.6-4 
Budget 

interim  positions,  salary  adjustments 
duties  3.16 

proposed  budget,  appropriation 
ordinance,  transmittal  to  committee 
3.9 

Contract  discrimination  prevention 
provisions  proposed  waiver  duties 
12B.5-1 
Corporate  seal 
custody  1 .6 

items  for  sale  by  city,  county,  using, 
authorization  authority  1.6-A 
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CLERK  OF  THE  BOARD 


official  affinity  credit  cards,  official 
prepaid  phone  cards,  use  authorization 
1.6-B 

Delinquent  account  report 

filing,  lien  collection  duties  10.236 
recordation  10.235 
verification  10.233 
Documents,  services,  fees  8.37 
Fees  8.37 

Franchise  application  fees,  review  costs 
duties  11.75 

Grand  jury,  civil,  final  report  hearing  notice 
duties  2.10 

Minority  business  utilization 

department  failure,  hearing  duties  when 
12D.A.18 

Municipal  bond  proposal  resolution  referral 
duties 

to  citizens’  bond  screening  committee 
2.32 

to  controller  2.33 

Northern  Ireland,  MacBride  Principles, 
duties  generally  12F.6 
Outreach  advertising  revenue  fund 
administration  10.117-114 
Property  contract  discrimination  prevention 
provisions  proposed  waiver  duties 
12C.5-1 

Public  utility  rates,  policy  before  State 
Public  Utilities  Commission, 
determination  2.5 

Refuge  status  provisions,  copies,  duties 
2H.3 

Residential  hotel  unit  conversion, 
demolition,  unlawful,  powers,  duties  when 
41.20 

San  Francisco  Health  Authority  members 
appointment  notice  duties  69.4 
Services  8.37 

Skating  advisory  committee  nonvoting 
representative,  invitation  duties  5.210 
Social  aid  granted,  lien,  release  20.19 
Street,  temporary  use,  occupancy  request 
referral  duties  2.70 
Supervisors  meetings,  language 
interpretation  services  funding  duties 
2.6-2 

Zoning  actions,  assessor  notification 
conditional  use 

appeal  approval  34.3 
approval  34.2 
reclassifications  34.1 


variances 

appeal  approval  34.5 
generally  34.4 

CLERK-RECORDER,  COUNTY 
See  also  ASSESSOR-RECORDER, 
COUNTY  (58.135) 

CLERK,  COUNTY  (1.22) 
OFHCERS,  CITY,  COUNTY 
(1.23) 

RECORDER  (8.24) 

Position  created,  duties  combined  16.3-8 
CODE 

See  ADMINISTRATIVE  CODE  (l.I) 

CODE  ENFORCEMENT 

Program,  administration,  federal  funding 
10.171 

COIT 

See  COMMITTEE  ON  INFORMATION 
TECHNOLOGY  (3.24) 

COLLEGE  DISTRICT,  COMMUNITY 

See  COMMUNITY  COLLEGE  DISTRICT 
(I9A.I0) 

COLORS,  OFHCIAL 
Designated  1.5-2 

COMBINED  EMERGENCY 
COMMUNICATIONS  CENTER 
911  system 

See  911  EMERGENCY  RESPONSE 
FUND  (10.204) 

Construction,  operation,  functions 
(2A.200) 

Construction,  operation,  functions  2A.200 

COMMERCIAL  DEVELOPMENT  PROJECTS 
First  source  hiring  program 

See  FIRST  SOURCE  HIRING 
PROGRAM  (83.1) 

COMMISSION 

See  Specific  Commission 
COMMISSIONS  (1.29) 

COMMISSION  HEADS 

Budget,  supplemental  budget,  appropriation 
ordinance,  duties  3.15 
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COMMISSION  ON  THE  AGING 


COMMISSION  ON  THE  AGING 
See  also  COMMISSIONS  (1.29) 

Adult  day  health  care  planning  council 
assistance  44.8 

Appointment,  term,  organization,  meetings, 
compensation  5.51 

Area  agency  on  the  aging,  designated  5.52 
Council 

See  also  ADVISORY  COUNCIL  ON 
THE  AGING  (5.54) 
bylaws  development,  adoption  5.54 
Definitions  5.50 

Director,  appointment,  authority  generally 
5.51 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.105 

In-home  supportive  services  public  authority 
governing  body  membership  70.2 
Powers,  duties  generally  5.53 
Victim/witness  assistance  policy  committee 
duties  36.2 

COMMISSION  ON  THE  AGING  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 

(10.125) 

Designated  10.169-15 

COMMISSION  ON  THE  ENVIRONMENT 
See  also  COMMISSIONS  (1.29) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.201 
Integrated  pest  management  duties 
See  Pesticides  use  (39.6) 

Pesticides  use 

antimicrobial  agents  use  determination 
39.8 

integrated  pest  management 
See  also  Specific  Subject 
implementation  duties  39.6 
notification  requirements  exemption 
authority  39.5 

COMMISSION  ON  THE  ENVIRONMENT 
CASH  REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 

(10.125) 

Designated  10.169-12 


COMMISSION  ON  THE  STATUS  OF 
WOMEN 

See  also  COMMISSIONS  (1.29) 
Affirmative  action  plan  duties  16.9-24 
CEDAW  implementation,  duties  generally 
12K.3,  12K.4 

CEDAW  task  force,  duties  generally  12K.4 
Cooperation 

city,  county  entities  33.7 
similar  groups  33.5 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.175 

Domestic  violence  program  administration, 
coordination  authority,  duties  10.117-21 
Executive  director,  duties  generally  33.3 
Findings  33.1 
Policy  designated  33.2 
Powers,  duties  33.4 
President 

CEDAW  task  force  membership  12K.4 
family  violence  advisory  council 
advisory  committee  membership 

5.190- 4 

steering  committee  membership 

5.190- 2 

Purpose  of  provisions  33.1 
Report  duties  33.6 
Sexual  harassment,  duties  concerning 
16.9-25 

Staff,  selection,  composition,  supervision 
33.3 

Victim/wimess  assistance  policy  committee 
duties  36.2 

COMMISSION  ON  THE  STATUS  OF 
WOMEN  CASH  REVOLVING  FUND 
See  also  CASH  REVOLVING  FUNDS 

(10.125) 

Designated  10.169-11 

COMMISSIONS 

See  also  Specific  Commission 

CONFLICT  OF  INTEREST 
CODE  (58.1) 

Affirmative  action  plan  duties  16.9-24 
Annual  reports 

filing  with  library,  failure,  penalty  8.16 
requirements  generally  1.56 
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COMMISSIONS 


Budget 

estimate,  filing  duties  3.3 
long-term  planning,  goals,  strategies, 
strategic  plans,  duties  3.5 
public  participation  provision  duties  3.8 
Burma,  city,  county  business  with, 
prohibitions 

implementation  reports  12J.8 
rules,  regulations  promulgation  12J.5 
Capital  improvement  projects 

long-term  financing  proposals,  submittal, 
duties  3.22 

proposals,  submittal  duties  3.21 
Chief  executives,  powers,  duties  generally 
2A.30 

City,  county  personnel  membership,  roster 
requirements  16.9-15 
Commission  on  the  status  of  women, 
cooperation  duties  33.7 
Contracts  with  city,  county,  member 
prohibitions,  exceptions  16.980 
Downtown  plan  monitoring  report 
contribution  10E.4 

Fees,  taxes,  charges  payment,  credit  card, 
debit  card,  ATM  card  acceptance  authority 
10.11-1 

First  source  hiring  program 
duties  generally  83.7 
Gifts  to 

See  also  GIFTS  TO  CITY,  COUNTY 
(10.116-1) 

acceptance,  authority  generally  10.116 
Income  tax  accounting,  reporting  duties 
10.18 

Inquiries  from  board  of  supervisors, 
response  requirements  1 .23 
Minority  business  utilization 
best  effort  duties  12D.A.14 
duties  generally  12D.A.9 
Petitions  to,  consideration  duties  1.32 
Projects,  city,  pre-approval  signposting 
duties 

alternative  notices  79.6 
designated  79.5 
generally  79.1 

Public  service  internship  program, 
cooperation,  duties  generally  16.9-18 
Public  works,  improvements  contracts, 
design-build  and/or  finance  program 
proposals,  authority,  duties  6.09 
Real  property  transfer  request  duties  23.10 


Resource  conservation,  city,  county, 
implementation  report  duties  21A.16 
Revenue,  taxation  report  contribution 
10A.3 

Rules,  regulations  posting,  availability 
8.15 

Sexual  harassment,  policy  designated, 
applicability,  complaint  procedure 
16.9-25 

Voting  requirements  1 .29 

COMMITTEE 

See  Specific  Committee 
COMMITTEES  (1.29) 

COMMITTEE  ON  INFORMATION 
TECHNOLOGY 
See  also  COMMITTEES  (1.29) 

Created,  composition,  powers,  duties 
generally  3.24 

Information  technology  commodities, 
services  procurement 
competitive  procurement  exemption 
determination  2 IB. 4 
policies,  promulgation,  duties  generally 
21B.10 

protest  procedures  development  2 IB.  11 
provisions  applicability  determination 
21B.3 

Staff,  provision  3.25 

Sub-committee,  composition,  powers,  duties 
3.25 

COMMITTEES 

See  also  Specific  Conunittee 
City,  county  personnel  membership,  roster 
requirements  16.9-15 
Meetings,  language  interpretation  services, 
provision  2.6-2 
Voting  requirements  1.29 

COMMUNICATION  FACILITIES 
See  TELECOMMUNICATIONS 
FACILITIES  (22B.1) 

COMMUNITY  COLLEGE  DISTRICT 
Allied  health  profession  training  contract 
19A.10 

Contract  award,  price  reduction  to  reflect 
sales  tax,  business  tax  revenues 
See  PURCHASING  (21C.1) 
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COMMUNITY  COLLEGE  DISTRICT 


Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.177 

COMMUNITY  DEVELOPMENT 
RESIDENTIAL  REHABILITATION 
ASSISTANCE  PROGRAM  UNUSED  SICK 
LEAVE  ACCOUNT 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  16.17-1 

COMMUNITY  FAIRS,  EVENTS 

Foster  care,  adoptive  families,  information, 
recruitment,  authority,  hold  harmless 
agreement  with  sponsors,  organizers  1.46 

COMMUNITY  MENTAL  HEALTH 
SERVICE 

See  MENTAL  HEALTH  SERVICE  (15.1) 

COMMUNITY  MENTAL  HEALTH 
SERVICES  VOCATIONAL 
REHABILITATION  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.154-1 

COMMUNITY  REDEVELOPMENT  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.91 

COMMUNITY  SERVICE 
Alternative  sentencing 

See  also  WORK  FURLOUGH 
PROGRAM  (13.60) 
administrative  fees,  applicability  8.30 
Youths,  community  service  agencies 
supervising,  hold  harmless  agreement 
1.43 

COMPENSATION 
See  Specific  Subject 

PERSONNEL  (10.27-1,  16.90,  16.301, 
18.1) 


COMPUTERS 

See  also  INFORMATION  TECHNOLOGY 
(3.24) 

Public  documentary  information  on  city, 
county  computer  systems,  use,  release 
regulations,  requirements  when  67.21 
System  time,  programming  time,  sale 
permitted  when  8.12-1 

CONCESSIONS 

City,  county  property,  agreements  2.6-1 

CONDOMINIUM  CONVERSION 

See  APARTMENT  UNIT  CONVERSION 
(41A.1) 

HOUSING  CODE  ENFORCEMENT 
LOAN  PROGRAM  (40.1) 
RESIDENTIAL  HOTEL  UNIT 
CONVERSION,  DEMOLITION 
(41.1) 

TIME-SHARE  CONVERSION  (41C.1) 

CONFLICT  OF  INTEREST  CODE 
Adopted  58.1 
Copies  on  file  58.2 
Definitions  58.9 
Disclosure  categories,  positions 
administrator,  city  58.155 
agriculture,  weights,  measures 
department  58.110 
airports  commission  58.115 
animal  control  department  58.120 
art  commission  58.130 
Asian  Art  Museum  58.125 
assessor-recorder  58.135 
board  of  supervisors  58.145 
building  inspection  department  58.150 
city  attorney  58.165 
civil  service  commission  58.170 
clerk,  county  58.340 
commission  on  the  aging  58.105 
commission  on  the  status  of  women 
58.175 

community  college  district  58.177 
controller  58.180 
court  positions  58.500 
disclosure  category  1 

See  also  Specific  Subject 
contents  58.7 
district  attorney  58.185 
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CONFLICT  OF  INTEREST  CODE 


economic  opportunity  council  58.190 
elections  department  58.198 
emergency  services  58.200 
environment  commission  58.201 
ethics  commission  58.202 
film,  video  arts  commission  58.207 
Fine  Arts  Museums  58.210 
fire  department  58.215 
generally,  applicability  58.8 
grand  jury,  civil  58.168 
hazardous  materials  advisory  committee 
58.225 

housing  authority  58.220 
human  resources  department  58.235 
human  rights  commission  58.240 
human  services  commission  58.385 
joint  powers  financing  authority  58.245 
juvenile  probation  commission  58.250 
landmarks  preservation  advisory  board 
58.252 

law  library  58.255 
mayor’s  office  58.260 
medical  examiner  58.265 
office  of  citizen  complaints  58.267 
parking  authority  58.270 
parking,  traffic  department  58.272 
permit  appeals  board  58.275 
planning  department  58.280 
plumbing,  electrical  examiners  boards 
58.205 

police  department  58.285 
port  commission  58.290 
private  industry  council  58.382 
public  administrator/public  guardian 
58.300 

public  defender  58.305 
public  health  department  58.310 
public  library  58.315 
public  transportation  commission 
58.323 

public  utilities  commission  58.320 
public  works  department  58.325 
purchasing  department  58.330 
real  estate  department  58.335 
recreation,  park  department  58.345 
redevelopment  agency  58.350 
relocation  appeals  board  58.357 
residential  rent  stabilization,  arbitration 
board  58.365 
retirement  system  58.370 
San  Francisco  Health  Authority  58.218 
school  district  58.383 


sheriff  58.380 

telecommunications,  information 
services  department  58.195 
transportation  authority,  county  58.375 
treasurer,  tax  collector  58.390 
War  Memorial,  Performing  Arts  Center 
58.405 

Disclosure  requirements 

See  also  Disclosure  categories,  positions 
(58.7) 

appointment,  notice  when  58.6 
filing  officers 

designation  58.4 
report  requirements  58.5 
generally  58.3 

resignation,  retirement,  notice  when 
58.6 

state-designated  positions  58.600 
State  code  adopted  58.1 

CONSERVATION 

See  RESOURCE  CONSERVATION,  CITY, 
COUNTY  (2IA.1) 

CONSTITUTIONAL  REVISION  CITIZENS 
ADVISORY  COMMISSION 
See  also  COMMISSIONS  (1.23) 

City,  county  participation,  provisions 
16.6-8 

CONSTRUCTION,  OTHER  PROJECTS, 
UTILITY  LIAISON  COMMITTEE 
See  also  COMMITTEES  (1.29) 

Established,  composition,  powers,  duties 
generally  5.63 

CONSULTANTS 

See  CAMPAIGN  CONSULTANTS 
(16.540) 

CONTAMINATING  AGENT 

Combatting,  emergency  procedures 
See  EMERGENCY  (7.15) 

CONTINGENT  FUND  OF  THE  CHIEF  OF 
POLICE 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  2 A. 82 
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CONTRACT 


CONTRACT 

See  also  Specific  Subject,  Type 

NONPRORT  ORGANIZATIONS 
(I2L.I) 

PUBLIC  WORKS. 
IMPROVEMENTS 
CONTRACTS  (6.1) 
PURCHASING  (21.10) 

Board  of  supervisors  approval  required 
one  million  dollars,  more  1.28 
requirements  generally  2.6-6 
Boards,  members,  contracts  with  city, 
county,  prohibitions,  exceptions  16.980 
Burma,  city,  county  business  with, 
prohibitions 
See  BURMA  (12J.1) 

Commissions,  members,  contracts  with  city, 
county,  prohibitions,  exceptions  16.980 
Discrimination  prevention  provisions 
See  also  MINORITY  BUSINESS 
ENTERPRISE  (12D.1) 
MINORITY  BUSINESS 
UTILIZATION  (12D.A.1) 
PROPERTY  CONTRACTS 
(12C.1) 

PUBLIC  WORKS, 
IMPROVEMENTS 
CONTRACTS  (6.55) 
administration  12B.3 
applicability,  limitations  12B.5 
definitions  12B.1 
designated  12B.2 
exceptions,  waivers  12B.5-1 
inclusion  required  12B.1 
nondiscrimination  guidelines  12B.5 
property  contracts 
See  Specific  Subject 

PROPERTY  CONTRACTS 
(12C.1) 

severability  12B.2,  12B.6 
First  source  hiring  program 

See  FIRST  SOURCE  HIRING 
PROGRAM  (83.1) 

Historical  property  preservation,  restoration 
rehabilitation,  property  tax  reduction. 
Mills  Act  contracts 

See  HISTORICAL  PROPERTIES  (71.1) 
Hotel,  restaurant  development  projects  with 
city,  county  proprietary  interest,  labor 
representation  procedures 
See  REAL  PROPERTY  (23.31) 


Information  technology  conunodities, 
services  procurement 
See  INFORMATION  TECHNOLOGY 
(21B.1) 

MacBride  Principles,  applicability 
See  NORTHERN  IRELAND  (12F.1) 
Myanmar,  city,  county  business  with, 
prohibitions 
See  BURMA  (12J.1) 

Nondiscrimination  provisions 
See  Discrimination  prevention 
provisions  (12B.1) 

PROPERTY  CONTRACTS  (12C.1) 
One  million  dollars,  more,  board  of 
supervisors’  approval  required  1.28 
Pesticides,  use  regulations 

See  also  INTEGRATED  PEST 

MANAGEMENT  (39.1) 
compliance  requirements  39.9 
Tropical  hardwoods,  virgin  redwood  ban 
See  TROPICAL  HARDWOODS, 

VIRGIN  REDWOOD  BAN  (121.1) 

CONTROLLER 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Actions  against  by  city,  county,  special 
counsel  contract  authority  10.28 
Adult  probation  booking  fee  establishment 
duties  8.38 

AFDC  cash  revolving  funds  duties 
10.157-1 

Affirmative  action  plan  duties  16.9-24 
Affordable  housing  and  home  ownership 
bond  program  account  duties  81.3 
Appointing  authority,  housing  code 
enforcement  loan  program  loan  committee 
40.14 

Appropriations 

allotment  schedule  duties  10.05 
disbursements,  duties  10.07 
encumbrances,  duties  10.06 
salary  ordinance,  annual,  adjustment 
authority  10.04 

unused,  unencumbered,  transfer  to  cash 
reserve  fund  10.02 
Audit  advisory  committee  membership 
10.4-1 
Audits 

duties,  authority  generally  2A.20,  10.6 
report  duties  10.7-1 
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Bond,  charter,  state  required 

See  also  OFHCERS,  CITY,  COUNTY 
(16.136) 

designated  16.136-1 
Budget 

annual  appropriation  ordinance, 
preparation,  duties  generally  3.11 
estimates,  duties  generally  3.3 
interim  positions,  salary  adjustments 
duties  3.16 

proposed  budget,  appropriation 
ordinance  assistance,  scope,  authority 
3.13 

requirements,  related  matters. 

information,  duties  generally  3.12 
three-year  estimated  summary  budget 
duties  3.6 

unused  funds  transfer  authority  3.18 
Capital  improvement  advisory  committee 
membership  3.20 
Cash  reserve  fund  duties  10.08 
Cash  revolving  funds 

disapproved  disbursements,  duties  when 
10.131 

reimbursement  authority  10.130 
Claims  against  city,  county 

by  uniformed  officers,  employees,  rules, 
regulations  promulgation  authority 
10.25-7 

duties  generally  10.20-5,  10.21 
Committee  on  information  technology 
membership  3.24 

Deferred  payment  of  settlements  trust  fund, 
authority,  duties  generally  10.117-20 
Disaster  council  membership  7.3 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.180 

District  attorney  using  funds,  duties  when 
2A.70 

Excelsior  Youth  Center  fund  duties 
10.117-121 

Fees  refund  claim  audit,  warrant  issuance 
duties  10.43-1.4 
Fiscal  matters  recommendations 
implementation  report  duties  2.10 
Franchise 

application  fees,  review  costs  duties 
11.75 

investigation,  report  11.7 


Fundraising  drive,  annual  joint  drive,  duties 
16.93-3 

Funds,  receipt  of  funds  formerly  received 
by  sheriff  10.82 

General  assistance  cash  revolving  funds 
duties  10.157-2 

Grants,  federal,  state,  other,  accounting 
duties  10.170-2 
Housing  authority  accounting 
contract  establishment  12.4 
duties  designated  12.6 
Hunters  Point  Reclamation  District 
controller-auditor,  designation  as, 
authority  generally  10.8-1 
Income  tax  accounting,  reporting,  duties 
generally  10.17 

In-home  supportive  services  public  authority 
fiscal  services  contract  authority  70.4 
Jail  stores  accounting  methods  prescription 
13.12 

Laguna  Honda  Home,  patient  money 
accounting  methods  determination 
10.114-1 

Lost  warrant,  check,  duties,  authority  when 
10.182 

Minority  business  enterprise 

See  also  Minority  business  utilization 
(12D.A.7) 

powers,  duties  generally  12D.7 
utilization  report  duties  12D.12 
Minority  business  utilization 

See  also  Minority  business  enterprise 
(12D.7) 

powers,  duties  generally  12D.A.7 
prompt-payment  policy  implementation 
12D.A.9 

Municipal  bond  proposal  resolution, 
analysis  duties  2.33 
Northern  Ireland,  MacBride  Principles, 
duties  generally  12F.6 
Officer  bond 
blanket  bond 

approval  16.151 
custodian,  designation  as  16.153 
charter,  state  required  bond 
approval  16.140 
custodian,  designation  as  16.142 
Off-street  parking,  city,  county  property 
acquisition,  lease,  management 
disabled  persons  courtesy  coupons, 
issuing  association  books,  records 
review  authority  17.19 
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lessor,  operator  books,  records,  access 
rights  17.15 

Payroll  preparation  authority  18.2 
Performance,  efficiency  audit  office 
establishment,  duties  generally  2.92 
Personnel 

automobile,  privately-owned,  use 
mileage  rate  determination  10.34 
voucher  rules  promulgation  10.36 
blanket  bond 

approval  16.130 
custodian,  designated  16.131 
employee  information  report  duties 

18.14 

salary,  wage  deductions 
administration  16.91 
authority  generally  16.90 
service  fee  determination,  charge 
authority  16.92 

salary,  wage  overpayment  offsetting 
hearing  10.27-7 
vacation  payment  procedure 
determination,  entitlement  from  two  or 
more  departments  16.16 
Powers,  duties  generally  2A.30 
Prisoner  extradition  fund  disposition  13.17 
Property  lease,  agreement,  funds 
authorization  23.19 
Property  tax 

collection  authority,  secured  personal 
property  taxes  10.3-1 
damaged  property,  reassessment  duties 
10.2-5 

Public  works,  improvements  contracts,  wage 
noncompliance,  payment  deduction 
authority  when  6.42 
Purchasing 

contract  cancellation  approval  authority 
21.34 

funds  maintenance  approval  authority 
21.28 

irresponsible  contractor  disqualification 
authority  generally  21.24 
duties  generally  21.24-2 
powers,  duties  generally  6.01 
rules,  regulations  approval  21.18 
surety  bond  amount  determination 

21.15 

surety  company  approval  authority 

21.16 


Radio  communications  facilities,  proposed 
expenditures  investigation  request 
authority  22.2 

Real  property,  city,  county,  lease  audit 
duties  10.6-2 

Rent  stabilization,  arbitration  fees, 
calculation  37A.2 

Reports,  scope,  duties  generally  2A.19 
Revenue,  taxation  report  duties  lOA.l, 
10A.2 

Rewards,  payment  authority  10.177 
Seismic  safety  retrofit  program  board 
member  66.6 

Service-rendering  agencies  cost  recovery 
CETA  program,  applicability,  effect  of 
provisions  10.199-1 
costs  determination  10.195 
funds  allocation  by  recipient  agencies 
budget  review  10.199 
general  service  charge  computation 
10.197 

survey  duties  10.196 
Special  funds,  accounts,  creation  authority 
10.80 

State  legislation  committee  membership  5.7 
Streets,  roads,  expenditure  report  duties 
10.3-2 
Taxes 

See  also  Specific  Tax 
certain  acts  designated,  performance 
authority  10.2 
tax  rate  levy,  annual 

ordinance,  amendment  preparation 
duties  1.19 

proceeds  apportionment,  distribution 
duties  1.19-1 

unidentified  collections,  account 
maintenance  duties  10.44 
Training  reimbursement  authority 
assessor’s  office  personnel  16.6-10 
human  rights  commission  personnel 
16.6-9 

Treasurer  audit  duties  10.6-3 
Veterans’  exemption  claims  audit 
authority,  duties  generally  10.6-1 
performance,  contract  authority  10.7 
Voter  registrar,  documents  copying  costs 
reimbursement  8.22 
Welfare  warrant  mailing  20.26 
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CONTROLLER  CASH  REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 

(10.125) 

Designated  10.139 

CONTROLLER’S  OFFICE 

Supportive  housing  service  fund  duties 
I0.II7-I13 

CONVENTION  FACILITIES 

Americans  with  Disabilities  Act, 
compliance,  hold-harmless  agreements 
1.25-7 

CONVENTION  FACILITIES  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 

(10.125) 

Designated  10.137 

CONVENTION  FACILITIES  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.201 

CONVENTION  PROMOTION  AND 
SERVICES  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.109-6 

CORONER 

See  also  MEDICAL  EXAMINER- 
CORONER  (58.265) 

MEDICAL  EXAMINER- 
CORONER  CASH  REVOLVING 
FUNDS  (10,169-21) 

OFHCERS,  CITY,  COUNTY 
(1-23) 

Peace  officer  recruitment,  training,  scope, 
authorization  10.117-3.1 
Veterans,  veterans’  widows,  interment, 
administrative  officer,  designated,  duties 
generally  16.3-6 

CORPORATE  SEAL 
Designated  1.6 
Using 

generally  1.6 

items  for  sale  by  city,  county,  using 
city  store,  availability,  purpose, 
profits,  use  1.48 

purpose,  authorization,  procedure, 
regulations  1.6-A 


official  affinity  credit  cards,  official 
prepaid  phone  cards  1.6-B 
vehicles,  city  4.10 

CORRECTIONS  OFnCERS  TRAINING  AID 
Reception,  recruitment,  training  standards 
adherence  agreement  10.170-4 

COUNCILS 

See  also  Specific  Council 
Voting  requirements  1.29 

COUNTY  CLERK  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 

(10.125) 

Designated  10.159 

COUNTY  JAIL 

See  JAIL  (10.39-2,  13.1) 

COUNTY  JAIL  PRISONERS  WELFARE 
FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-8 

COURT 

See  MUNICIPAL  COURT  (305,  58.500) 
SUPERIOR  COURT  (5.190-2) 

COURTHOUSE  CONSTRUCTION  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-35 

CREDIT  CARDS 

City,  county  services  payment  10.11-1 
San  Francisco  affinity  credit  cards,  sales, 
program,  corporate  seal  use  1.6-B 
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CRIMINAL  HISTORY  RECORDS 

Destruction,  schedule,  regulations  generally 
8.25 

CRIMINALISTICS  LABORATORY  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-80 

CULTURAL  EQUITY  ENDOWMENT  FUND 
See  also  FUNDS  (10.81) 

Administration,  implementation,  scope, 
authority,  appeals  68.8 
Arts  cultural  equity  funding 
See  also  Specific  Subject 
goal,  purpose  of  provisions  68.1 
principles  68.2 
Established,  expenditures  68.3 
Programs,  regulations 

commissions  to  individual  artists 
program  68.5 

cultural  equity  initiatives  program  68.4 
facilities  fund  program  68.7 
project  grants  program  68.6 
Purpose  of  provisions  68.1 

— D — 

DAHLIA 

Official  flower,  designated  1.5 

DALE  ACCOUNT 

See  DRUG  ABUSE  LAW 

ENFORCEMENT  ACCOUNT 
(10.185) 

DATA  PROCESSING 

See  COMPUTERS  (8.12-1) 

INFORMATION  TECHNOLOGY 
(3.24) 

DEATH  ALLOWANCE 

See  RETIREMENT  SYSTEM  (16.80-1) 

DEATH  REVIEW  TEAM 

See  INTERAGENCY  DO.MESTIC 
VIOLENCE  DEATH  REVIEW 
TEAM  (5.190-7) 

DEBIT  CARDS 

City,  county  services  payment  10.1 1-1 


DEFERRED  PAYMENT  OF  SETTLE.MENTS 
TRUST  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-20 

DEFINITIONS 

See  Specific  Subject 

DELINQUENCY  PREVENTION 
COMMISSION 

See  also  CO.MMISSIONS  (1.29) 

FRIENDS  OF  THE 
DELINQUENCY  PREVE.NTION 
COMMISSION  SPECIAL  FUND 
(10.117-104) 

Appointment,  terms,  vacancy  filling  20.51 
Establishment  20.50 
Funding  20.52 

DELINQUENT  REVENUE  COLLECTION 
Airports  commission,  duties  10.41-1 
Assignment  permitted  when  10.39-1 
Authority  designated  10.39 
Bureau 

See  BUREAU  OF  DELINQUENT 
REVENUE  COLLECTION 
(10.37) 

Claim  abandonment,  compromise  when 
10.40 

Delinquency  report  requirements  10.38 
Funds  recovery,  authority,  contract 
10.39-1.1 

Port,  duties  10.41-1 
Report  requirements  10.42 
Social  services  department,  duties  10.41-1 
Utility  accounts,  municipally-owned 
utilities,  procedure  10.41 

DELINQUENT  REVENUE  COLLECTION 
BUREAU 

See  BUREAU  OF  DELINQUENT 

REVENUE  COLLECTION  (10.37) 

DENTISTRY  STUDENT  TRAINING 

Allied  health  profession  training,  contract 
19A.10 

Contract  19A.9 

DEPARTMENT 

See  Specific  Department 
DEPARTMENTS  (3.5) 
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DEPARTMENT  DIRECTORS 

Sec  also  Specific  Deparimeni  Director 

OFFICERS.  CITY.  COUNTY 
(1.23) 

Public  works,  improvements  contracts, 
design-build  and/or  finance  program 
proposals,  authority,  duties  6.09 

DEPARTMENT  HEADS 

See  also  Specific  Department  Head. 
Director 

OFFICERS.  CITY.  COUNTY 
(16.136) 

PERSONNEL  (16.7) 

Affirmative  action  plan  duties  16.9-24 
Budget,  supplemental  budget,  appropriation 
ordinance,  duties  3.15 
Burma,  city,  county  business  with, 
prohibitions,  rules,  regulations 
promulgation  12J.5 
Committee  on  information  technology' 
membership  3.24 

Delinquent  account  report  duties  10.38. 
10.231 

Downtown  plan  monitoring  report 
contribution  10E.4 
Emergency  use  fund  appropriations 
authority  10.03 

Employee  assistance  program  information 
duties  16.9-28 

Equipment  inventory,  losses,  damages, 
report  duties  21.32 

Film  production,  department  property  use 
agreement  authority  57.5 
Food  vending  machines  installation 
authority  designated  4.2 
Minority  business  utilization,  duties 
generally  12D..A.9 

Payroll,  pay  warrants  delivery  duties  1 8.7 
Personnel 

See  also  Specific  Subject 
employee  information  report  duties 
18.14 

employee  suggestion  program 

department  suggestion  committee 
appointment  authority  16.112 
departmental  administrator 
designation  authority  1 6. 1 1 1 
responsibilities  generally  16.110 
retirement  system  members  status 
change,  notice  duties  when  16.44 


suggestion  submittal,  duties  when 
16.116 

Polluting  garden,  utility  equipment 

purchase  prohibition  exemption  authority 
21.18-6 

use  prohibitions,  exemptions,  procedures 
establishment  4.14 
Powers,  duties  generally  2A.30 
Public  works,  improvements  contracts 
authority  generally  6.05,  6.06 
bid  security  modification  authority  6.19 
design-build  and/or  finance  program 
proposals,  authority,  duties  6.09 
Purchasing 

authority  generally  6.01,  21.2 
contract 

authority  generally  6.06 
cancellation  approval  authority 
21.34 

Records,  city,  county- 

classification,  retention,  destruction, 
authority,  duties  8.3 
essentia]  records  preservation  duties  8-9 
preservation,  filing  responsibilities  8.2 
Revenue,  taxation  report  contribution 
10A.3 

Surplus  materials,  supplies,  equipment, 
disposition  authority  6.01 
Workers’  compensation  task  force 
membership  16.83-1 

DEPARTMENT  GENERAL  MANAGERS 
See  also  Specific  Department  General 
Manager 

OFnCERS.  CITY.  COUNTY 
(1.23) 

Public  works,  improvements  contracts, 
design-build  and/or  finance  program 
proposals,  authority,  duties  6.09 

DEPARTMENT  OF  ELECTRICITY  AND 
TELECO.MMUNIC.ATIONS  .AWARDS 
FU.ND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.109-1 1 

DEPART.MENT  OF  HEALTH  METHADONE 
TREATMENT  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.110-1 
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DEPARTMENT  OF  PUBLIC  HEALTH 
PUBLICATION  FUND 
See  also  FUNDS  (10.81) 

Created,  deposits,  use  8.35 

DEPARTMENT  OF  PUBLIC  HEALTH— SAN 
FRANCISCO  GENERAL  HOSPITAL 
TRUST  FUND 

See  SAN  FRANCISCO  GENERAL 
HOSPITAL  TRUST  FUND 
(10.117-112) 

DEPARTMENT  OF  PUBLIC  WORKS 
NUISANCE  ABATEMENT  AND 
REMOVAL  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-53 

DEPARTMENT  SUGGESTION  COMMITTEE 
See  also  COMMITTEES  (1.29) 
Appointment,  responsibilities  generally 
16.113 

Employee  suggestion  program 
duties  generally  16.113 
suggestion  submittal,  duties  when 
16.116 

DEPARTMENTAL  ADMINISTRATOR 
See  also  OFFICERS,  CITY,  COUNTY 
(1^3) 

Designation,  responsibilities  generally 
16.111 

Employee  suggestion  program 
duties  generally  16.111 
suggestion  submittal,  duties  when 
16.116 

DEPARTMENTS 

See  also  Specific  Department 
Annual  reports,  official  published 
documents,  other  documents,  filing  with 
library,  failure,  penalty  8.16 
Budget 

long-term  planning,  goals,  strategies, 
strategic  plans,  duties  3 J 
operation  within,  requirements  3.14 
Capital  improvement  projects 

long-term  financing  proposals,  submittal, 
duties  3.22 

proposals,  submittal  duties  3.21 


CEDAW  implementation,  requirements, 
duties  12K3 

Commission  on  the  status  of  women. 

duties  generally  33.7 
Fees,  taxes,  charges  payment,  credit  card, 
debit  card,  ATM  card  acceptance  authority 
10.11-1 

First  source  hiring  administration 
membership  83.6 
First  source  hiring  department 
duties  generally  83.6 
First  source  hiring  program 
duties  generally  83.7 
first  source  hiring,  implementation  plans, 
duties  83.6 

first  source  hiring  requirements  duties 
commercial  development  permits 
83.11 

contracts,  property  contracts  83.9 
Funds,  dty,  county,  bank  account,  other 
account,  opening,  restrictions  10.81-1 
Gifts  to 

See  also  GIFTS  TO  CITY,  COUNTY 
(10.116-1) 

acceptance,  authorin'  generally  10.116 
In-home  supportive  services  public  authorin' 
services  contract  authority  70.4 
Leasing  authority  23.18 
Lesbian,  gay,  bisexual,  transgender,  queer 
and  questioning  youth,  supportive 
services,  programs,  recommendations 
implementation 
duties  generally  30.01 
report  on,  requirements  30.02 
Minorin  business  enterprise 

See  also  Minority  business  utilization 
(12D.A.8) 

powers,  duties  generally  12D.8 
Minority  business  utilization 

See  also  Minority  business  enterprise 
(12D.8) 

best  effort  duties  12D.A.14 
goals  achievement  duties  12DA.18 
powers,  duties  generally  12D.A.8 
Nonprofit  organizations,  contract  with, 
public  access  requirements 
contract  language  inclusion  12LJ2 
material  breach  of  contract,  duties  when 
12L.7 

request,  complaint,  resolution  duties 
12L.5 
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Oath  of  affirmation,  allegiance,  taking  by 
personnel,  certification  duties, 
authority  designated  18.10 
Payroll  time  sheets  maintenance  duties  18.4 
Pesticides,  use  regulations 
See  INTEGRATED  PEST 
MANAGEMENT  (39.1) 

Polluting  garden,  utility  equipment 
purchase  prohibitions,  exemptions 
21.18-6 

use  prohibitions,  exemptions,  procedures 
establishment  4.14 

Projects,  city,  pre-approval  signposting 
duties 

alternative  notices  79.6 
designated  79.5 
generally  79.1 

Public  service  internship  program, 
cooperation,  duties  generally  16.9-18 
Real  property  transfer  request  procedure 
23.10 
Records 

See  RECORDS,  CITY,  COUNTY  (8.1) 
Representation  of  city,  county,  designated 
organizations 

See  REPRESENTATION  OF  CITY, 
COUNTY  (16.6) 

Resource  conservation,  city,  county 
implementation  report  duties  21  A.  16 
purchasing  duties 

building  insulation  products  21A.4 
recycled  paper,  paper  products 
21A.5 

recycled  products  21A.8 
re-refined  oil  21A.6 
retread  tires  21A.7 
waste  reduction  duties  21A.3 
Rules,  regulations  posting,  availability  8.15 
Savings  incentive  account,  purpose, 
appropriations  from,  procedures, 
regulations  3.17 

Sexual  harassment,  policy  designated, 
applicability,  complaint  procedure 
16.9-25 

Workers’  compensation,  responsibility 
16.83-2 

DEPARTMENTS  OF  PUBLIC  WORKS  AND 
PURCHASING  AWARDS  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.109-8 


DEPOSIT 

See  RENTAL  UNIT  (49.1) 

DETENTION  FACILITY 
See  JAIL  (13.1) 

DEVELOPMENT 

See  also  Specific  Subject 

DEVELOPMENT  AGREEMENTS 
(56.1) 

ECONOMIC  DEVELOPMENT 
REVENUE  BOND  LAW  (48.1) 
PROJECTS  (1.21) 

Hotel,  restaurant  development  projects  with 
city,  county  proprietary  interest,  labor 
representation  procedures 
See  REAL  PROPERTY  23.31 

DEVELOPMENT  AGREEMENT  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  56.20 

DEVELOPMENT  AGREEMENTS 
Actions,  limitations  56.19 
Affordable  housing  development  56.2 
Amendment,  termination  of  agreement 
procedure  generally  56.15,  56.18 
recordation  56.16 
Applicability  of  provisions  56.2 
Application  procedure  56.4 
Collateral  agreements 

See  also  Specific  Subject 
requirements,  regulations  56.11 
Contents  56.7 
Definitions  56.3 
Fees  56.20 
Findings  56.1 

Form,  approval  required  56.5 
Fund 

See  DEVELOPMENT  AGREEMENT 
FUND  (56.20) 

Hearing 

application  procedure  56.4 
commission  duties  56.13 
modifications,  procedure  56.14 
notice  requirements  56.8 
procedural  rules  56.9 
review,  periodic,  procedure  56.17 
supervisors,  duties  56.14 
Large  multiphase  and/or  mixed-use 
development  56.2 
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Modifications 

See  Amendment,  termination  of 
agreement  (56.15) 

Hearing  (56.14) 

Negotiation  report,  documents  56.10 
Notice  requirements  56.8,56.14 
Procedural  irregularities,  effect  56.12 
Purpose  of  provisions  56.2 
Requirements  generally  56.7 
Review,  periodic,  purpose,  procedure  56.17 
Signatories,  perntitted,  designated  56.6 
Termination 

See  Amendment,  termination  of 
agreement  (56.15) 

DEVELOPMENT  PROJECTS 
First  source  hiring  program 

See  FIRST  SOURCE  HIRING 
PROGRAM  (83.1) 

DISABLED  PARKING 

City,  county  off-street  parking  facilities, 
courtesy  coupons,  use,  regulations  17.19 

DISASTER 

Council 

See  DISASTER  COUNCIL  (7.3) 

Mayor,  emergency  succession  to,  order, 
persons  designated  2A.10 

DISASTER  COUNCIL 

See  also  COUNCILS  (1.29) 

Created,  composition  7.3 
Powers,  duties  generally  7.4 
Violation,  penalty  7.17 

DISCOUNT  IDENTinCATION  CARDS 
Regional  transit  discount  identification 
cards,  fees  8.39 

DISCRIMINATION 
See  Specific  Subject 

CALM  PROGRAM  (20.103) 
CONTRACT  (12B.1) 

GENERAL  ASSISTANCE  PROGRAM 
(20.55.4) 

HOME-OWNERSHIP  ASSISTANCE 
PROGRAM  (35.64) 

HUMAN  RIGHTS  COMMISSION 
(12A.1) 


LESBIAN,  GAY,  BISEXUAL, 
TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK 
FORCE  (30.01) 

NORTHERN  IRELAND  (12F.1) 

PAES  PROGRAM  (20.73) 
PERSONNEL  (1 2E.1) 

PROPERTY  CONTRACTS  (12C.1) 
SSBP  PROGRAM  (20.203) 

WAR  REPARATION  (lOD.l) 

WOMEN  (12K.I) 

DISPUTE  RESOLUTION  PROGRAM  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-63 

DISTRICT  ATTORNEY 

See  also  OFHCERS,  CITY,  COUNTY 
(1-23) 

Appointing  authority,  warrant  and  bond 
deputy  2A.70 

CALM  program  fraud,  duties  when  20.118 
Campaign  finance  reform  violation 
investigation,  authority  generally  16.514 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.185 
Family  violence  advisory  council 
advisory  committee  membership 
5.190-4 

steering  committee  membership  5.190-2 
First  offender  prostitution  program 
administrative  fee  duties  10.193-1 
Funds,  requisitioning,  use,  duties  when 
2A.70 

General  assistance  program  fraud,  duties 
when  20.59.16 

Hold  harmless  agreements,  entering, 
authority,  wimess  protection  program, 
contract  with  state  1.27 
Law  student,  attorney  internship  system 
establishment,  duties  generally  16.9-1 
PAES  program  fraud,  duties  when  20.87 
Prisoner,  extradited,  prosecution  13.19 
Real  estate  fraud  prosecution  trust  fund 
committee  membership  8.24-5 
SSIP  program  fraud,  duties  when  20.219 
State  forfeiture  fund  duties  10.117-75 
Victim/wirness  assistance  policy  committee 
annual  report  36.6 
membership  36.2 
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DISTRICT  ATTORNEY  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.169-16 

DISTRICT  ATTORNEY  ENVIRONMENTAL 
PROSECUTION  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.170-5 

DISTRICT  ATTORNEY  FAMILY  SUPPORT 
BUREAU’S  TAX  INTERCEPT  PROGRAM 
REVOLVING  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-47 

DISTRICT  ATTORNEY  INVESTIGATORS, 
INSPECTORS 

Injury  in  performance  of  duty 
See  PERSONNEL  (16.175) 

Recruitment,  training,  aid,  standards 
16.9-27 

DISTRICT  ATTORNEY  STATE 
FORFEITURE  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-75 

DIVISION  OF  FIRE  PREVENTION  AND 
INVESTIGATION 

Composition,  powers,  duties  generally 
2A.95 

DOCUMENT  STORAGE  CONVERSION 
FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  8.24-1 

DOCUMENTS,  PUBLICATIONS 

See  also  RECORDS,  CITY,  COUNTY  (8.1) 
Assessor-recorder,  county,  scope,  fees 
8.33.2 

Charter,  amendments,  departmental  use 
charge  against  department  funds  8.13-1 
moneys  deposit,  use  8.13-2 
City  attorney  inspection  authority 
local  laws  enforcement  16.951 
severability  of  provisions  16.953 
state  laws  enforcement  16.952 
Clerk,  county,  scope,  fees  8.33.1 
Clerk  of  the  board,  scope,  fees  8.37 


Departmental  documents,  publications, 
costs,  liability  8.12.2 
Free,  certain  agencies,  persons  8.12.4 
Handling,  distribution,  custody,  authority 
designated  8.12 

Health-related  materials,  fees  8.35 
Medical  examiner’s  documents,  fees  8.14 
Sales 

moneys,  disposition  8.12.3 
price,  determination  8.12.1 

DOLPHIN  CLUB  SPECIAL  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-23 

DOLPHIN  SWIMMING,  BOATING  CLUB 
FUND 

See  DOLPHIN  CLUB  SPECIAL  FUND 
(10.117-23) 

DOMESTIC  PARTNERSHIP 
Certification  of  provisions  62.7 
Contract  nondiscrimination  provisions 
generally  12B.3 
property  contracts  12C.1 
Declaration  of  domestic  partnership 
amendments  62.5 
fees 

designated  62.8 
generally  62.5 
legal  effect,  duration  62.6 
new,  limitations  62.5 
requirements  generally  62.5 
solemnizing,  civil  ceremony,  procedure 
designated,  fee  62.9 
fee  use.  Same  Sex  Domestic 
Violence  Program  funding 
10.117-21 
Definitions  62.2 

Ending,  procedure,  notice  requirements 
62.4 

Establishment,  procedure,  criteria  62.3 
Purpose  of  provisions  62.1 

DOMESTIC  VIOLENCE 
Advisory  agency 

See  FAMILY  VIOLENCE  ADVISORY 
COUNCIL  (5.190) 

Interagency  Domestic  Violence  Death 
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Review  Team 

See  INTERAGENCY  DOMESTIC 
VIOLENCE  DEATH  REVIEW 
TEAM  (5.190-7) 

DOMESTIC  VIOLENCE  CONSORTIUM 
Chair,  family  violence  advisory  council 
steering  committee  membership  5.190-2 

DOMESTIC  VIOLENCE  PROGRAM 
See  also  FAMILY  VIOLENCE 

ADVISORY  COUNCIL  (5.190) 
Administration,  coordination,  authority 
designated  10.117-21 

DOMESTIC  VIOLENCE  PROGRAM  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-21 
Same  Sex  Domestic  Violence  Program, 
funding  10.117-21 

DOWNTOWN  PLAN 
Monitoring 

five-year  report  10E.3 
information  provision  10E.4 
purpose  of  provisions  lOE.l 
report,  contents  10E.2 

DRAFT 

Use  for  obligation  payment 
See  CHECKS  (10.11) 

DRUG  ABUSE 

See  also  ALCOHOLISM  PROGRAM 
(10.172,  19A.14) 

Control  plan 

annual  report  19A.13 
development  19A.12 

DRUG  ABUSE  ADVISORY  BOARD 
Established,  composition,  duties  15.9 

DRUG  ABUSE  FUND 

See  SPECIAL  ALCOHOL  AND  DRUG 
ABUSE  FUND  (10.117-26) 

DRUG  ABUSE  LAW  ENFORCEMENT 
ACCOUNT 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.185 


DRUG  ABUSE  PREVENTION  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-5 

— E — 

EARLY  CHILDHOOD  DEVELOPMENT 
See  CHILDREN  AND  FAMILIES  FIRST 
(10.117-122,  86.1) 

EARTHQUAKE 

See  also  EMERGENCY  (7.1) 

MAYOR’S  EARTHQUAKE 
EMERGENCY  RELIEF  FUND 
(10.117-90) 

RENT  STABILIZATION  (37.8B) 
SEISMIC  WORK  (65.1,  66.1, 
66A.1) 

Public  works,  improvements  damage 
See  PUBLIC  WORKS, 

IMPROVEMENTS  CONTRACTS 
(6.54) 

ECONOMIC  DEVELOPMENT  COUNCIL 
See  also  COUNCILS  (1.29) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.190 

ECONOMIC  DEVELOPMENT  FUND 
See  SAN  FRANCISCO  ECONOMIC 
DEVELOPMENT  REVOLVING 
LOAN  FUND  (10.117-60) 

ECONOMIC  DEVELOPMENT  REVENUE 
BOND  LAW 

See  also  MUNICIPAL  BONDS  (2.30) 
Appropriations  limitations  48.4 
Authority  48.62 
Bonds 

anticipation  note  issuance  48.49 
form,  authorization,  execution  48.42 
generally  48.41 

holder  rights,  enforcement  48.47 
issuance  48.40 
liability  disclaimer  48.45 
pledges  binding,  lien  48.44 
purchase  by  city,  resale  48.46 
refunding  48.48 
resolution  contents  48.43 
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validity 

generally  48.50 
omissions,  effect  48.61 
City,  powers  generally  48.29 
Conflict  of  provisions  48.64 
Construal  of  provisions  48.60 
Definitions  48.3 
Fees  generally  48.23 
Insurance  obtention  48.24 
Loan 

funding  48.20 
security  48.26 

Participating  party,  approval  application 
48.22 

Professional  services  contracting  48.27 
Property  acquisition,  alteration  48.21 
Public  works  exceptions  designated  48.28 
Purpose  of  provisions  48.2 
Regulations  generally  48.63 
Rent,  interest  rate  establishment,  revision 
48.25 

Severability  of  provisions  48.65 
Title  of  provisions  48. 1 

ECONOMICALLY  DISADVANTAGED 
PERSONS 

Aid,  welfare  generally 

See  GENERAL  ASSISTANCE 
PROGRAM  (20.55) 

INDIGENT,  NONRESIDENT 
(20.33) 

First  source  hiring  program 

See  FIRST  SOURCE  HIRING 
PROGRAM  (83.1) 

EDUCATION  BOARD 

See  BOARD  OF  EDUCATION  (5.200) 

EFHCIENCY  EVALUATION 
Plan,  scope,  preparation  2.92 

EGGS 

Shell  egg  standards,  enforcement,  authority 
1.13-2 

ELDERLY,  COMMISSION  ON 

See  COMMISSION  ON  THE  AGING 
(5.50) 


ELECTION  CAMPAIGN  CONTRIBUTION 
CONTROL 

See  CAMPAIGN  FINANCE  REFORM 

(16.501) 

ELECTIONS 

See  also  CAMPAIGN  CONSULTANTS 

(16.540) 

CAMPAIGN  HNANCE  REFORM 

(16.501) 

Campaign  consultants 

See  CAMPAIGN  CONSULTANTS 

(16.540) 

Campaign  contributions 

See  CAMPAIGN  CONSULTANTS 

(16.540) 

CAMPAIGN  FINANCE  REFORM 

(16.501) 

Campaign  statements,  electronic  filing 
definitions  16.536 

findings,  purpose  of  provisions  16.535 
late  penalties  16.538 
requirements,  procedure  16.537 
severability  of  provisions  16.539 
Candidate 

See  Specific  Subject 

CAMPAIGN  CONSULTANTS 

(16.540) 

CAMPAIGN  FINANCE  REFORM 

(16.501) 

Capital  improvement  project  bonded 
indebtedness  2.61 
Consultants 

See  CAMPAIGN  CONSULTANTS 

(16.540) 

Department 

See  ELECTIONS  DEPARTMENT 
(58.198) 

Initiative  petition 

See  PETITIONS  (1.32) 

Petitions 

See  PETITIONS  (1.32) 

Revenue  bonds  approval 

See  WATER  DEPARTMENT 
REVENUE  BOND  (52.01) 

ELECTIONS  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.198 
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ELECTIONS  DEPARTMENT  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.162 

ELECTRIC  METERS 

Testing,  inspections,  registration,  fees, 
mobilehome  parks,  recreational  vehicle 
parks,  apartment  complexes  1.13-5 

ELECTRICAL  EXAMINERS  BOARD 
See  also  BOARDS  (1.23) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.205 

ELECTRICITY  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 
Construction,  other  projects,  utility  liaison 
committee  membership  5.63 

ELECTRICITY  DEPARTMENT  CHIEF 
Radio  communications 

city,  county  utilities,  provision  duties 
22.4 

coordination  duties  22.2 

ELECTRICITY  DEPARTMENT  GENERAL 
MANAGER 

Telecoimnunications  facilities 

implementation  report  duties  22B.3 
powers,  duties  generally  22B.2 

ELECTRICITY  UTILITIES  DISTRIBUTION 
SYSTEM 

Municipalization,  feasibility  report  11.8 
EMBANKMENTS 

Private  property  abutting  street,  safety  order 
authority  1.53 

EMERGENCY 

See  also  Specific  Subject 

DISASTER  COUNCIL  (7.3) 
EMERGENCY  SERVICES 
ORGANIZATION  (7.5) 
Architectural/engineering,  construction 
services  when,  hold  harmless  agreements 
with  consultants,  contractors,  authority 
1.25-8 


Contaminating  agents,  combatting, 
procedures,  authority  7.15 
Designated  7.1 
Expenditures  7.18 

Mutual-aid  agreement,  state,  approval, 
compliance  7.2 
Plan 

development,  scope  7.4 
preparation,  scope  7.7 
Proclamation,  regulations,  authority  when 
7.6 

Purchasing,  procedure  when  21.25 
Purpose  of  provisions  7.1 
Severability  of  provisions  7.19 
Violation,  penalty  7.17 

EMERGENCY  COMMUNICATIONS 
CENTER 

See  COMBINED  EMERGENCY 

COMMUNICATIONS  CENTER 
(2A.200) 

EMERGENCY  COMMUNICATIONS 
DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Created,  composition,  powers,  duties 
2A.200 

EMERGENCY  COMMUNICATIONS 
DIRECTOR 

Appointment,  powers,  duties  generally 
2A.200 

EMERGENCY  MEDICAL  CARE 
COMMITTEE 

See  also  COMMITTEES  (1.29) 
Establishment,  duties  19A.15 

EMERGENCY  MEDICAL 
COMMUNICATIONS 
Facilities  use  agreement  19A.19 

EMERGENCY  MEDICAL  SERVICE 
Uniforms,  regulations  generally 
See  PURCHASING  (21.47) 

EMERGENCY  MEDICAL  SERVICES  FUND 
See  also  FUNDS  (10.81) 

Continuation,  purpose,  use  10.117-73 
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EMERGENCY  MERCY  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-49 

EMERGENCY  RESERVE  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.03 

EMERGENCY  RESPONSE 

Expenses,  collection,  authority  10.28 A 

EMERGENCY  SERVICES 

Calls,  taking,  dispatching,  duties  transferred 
to  emergency  communications  department 
2A.200 

Cash  revolving  funds 

See  MAYOR’S  OFHCE  OF 

EMERGENCY  SERVICES  CASH 
REVOLVING  FUNDS  (10.142) 
Organization 

See  EMERGENCY  SERVICES 
ORGANIZATION  (7.5) 

EMERGENCY  SERVICES  DIRECTOR 
See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Appointment,  powers,  duties  generally  7.7 
Designated,  powers,  duties  generally  7.6 
Disaster  council  membership  7.3 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.200 

EMERGENCY  SERVICES  ORGANIZATION 
See  also  FERE  AUXILIARY  RESERVE 
(7.11) 

POLICE  AUXILIARY  RESERVE 
(7.10) 

Composition,  organization,  functions 
generally  7.9 

Designated,  composition,  powers,  duties 
generally  7.5 
Director 

See  EMERGENCY  SERVICES 
DIRECTOR  (7.6) 

Functions  7.9 

Red  Cross,  Golden  Gate  Chapter,  functions 
7.9 

Violation,  penalty  7.17 
Volunteering  services,  immunity, 
compensation,  loyalty  oath  7.16 


EMERGENCY  SERVICES 
VICE-COMMANDER 
Designated,  powers,  duties  generally  7.6-1 

EMERGENCY  TELEPHONE  SYSTEM, 
MAYOR’S 

See  TELECOMMUNICATIONS 
FACILITIES  (22B.1) 

EMINENT  DOMAIN  PROCEEDINGS 

Disclaimer,  proceedings  brought  by  United 
States,  when  1.7 

EMPLOYEE 

See  also  Specific  Subject 

Specific  Employees 
OFHCERS,  CITY,  COUNTY 
(1.23,  16.136) 

PERSONNEL  (16.7) 

Hotel,  restaurant  development  projects  with 
city,  county  proprietary  interest,  labor 
representation  procedures 
See  REAL  PROPERTY  (23.31) 

Sexual  privacy  regulations 
See  PERSONNEL  (12E.1) 

EMPLOYEE  ASSISTANCE  PROGRAM 
See  PERSONNEL  (16.9-28) 

EMPLOYEE  ORGANIZA-nON 
See  also  PERSONNEL  (16.209) 

Hotel,  restaurant  development  projects  with 
city,  county  proprietary  interest,  labor 
representation  procedures 
See  REAL  PROPERTY  (23.31) 

EMPLOYEE  RELATIONS  DIRECTOR 
See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Charter  amendment,  applicability  2.23-11 
Workers’  compensation  task  force 
membership  16.83-1 

EMPLOYEE  RELATIONS  DIVISION 
Created,  supervision,  powers,  duties 
generally  16.203 

EMPLOYEE  REPRESENTATION 
See  also  PERSONNEL  (16.209) 

Hotel,  restaurant  development  projects  with 
city,  county  proprietary  interest,  labor 
representation  procedures 
See  REAL  PROPERTY  (23.31) 
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EMPLOYEES’  RETIREMENT  FUND 
See  RETIREMENT  FUND  (16.39) 

EMPLOYEES’  RETIREMENT  SYSTEM 
See  RETIREMENT  SYSTEM  (16.29) 

EMPLOYEES’  RETIREMENT  SYSTEM 
CASH  REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.169-1 

EMPLO’i^R  WAGE  SUBSIDY  PROGRAM 
See  GENERAL  ASSISTANCE  PROGRAM 
(20.57.7) 

PAES  PROGRAM  (20.75.6) 

EMPLOYMENT  PROGRAM 
First  source  hiring  program 

See  FIRST  SOURCE  HIRING 
PROGRAM  (83.1) 

Supplemental  training,  employment 
program 

See  PERSONNEL  (16.9-10) 

EMPLOYMENT  SERVICES  PROGRAM 
See  PAES  PROGRAM  (20.70) 

ENCROACHMENT  PERMITS 

City-owned  projects,  construction, 
encroachment  permits  for,  hold  harmless 
agreements,  authority  1.49 

ENDOTRACHEAL  INTUBATION 
TRAINING  PROGRAM 
See  PARAMEDIC  DIVISION  (1.25-3) 

ENGINEER,  CITY 

See  also  OFHCERS,  CITY,  COUNTY 
(1-23) 

Designation,  powers,  duties  generally 
2A.190 

Lot,  block  numbering  system  preparation, 
authority,  duties  generally  10.70 

ENGINEERING  BUREAU 

Bicycle  advisory  committee  membership 
5.130 

Construction,  other  projects,  utility  liaison 
committee  membership  5.63 


ENVIRONMENT  COMMISSION 
See  COMMISSION  ON  THE 
ENVIRONMENT  (39.5) 

ENVIRONMENT  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Pesticides  use 

exemption  grant  authority  39.8 
integrated  pest  management 
implementation 
duties  generally  39.6 
guidelines  issuance  39.10 

ENVIRONMENT  DIRECTOR 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Pesticides  use,  antimicrobial  agents  use 
determination  39.8 

ENVIRONMENTAL  ENFORCEMENT  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-83 

ENVIRONMENTAL  REVIEW 
Applicability  31.11 
Approval  procedure  31.29 
Categorical  exemption,  listing, 
requirements  31.17 
Comments,  consultations  31.27 
Costs  allocation  31.45 
Excluded  projects 
emergencies  31.15 
feasibility,  planning  studies  31.16 
Ust  31.14 
ministerial  31.13 
non-physical  31.12 
Fees 

designated  31.46 
expert  services  31.47 
Generally  31.21 
Impact  report 

amendment  31.36 
draft  form  31.26 
final,  preparation  31.28 
requirement  31.25 
Initial  evaluation  31.23 
Modifications,  procedure  31.35 
Necessity  determination  31.22 
Negative  declarations  31.24 
Office  created  31.41 
Policies  designated  31.03 
Projects,  designated,  imphcations  31.31 
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Purpose  of  provisions  31.02 
Requirements  generally  31.05 
Scope  31.04 
Severability  31.50 
Statutory  authority  31.01 

EQUALIZATION  BOARD 

See  BOARD  OF  EQUALIZATION  (2.19) 

EQUIPMENT.  CITY,  COUNTY 
Polluting  garden,  utility  equipment 

purchase  prohibited,  exemptions  when 
21.18-6 

use  prohibited  when,  exemptions  4.14 

ETHICS  COMMISSION 

See  also  COMMISSIONS  (1.29) 

Campaign  consultants 

administration  of  provisions,  powers. 

duties  generally  16.544 
fees  evaluation  duties  16.543 
violations,  powers,  duties  when  16.545 
Campaign  finance  reform 

campaign  statements  compliance  review 
16.513 

duties  generally  16.512 
voluntary  expenditure  ceilings 
adjustment  authority  16.510-4 
lifted,  notice  duties  16.510-6 
Conflict  of  interest  disclosure  statements 
forms  provisions  58.3 
obtention  duties  generally  58.6 
state  requirements,  duties  when  58.600 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.202 
Lobbyists 

registration,  powers,  duties  generally 
16.522,  16.528 

violations,  powers,  duties  when  16.529, 
16.530 

ETHICS  COMMISSION  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.169-18 
EVENTS 

Bicycle  parking,  monitored,  public  event 
requirements  2.74 


EVICTIONS 

Landlord’s  relatives,  use  by,  permitted 
when  37.9 
Lead  hazards 

retaliatory,  prohibitions  74.13 
temporary,  permitted  when,  regulations 
37.9 

Moratorium,  temporary,  designated 
tenant  conditions  37.9 
Owner  move-in  37.9 
Regulations  generally  37.9 
Rehabilitation  assistance  program  buildings, 
limitations  32.75-1 
Rent  stabilization 

restrictions  when  37.9 
tenant  rights  when  37.9A,  37 .9B 
Tenant  protected  status  claim,  procedure 
37.9 

EXCAVATION  FUND 
See  also  FUNDS  (10.81) 

Reestablished,  purpose,  use  10.117-120 

EXCAVATIONS 

Private  property  abutting  street,  safety  order 
authority  1.53 

EXCELSIOR  YOUTH  CENTER 
Fund 

See  EXCELSIOR  YOUTH  CENTER 
FUND  (10.117-121) 

Funding,  gifts  acceptance,  deposit,  use 
10.117-121 

EXCELSIOR  YOUTH  CENTER  FUND 
Created,  purpose,  use  10.117-121 

EXOTIC  PESTS 

Detection,  trapping,  contract  1.13-9 

EXPRESS  MONEY  ORDERS 
Use  for  obligation  payment 
See  CHECKS  (10.11) 

EXTRADITION 

See  PRISONER  EXTRADITION  (13.15) 
_F  — 

FAMILIES 

See  Specific  Subject 

CHILDREN  AND  FAMILIES  FIRST 

(86.1) 
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FAMILY  PLANNING  SERVICES 


FAMILY  PLANNING  SERVICES 
Contract  19A.31 


FAMILY  VIOLENCE  ADVISORY  COUNCIL 
See  also  COUNCILS  (1.29) 

Advisory  committee 

See  also  COMMITTEES  (1.29) 
composition,  appointment,  meetings, 
term  of  office  5.190-4 
established  5.190 
powers,  duties  generally  5.190-5 
Chairman,  steering  committee  membership 

5.190- 2 

Compensation  5.190-6 
Duties  generally  5.190-1 
Established,  composition,  purpose  5.190 
Interagency  Domestic  Violence  Death 
Review  Team  establishment  5.190-7 
Members 

See  also  Specific  Subject 
removal,  procedure  5.190-6 
Recommendations,  goals,  report,  annual 

5.190- 6 

Steering  committee 

See  also  COMMITTEES  (1.29) 
composition,  organization,  procedural 
rules,  term  of  office  5.190-2 
established  5.190 
powers,  duties  5.190-3 

FARMERS’  MARKET 

See  also  AGRICULTURAL  PRODUCTS 
(1.9) 

Administration  9A.4 
Advisory  committee  established,  duties 
9A.5 

Certificate,  fee  1.10-1 
Establishment,  sale  regulations  9A.1 
Fees 

certificate  fee  1.10-1 
generally,  purpose,  applicabihty  9A.7 
Fund 

See  FARMERS’  MARKET  CASH 
REVOLVING  FUNDS  (10.144) 
Hours  of  operation  9A.12 
Inspections  9A.6 
Location  9A.3 
Loitering  prohibited  9A.13 
Maintenance,  operation,  financing,  name 
9A.2 

Merchant  restrictions  9A.10 
Rules,  regulations  generally  9A.9 


Sales  permit 

appeals  9A.18 
issuance  9A.15 
required  9A.14 
suspension,  revocation 

entrance  after  prohibited  9A.17 
grounds  9A.16 
Sanitation  generally  9A.11 
Surplus  distribution  9A.8 
Unlawful  entry  designated,  penalty  9A.19 
Vendors 

See  Specific  Subject 
Violation,  penalty  9 A. 20 

FARMERS’  MARKET  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.144 

FEDERAL  LEGISLATIVE 
REPRESENTATIVE 
Appointment,  authority  generally  16.3-1 
Federal  legislation  proposals,  issues,  action, 
not  to  take  when  16.3-2 

FEES 

See  also  Specific  Subject 
1660  Mission  Street  surcharge  lOF.l 
Adult  probation 
booking  fee  8.38 
department  restitution  collection 
administrative  fees 
restitution  fine  8.31-1 
victim  restitution  fee  8.31 
Adult  probation  officer  collection  services 
10.180 

Agricultural  products  inspection 
generally  1.10 

quarantine  inspection  fees  1.10-2 
salad  products  processors  inspection  fees 
1.10-3 

vegetables,  imported  1.12 
Arts  festival  annual,  handling  fees  10.193 
Assessment  appeals  boards  fees 
filing  fees  2B.9 
findings  of  fact  fees  2B.11 
hearing  fees  2B.10 
Assessor-recorder,  county,  documents, 
services  8.33.2 

Bicycle  parking,  monitored,  public  events 
2.74 
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FEES 


Campaign  consultant  registration  fees. 

reregistration  fees,  client  fees  16.543 
Check,  personal,  returned  without  payment 

10.13- 1 

Civil  service  conunission  services  8.26 
Claims  against  city,  county,  statute  of 
limitations  waiver  fee  10.20-8 
Clearinghouse  representative  service  fees 
10.19-1 

Clerk,  county,  documents,  services  8.33.1 
Clerk  of  the  board  documents,  services 
8.37 

Development  agreements  56.20 
Domestic  partnership  declaration  filing 
62.5,  62.8 

Economic  development  bond  48.23 
Electric  meters  registration,  testing, 
inspection,  mobilehome  parks,  recreational 
vehicle  parks,  apartment  complexes 

1.13- 5 

Fanners’  market 

certificate  fee  1.10-1 
generally  9 A. 7 

Fingerprinting,  civil  service  commission 
services  8.26 

First  offender  prostitution  program 
administrative  fee  10.193-1 
Fish  and  game  document  handling  31.61 
Flea  market  vendors  9B.5 
Franchise  application  fees,  review  costs 
11.75 

Gas  vapor  meters  registration,  testing, 
inspection,  mobilehome  parks,  recreational 
vehicle  parks,  apartment  complexes 

1.13-5 

Health-related  materials  8.35 
Historical  properties  preservation, 
restoration  rehabilitation,  property  tax 
reduction.  Mills  Act  contract  fees 
cancellation  fees  71.5 
generally  71.6 
Jurors 

grand  jurors  45.2 
trial  jurors  45.3 
Juvenile  probation  department 
administrative  fees 
stepparent  adoption  costs  8.36-1 
victim  restitution  fee  collection  fee  8.36 
Licenses 

See  also  Specific  License 
costs  recovery  regulations  10.19-3 


Lobbyist  registration  fees,  re-registration 
fees  16.522 

Medical  examiner’s  documents,  services 
8.14 

Performing  arts  loan  50.23 
Permits 

See  also  Specific  Permit 
costs  recovery  regulations  10.19-3 
Pest  control  operator  registration  1.13.1 
Planning  department  documents,  copies 
8.28 

Police  department  documents,  copying  8.23 
Public  events,  bicycle  parking,  monitored 
2.74 

Public  works,  improvements  contract  bids 
6.19-1 
Real  estate 

instruments,  papers,  notices  recordation 
fee  8.24-5 

tax-defaulted,  sale  advertising  8.34 
Recorder 

access,  indexing  fees  8.24-4 
grantor-grantee  indices,  copies  8.24 
preliminary  notice  filing  8.24-3 
Refund 

applicability  of  provisions  10.43-1.7 
audit,  warrant  issuance  when  10.43-1.4 
claim 

approval,  effect  10.43-1.2 
contents,  verification  10.43-1.1 
filing,  time  limits  10.43-1 
incomplete,  completion,  failure, 
disapproval  10.43-1.3 
disapproval,  generally  10.43-1.3, 

10.43- 1.5 

exceptions,  designated  taxes,  levies 

10.43- 1.6 

permitted  when,  conditions  generally 
10.43 

rental  deposits.  Civic  Auditorium, 
Brooks  Hall  10.43-5 

Regional  transit  discount  identification  cards 
8.39 

Rent  stabilization,  arbitration 
See  RENT  STABILIZATION, 

ARBITRATION  FEES  (37A.1) 
Residential  hotel  unit  conversion, 
demolition  provisions  administration 
fees  41.11 

Residential  mortgage  revenue  bonds  43.7 
Salad  products  processors  inspection  fees 
1.10-3 
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FEES 


Seismic  safety  loans 

packaging  fees  66A.11 
servicing  fees  66A.18 
Sheriff’s  department  fees  8.27 
Small  claims  court  judgment  debtor  fees 
8.32 

Tax  collector  administrative  fees  8.34.1 
Transit  impact 

See  TRANSIT  IMPACT 

DEVELOPMENT  FEE  (38.1) 

Voter  registrar  documents,  copying  8.22 
Weighing,  measuring  devices  registration 
1.13-5 

FENCES 

Private  property  abutting  street,  safety  order 
authority  1.53 

FILM  PRODUCTION 
City,  nonliability  57.8 
Commission 

See  FILM,  VIDEO  ARTS 
COMMISSION  (57.2) 

Definitions  57.1 

Exempt  activities  designated  57. 1 1 

Film  company,  requirements  generally  57.6 

Fund 

See  FILM  PRODUCTION  SPECIAL 
FUND  (57.10) 

Revenues,  expeditions  57.10 
Rules,  regulations  promulgation,  authority 
57.9 

Severability  of  provisions  57.13 
Use  agreement 
required  57.6 

scope,  authority,  costs  reimbursement 
regulations  57.5 

HLM  PRODUCTION  SPECIAL  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  funding,  use  57.10 

FILM,  VIDEO  ARTS  COMMISSION 
See  also  ART  COMMISSION  (1.16) 
COMMISSIONS  (1.29) 

Chair,  powers,  duties  generally  57.7 
Created,  appointment,  procedural 
regulations  57.2 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.207 


Executive  director 

appointment,  compensation,  authority 
generally  57.2 

powers,  duties  generally  57.8 
use  agreement  authority  57.5 
Meetings  57.4 

Powers,  duties  generally  57.3 

HNANCE,  CITY,  COUNTY 
See  also  Specific  Subject 
Audits,  scope,  authority  2A.20 
Reports,  scope,  authority  2 A.  19 

HNANCE  COMMITTEE 

See  also  COMMITTEES  (1.29) 

Chairman,  mayor,  emergency  succession  to, 
order,  designated  2A.10 
War  reparation  ordinance  duties  10D.3 

FINANCE  DIRECTOR 

See  also  OFFICERS,  CITY,  COUNTY 
(1.23) 

Capital  improvement  advisory  committee 
membership  3.20 

Committee  on  information  technology 
membership  3.24 
Property  lease  execution  23.20 

FINANCING  PROPOSALS,  LONG-TERM 
General  Plan  conformance,  referral  report 
requirements  2A.52 

nNE  ARTS  MUSEUMS 

See  also  GOLDEN  GATE  MUSEUMS 
(28.1) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.210 
Grounds,  maintenance,  care,  scope, 
authority  2A.155 

Recordkeeping  requirements  2A.156 

FINE  ARTS  MUSEUMS  BOARD  OF 
TRUSTEES 

Gifts,  devises,  bequests  acceptance 
authority  10.116-4 

FINGERPRINT  IDENTIHCATION  FUND 
Established,  use  10.117-108 
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FINGERPRINT  IDENTIFICATION  SYSTEM,  AUTOMATIC 


FINGERPRINT  IDENTIFICATION  SYSTEM, 
AUTOMATIC 

Use,  hold  harmless  agreement  1.26-1 

FINGERPRINT  PROCESSING  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.184 

FINGERPRINTING 

CALM  program  applicants,  recipients 

20.105.11 

Civil  service  commission  fees  8.26 
PAES  program  applicants,  participants 

20.75.15 

Sheriff’s  department  fees  8.27 
SSIP  program  applicants,  recipients 

20.205.15 

FIRE  AUXILIARY  RESERVE 

See  also  EMERGENCY  SERVICES 
ORGANIZATION  (7.5) 

Chief 

See  FIRE  CHIEF  (7.11) 

Commission 

See  FIRE  COMMISSION  (2A.90,  7.11) 
Created,  organization,  powers,  duties 
generally  7.11 

FIRE  CHIEF 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Central  safety  committee  membership 
16.121-2 

Citizens  award  selection  panel  membership 
16.161 

Fire  auxiliary  reserve,  authority  generally 

7.11 

Interdepartmental  staff  committee  on  traffic 
and  transportation  membership  2.70 
Uniforms,  recordkeeping  duties  21.51 

FIRE  COMMISSION 

See  also  COMMISSIONS  (1.29) 

Bureau  of  fire  prevention  and  public  safety 
supervision  2A.95 

Fire  auxiliary  reserve,  authority  generally 
7.11 

Fire  department 

physician  appointment  2A.91 
ranks,  positions,  new,  creation,  authority 
2A.90 


retirement  system,  early  retirement 
inducement  prohibition  provisions 
promulgation,  enforcement  16.8-1 
President,  citizens  award  committee 
membership  16.160 

FIRE  DEPARTMENT 

See  also  DEPARTMENTS  (3.5) 

FIRE  AUXILIARY  RESERVE 
(7.11) 

PERSONNEL  (16.7) 

Building,  demolition  scheduled,  hold 
harmless  agreement  authority  1.25-5 
Chief  of  department 

See  also  FIRE  CHIEF  (2.70) 

OFHCERS,  CITY,  COUNTY 
(1.23) 

appointing  authority 

fire  marshal,  fire  marshal  assistants 
2A.94 

generally  2A.93 
fire  prevention  authority  2A.95 
fire-fighting  outside  city,  county, 
authority  2A.90 

Construction,  other  projects,  utility  liaison 
committee  membership  5.63 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.215 
Fire-fighting  outside  city,  county, 
authorization  2A.90 
Medical  examinations 

See  PERSONNEL  (16.89-1) 

Physician,  appointment  2A.91 
Ranks,  positions 
designated  2 A. 92 

executives,  designated,  appointment 
2A.93 

fireboat  pilots,  marine  firemen,  marine 
engineers 
designated  2A.92 
service  curtailment  effect  2A.96 
new,  creation,  scope,  authority  2A.90 
noncivil  service,  new,  creation, 
appointment,  scope,  authority  2A.90 
Retirement 

See  FIRE  DEPARTMENT 

RETIREMENT  SYSTEM  (16.8-1) 
RETIREMENT  SYSTEM  (16.29) 
Sound  recordings,  retention,  duties 
generally  8.3-1 
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FIRE  DEPARTMENT 


Uniformed  officers,  employees,  claims 
against  city,  county 
See  CLAIMS  AGAINST  CITY, 
COUNTY  (10.25-1) 

Uniforms,  regulations  generally 
See  PURCHASING  (21.40) 

FIRE  DEPARTMENT  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.144-5 

FIRE  DEPARTMENT  RETIREMENT 
SYSTEM 

See  also  RETIREMENT  SYSTEM  (16.29) 
Early  retirement,  inducement,  gratuity, 
prohibited  16.8-1 

FIRE  INVESTIGATION  BUREAU 

See  BUREAU  OF  FIRE  INVESTIGATION 
(2A.95) 

FIRE  MARSHAL 

See  also  OFHCERS,  CITY,  COUNTY 
(1-23) 

Appointment,  powers,  duties  generally 
2A.94 

Assistants,  appointment,  powers,  duties 
generally  2A.94 

FIRE  PREVENTION 

Scope,  regulations  generally  2A.95 

FIRE  PREVENTION  BUREAU 

See  BUREAU  OF  FIRE  PREVENTION 
AND  PUBLIC  SAFETY  (2A.95) 

FIREARMS 

Discharging  at  peace  officer,  fireman, 
conviction,  reward 
See  REWARDS  (10.173) 

Surrender  program 

See  AMNESTY-SURRENDER  OF 
FIREARMS  PROGRAM 
SPECIAL  FUND  (10.117-105) 


FIRST  OFFENDER  PROSTITUTION 
PROGRAM 

Administrative  fee,  collection  when, 
amount,  use  10.193-1 

FIRST  SOURCE  HIRING 
ADMINISTRATION 
Composition  83.6 
Established  83.3,83.6 
First  source  hiring  program 

first  source  hiring  implementation, 
monitoring  plans  duties  83.7 
first  source  hiring  requirements  duties 
commercial  development  permits 
83.11,  83.12 

contracts,  property  contracts  83.9, 
83.10 

joint  agreement  authority  83.14 
Powers,  duties  generally  83.3,  83.6 
Purpose  83.3 

FIRST  SOURCE  HIRING  PROGRAM 
Administration,  scope,  authority  83.6 
Administrative  body 

See  FIRST  SOURCE  HIRING 
ADMINISTRATION  (83.3) 


FIREBOATS 

Conversion,  cimailment,  effect  2A.96 


INDEX  AD-46.5 


(3-99) 


I 


i 


( 


FIRST  SOURCE  HIRING  PROGRAM 


Applicability  of  provisions  83.2,  83.3, 
83.4,  83.5,  83.9,  83.18 
Collective  bargaining  agreements,  effect 
83.15 

Definitions  83.4 
Employers 

Sec  also  Specific  Subject 
records,  requirements  83.13 
Enforcement  of  provisions  83.6 
Exclusions  generally  83.14 
Expiration  date  of  provisions  83.18 
Findings  83.2 

First  source  hiring  implementation, 
monitoring  plans 

department  requirements,  duties  83.7 
departments,  development,  approval 
83.6 

review  83.6 

First  source  hiring  requirements 
applicability  determination  83.7 
applicability  of  provisions  83.3 
commercial  development  permits 
See  also  Specific  Subject 
designated,  applicability  83.11 
violations,  penalties  83.12 
contracts,  property  contracts 
Sec  also  Specific  Subject 
designated,  applicability  83.9 
violations,  penalties  83.10 
enforcement  83.7 

implementation,  monitoring,  oversight, 
scope,  authority  83.6 
Implementation  of  provisions  83.6 
Limitations  generally  83.14 
Monitoring  of  provisions  83.6 
Operative  date  of  provisions  83.18 
Participation 

applicability  of  provisions  83.3 
effect  of  provisions  83.2 
Purpose  of  provisions  83.2,  83.3 
Review,  purpose,  scope  83.3 
Scope  of  provisions  83.5 
Severability  of  provisions  83.16 
Title  of  provisions  83.1 
Undertaking  limited  to  general  welfare 
promotion  83.17 
Workforce  development 
Sec  also  WORKFORCE 

DEVELOPMENT 
ADVISORY  COMMITTEE 
(83.8) 


scope,  authority  83.8 
system  83.6 

FISH  AND  GAME  DOCUMENT  FEE 
Documentary  handling  fee  31.60 

FISH  AND  GAME  PROPAGATION  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.19 

FISH,  GAME  PROPAGATION, 
CONSERVATION 
See  also  GAME  BIRDS  (1.8) 
Expenditures,  purpose,  statutory  authority, 
supervisory  agency  designated  10.19 

FLAGS 

Good  Friday,  flying  at  half-mast  1.4 
Official  flag  designated  1.3 

FLEA  MARKET 

Administration,  authority  designated  9B.4 
Establishment,  authorization  9B.1 
Location  9B.3 
Maintenance,  operation 

authority  designated  9B.1 
financing  9B.2 
Name  9B.2 

Rules,  regulations  generally  9B.6 
Vendors 
expulsion 

appeals  9B.9 

permitted  when,  procedure  9B.8 
fees 

designated,  payment  9B.5 
use  9B.2 

permission  to  sell,  terms,  conditions 
9B.7 

rules,  regulations  generally  9B.6 

FLOWER,  OFFICIAL 
Sec  DAHLIA  (1.5) 

FOOD  VENDING  MACHINES 
Buildings,  public,  installation 

See  BUILDINGS,  PUBLIC  (4.2) 

FOREIGN  TRADE  ZONES 

Deemed  public  utilities  2A.133 
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FORENSIC  ADVISORY  COUNCIL 


FORENSIC  ADVISORY  COUNCIL 
See  also  COUNCILS  (1.29) 

Purpose,  cslablishmenl,  organization  15.11 

FOSTER  CARE  FAMILIES 

Community  fairs,  events,  information, 
rceruitment,  hold  harmless  agreement  with 
sponsors,  organizers  1.46 

FRANCHISE 

See  also  CATV  FRANCHISE  (11.21) 

Administration  11.5 

Application 

fees,  review  costs,  responsibility  1 1 .75 
procedure,  form  filing  11.2 
Financial  investigation  11.7 
Granting  procedure  11.1-1 
Investigation,  report  1 1 .6 
Ordinance 

contents  11.4 

form  filing,  regulations  11.3 
Utility,  expired,  street  use  regulations  11.1 

FRAY  JUNIPERO  SERRA  BIRTHPLACE 
Designated,  maintenance  agreement, 
authority  1.18 

FRIENDS  OF  THE  DELINQUENCY 
PREVENTION  COMMISSION  SPECIAL 
FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-104 

FSHA 

Sec  FIRST  SOURCE  HIRING 
ADMINISTRATION  (83.3) 

FUNDRAISING  DRIVE 

Annual  joint  fundraising  drive 

eligible  agencies,  selection  16.93-2 
organization,  staff,  technical  support 
16.93-3 

participating  agencies,  obligations 
designated  16.93-5 
personnel,  city,  county,  charitable 
deductions,  authorization  by  employee, 
required  16.93-1 
scheduling  of  drive  16.93-4 


FUNDS 

See  also  Specific  Fund,  Account 

CASH  REVOLVING  FUNDS 
(10.125) 

CHECKS,  CITY,  COUNTY 
(10.181) 

GENERAL  FUND  (10.194) 
WARRANTS,  CITY,  COUNTY 
(10.117-74,  10.181) 

Custody  safe,  maintenance,  use, 
recordkeeping  requirements  10.81-1 
Deposits,  procedures  generally, 
determination  10.81 
Inactive  accounts,  deposits  into,  amount, 
purpose  10.5 

Investment,  surplus  funds,  when  10.79-2 
Money  paid  as  reimbursement  for  incorrect 
payment,  deposit  requirements  10.9 
Sheriff,  funds  formerly  received  by, 
disposition  10.82 
Special  funds,  accounts 

See  also  Specific  Fund,  Account 
creation  when,  purpose,  use  10.80 
Transfer,  temporary 

interest  payment  10.79-3 
maintenance  purposes,  regulations 
10.79 

surplus  funds,  pending  bond  sales 
10.79-1 

— G — 

GAME 

See  FISH,  GAME  PROPAGATION, 
CONSERVATION  (10.19) 

GAME  BIRDS 

See  also  FISH,  GAME  PROPAGATION, 
CONSERVATION  (10.19) 
Propagation,  city,  county  property, 
permitted  when,  conditions  1.8 

GARAGE,  CENTRAL 

Established,  purpose,  use  6.01 

GAS  MAINS,  CONDUITS,  CONNECTIONS 
Laying,  order  authority  1.53 

GAS  TAX  STREET  IMPROVEMENT  FUND 
See  SPECIAL  GAS  TAX  STREET 

IMPROVEMENT  FUND  (10.84) 
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GAS  VAPOR  METERS 

Testing,  inspections,  registration,  fees, 
mobilehome  parks,  recreational  vehicle 
parks,  apartment  complexes  1.13-5 

GAY  YOUTH  TASK  FORCE 

See  LESBIAN,  GAY,  BISEXUAL, 

TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK 
FORCE  (30.01) 

GENDER  IDENTITY 

See  also  LESBIAN,  GAY,  BISEXUAL, 

TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK 
FORCE  (30.01) 

Discrimination  prevention 
See  CONTRACT  (12B.1) 

HUMAN  RIGHTS  COMMISSION 
(12A.1) 

PROPERTY  CONTRACTS  (12C.1) 
WOMEN  (12K.1) 

GENERAL  ASSISTANCE  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.157-2 

GENERAL  ASSISTANCE  PROGRAM 
See  also  CALM  PROGRAM  (20.100) 
FIRST  SOURCE  HIRING 
PROGRAM  (83.1) 

PAES  PROGRAM  (20.70) 

RENT  SUPPLEMENT 
PROGRAM  (24A.0I) 

SSIP  PROGRAM  (20.200) 
UNEMPLOYMENT  (20.30) 
Administration 

fairness  regulations  20.59.10 
policies 

designated  20.55.4 
establishment,  authority  20.55.5 
exceptions  when  20.55.5 
principles  designated  20.55.4 
quality  control  program 

reports,  requirements  20.59.12 
scope,  requirements  20.59.11 
scope,  authority  generally  20.55.5 


Aid 

See  also  Specific  Subject 
Eligibility  (20.56) 
actions,  dissatisfaction,  hearing 
procedure  when 
See  Hearing  (20.60) 
allowances 

See  Eligibility  (20.56.9) 

Special  allowances  (20.57.4) 

amount 

basic  needs  inclusion  20.57.3 
changes  in  grant,  payment  when 
20.59.7 

employer  wage  subsidy  program, 
effect  20.57.7 

housing,  shared,  rent-free,  effect 
20.57.1 

maximum,  adjustment  when 
discretionary  county-funded 
programs  terminated  20.60.11 
maximum,  computation  20.57 
personal  needs  inclusion  20.57.3 
supplemental  rent  payments  20.59 
basic  needs  inclusion  20.57.3 
continuing  eligibility,  conditions 
designated  20.58 
failure  to  comply,  effect  20.58.1 
discontinuance 

See  also  Hearing  (20.60) 
fraud  generally,  when  20.59.16 
general  conditions  20.59.6 
identification  obtention  failure,  when 
20.56.13 

overpayment  due  to  fraud  20.59.10 
eligibility 

See  Eligibility  (20.56) 
emergency  assistance  20.59 
employer  wage  subsidy  program 
20.57.7 

fairness  regulations  20.59.10 
grant 

See  amount  (20.57) 

grant,  changes  in  (20.59.7) 
grant,  changes  in 

operative  date  of  provisions 
20.60.10 

payment  when  20.59.7 
hearing,  pending  decision,  payment 
when  20.60.3 

housing,  shared,  rent-free,  effect 
20.57.1 
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in-kind  bcncfils.  orders 

emergency  assistance,  use  when 
20.59 

initial  payment,  use  when  20.59.5 
permitted  20.59.2 
use  restrictions  20.59.3 
notice  of  proposed  action 
See  also  Hearing  (20.60) 
issuance  when,  contents,  delivery 
20.60.1 
overpayment 

See  also  Hearing  (20.60) 
regulations  generally,  effect 
20.59.10 
payment 

See  also  rent  payments  (20.59) 
changes  in  grant,  when  20.59.7 
conditions  generally  20.57 
discontinuance  when  20.56.13, 
20.59.6,  20.59.10 
emergency  assistance  20.59 
employer  wage  subsidy  program 
20.57.7 

hearing,  pending  decision,  payment 
when  20.60.3 
in-kind  benefits,  orders,  use 
restrictions  20.59.3 
initial,  conditions  20.57 
initial,  methods  20.59.5 
lost,  forged,  stolen  warrants, 
replacement  procedure  20.59.8 
lost,  stolen  warrant  proceeds, 
replacement  prohibited  20.59.9 
mandatory  direct  rent  payment 
program,  when  20.59.2 
methods  generally  20.59.1 
multiple  payments  prevention, 
fingerprints  provision,  purpose, 
regulations  20.56.14 
normal  payment  periods  20.59 
overpayment,  regulations,  effect 
20.59.10 

room  and  board  facilities  direct 
payment  permitted  when  20.57.2 
supplemental  rent  payments  20.59 
to  whom  paid,  delivered,  methods 
20.59.4 

personal  needs  inclusion  20.57.3 
principles  designated  20.55.4 


rent  payments 

mandatory  direct  rent  payment 
program,  participation  when 
20.59.2 

supplemental  rent  payments, 
regulations  20.59 

room  and  board  facilities  direct  payment 
permitted  when  20.57.2 
special  allowances 

See  Special  allowances  (20.57.4) 
Allowances 

See  Eligibility  (20.56.9) 

Special  allowances  (20.57.4) 
Applicability  of  provisions  20.55.1 
Applicants 

actions,  dissatisfaction,  hearing 
procedure  when 
See  Hearing  (20.60) 
eligibility 

See  Eligibility  (20.56) 

Ineligibility  (20.56.3) 
employable,  classification  when, 
requirements  when  20.58.2 
employment  termination  without  good 
cause,  aid  denial  when  20.58.4 
fairness  regulations  20.59.10 
fingerprints,  provision,  purpose, 
regulations  20.56.14 
good  cause  showing,  criteria  20.58.5 
identification,  requirements  20.56.13 
photo  identification,  requirements 
20.56.13 

real  property  interest  transfer 
requirements  20.56.9 
reimbursement  agreement  required  when 
20.56.12 

social  security  number,  verifiable, 
requirements  20.56.13 
unemployable,  classification  when, 
requirements  when  20.58.2 
Assistance 

See  also  Specific  Subject 
Aid  (20.57) 

principles  designated  20.55.4 
CALM  program 

general  regulations 

See  CALM  PROGRAM  (20.100) 
termination,  aid  maximum  amount 
adjustment  when  20.60.11 
Case  records 

See  Records  (20.59.13) 
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Cash  assistance  linked  to  Medi-Cal  program 
See  CALM  program  (20.60.11) 

CALM  PROGRAM  (20.100) 
Conflicting  provisions,  resolution  20.55.1 
Definitions  20.55.2 
Denial 

employable  applicant,  recipient,  when 
20.58.2 

employed  applicant,  recipient, 
employment  termination  without  good 
cause  20.58.4 
hearing  procedure  when 
See  Hearing  (20.60) 

Discontinuance  from 

See  also  Aid  (20.56.13) 

Fraud,  discontinuance  from 
when  (20.59.10) 
hearing  procedure  when 
Sec  Hearing  (20.60) 

Discrimination,  prohibitions  20.55.4 
Eligibility 

Sec  also  Ineligibility  (20.56.3) 
allowances 

exempt  income,  resources  20.56.11 
personal  property  20.56.10 
real  property  20.56.9 
terminal  illness,  effect  20.56.15 
CALM  applicants,  recipients 

recipients  no  longer  eligible  for 
CALM  assistance  20.107.1 
upon  CALM  termination  20.121 
continuing  eligibility,  conditions 
designated  20.58 
failure  to  comply,  effect  20.58.1 
determination 

See  Specific  Subject 
fairness  regulations  20.59.10 
generally  20.56 
income  proration 

contract  period  20.56.2 
school  district,  university,  community 
college  full-time  certified 
employees  20.56.1 
self-employed  workers,  freelance 
workers  20.56.4 
labor  dispute  effect  20.56.7 
PAES  program  participants  upon  PAES 
program  termination  20.90 
residency  20.56.8 


SSIP  applicants,  recipients 

upon  CALM  termination  20.222 
when  generally  20.205.2 
terminal  illness,  effect  20.56.15 
termination,  residency  abandonment, 
when  20.56.8 

Emergency  assistance  20.59 
Employer  wage  subsidy  program  20.57.7 
Employment  services  program 
See  FIRST  SOURCE  HIRING 
PROGRAM  (83.1) 

PAES  PROGRAM  (20.70) 

Fair  hearing 

See  Hearing  (20.60) 

Fairness  regulations  20.59.10 
Fraud,  discontinuance  from  when 
generally  20.59.16 
overpayment  due  to  fraud  20.59.10 
Grant 

See  Aid  (20.57) 

Hearing 

aid  paid  pending  decision,  conditions 
20.60.3 

attendance  20.60.7 
conducting,  procedural  rules  20.60.7 
counsel,  representative,  rights  20.60.6, 
20.60.7 
decision 

basis,  contents,  time  limits  20.60.8 
finality  20.60.9 
evidence  20.60.7 
fair  hearing 

See  Specific  Subject 
informality  20.60.7 
nonappearance,  effect  20.60.9 
notice  of  proposed  action 
See  also  Specific  Subject 
expedited  hearing,  delivery  time 
limits  20.60.1 

notice  requirements  20.60.4 
officer 

decision,  duties  when  20.60.8 
impartial,  designation  20.60.5 
request 

filing,  timely  20.60 
procedure  generally  time  limits 
20.60.2 

second  hearing  request,  procedure 
20.60.9 

rights  designated  20.60.6 
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scope  of  mailers  20.60 
second  hearing,  requcsi  when,  condilions 
20.60.9 

selling,  lime  limiis  20.60.4 
Indigency,  regulations 
See  Specific  Subject 

INDIGENT,  DEAD  (6.62) 
INDIGENT,  NONRESIDENT 
(20.33) 

SOCIAL  SERVICES 
DEPARTMENT  (20.21) 

Ineligibility 

business  proprietor  20.56.3 
CALM  recipients  20.113 
controlled  substance  felony  conviction 
20.56.16 
determination 

See  Specific  Subject 
fleeing  felon,  parole  or  probation 
violator  20.56.17 
PAES  program  participants  20.83 
rebuttable  presumption 

current  income,  expenses  20.56.6 
students  20.56.5 

SSIP  program  recipients  20.201,  20.214 
TANF/CalWORKs  recipient  reaching 
timelimits  20.56.18 
Intent  of  provisions  20.55.4 
Mandate  of  provisions  20.55.1 
Operative  date  of  provisions  20.60.10 
PAES  program 

general  regulations 

See  PAES  PROGRAM  (20.70) 
termination,  aid  maximum  amount 
adjustment  when  20.60.11 
Payments 

See  Aid  (20.56.14) 

Personal  assisted  employment  services 
program 

See  PAES  program  (20.60.11) 

PAES  PROGRAM  (20.70) 

Policies 

designated  20.55.4 
exceptions  when  20.55.5 
Principles 

designated  20.55.4 
Pronoun  usage,  interpretation  20.55.3 
Purpose  of  provisions  20.55.4 
Quality  control  program 

reports,  requirements  20.59.12 
scope,  requirements  20.59.11 


Recipients 

See  also  Specific  Subject 
actions,  dissatisfaction,  hearing 
procedure  when 
See  Hearing  (20.60) 
earned  income  and  asset  disregard 
program,  establishment,  applicability, 
regulations  20.57 
eligibility 

See  Eligibility  (20.56) 

Ineligibility  (20.56.3) 
employable,  classification  when, 
requirements  when  20.58.2 
fairness  regulations  20.59.10 
fingerprints,  provision,  purpose, 
regulations  20.56.14 
good  cause  showing,  criteria  20.58.5 
records 

confidentiality  20.59.14 
contents,  maintenance,  requirements 
20.59.13 

destruction  when  20.59.15 
reimbursement  agreement  required  when 

20.56.12 

responsibilities  generally  20.55.4 
unemployable,  classification  when, 
requirements  when  20.58.2 
Records 

confidentiality  20.59.14 
contents,  maintenance,  requirements 

20.59.13 

destruction  when  20.59.15 
Reimbursement  agreement  required  when 
20.56.12 
Rent  payments 

mandatory  direct  rent  payment  program, 
participation  when  20.59.2 
supplemental,  regulations  20.59 
Services 

See  Specific  Subject 
Eligibility  (20.56) 

Severability  of  provisions  20.55.6 
Special  allowances 

bequest  funds  20.57.6 
medical  care  20.57.5 
transportation  out  of  city,  county, 
provision  when  20.57.4 
SSIP  program 

general  regulations 

See  SSIP  PROGRAM  (20.200) 
termination,  aid  maximum  amount 
adjustment  when  20.60.11 
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Statutory  authority  of  provisions  20.55.1 
Supplemental  rent  payments  20.59 
Supplemental  security  income  pending 
program 

See  SSIP  program  (20.60.11) 

SSIP  PROGRAM  (20.200) 

Terminal  illness,  effect  20.56.15 
Title  of  provisions  20.55 
Transportation  out  of  city,  county,  provision 
when  20.57.4 
Unemployment 

See  Specific  Subject 

FIRST  SOURCE  HIRING 
PROGRAM  (83.1) 

PAES  PROGRAM  (20.70) 
UNEMPLOYMENT  (20.30) 

GENERAL  FUND 

See  also  FUNDS  (10.81) 

Service-rendering  agencies  cost  recovery 
costs  determination  10.195 
funds  allocation  by  recipient  agencies 
budget  review  10.199 
requirements  generally  10.198 
general  service  charge,  computation 
10.197 

purpose  of  provisions  10.194 
survey  requirements  10.196 

GENERAL  MANAGER 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Victim/witness  assistance  policy  committee 
membership  36.2 

GENERAL  OBLIGATION  BONDS 

Long-term  financing  proposals.  General 
Plan  conformance,  referral  report 
requirements  2A.52 
Refunding 

See  REFUNDING  BOND  SAVINGS 
TEST  ACT  (78.1) 

GENERAL  PLAN 

Conformance,  referral  report  required  when, 
requirements  2A.52,  2A.53 
Planning  requirements,  city,  county  officers, 
advisory  duties  generally  2A.51 
Transportation  element,  skating  issues 
inclusion  5.212 


GIFTS  TO  CITY,  COUNTY 
See  also  Specific  Subject 
Five  thousand  dollars,  less 

acceptance  permitted  when,  pinpose 
10.116 

cash  gifts,  deposit  requirements 
10.116-1 

equipment  gifts,  tagging  requirements 
10.116-2 

report  requirements  10.116-3 
Funds 

See  Specific  Fund 

GIRLS  TREATMENT  CENTER 
Established  20.53 

GOLDEN  GATE  MUSEUMS 
Art  sale,  exchange,  transfer 

See  also  ART  MEDIA,  PUBLIC  (1.16) 
applicability  of  provisions 

Airport  Museums,  San  Francisco 
Airport  Commission  28.8 
Asian  Art  Museum  28.7 
auction,  public  28.3 
exchanges  28.2 
generally,  procedure  28.1 
moneys  disposition  28.5 
private  sale  allowed  when  28.4 
transfers  28.6 

California  Palace  of  the  Legion  of  Honor 
See  Specific  Subject 

ACHENBACH  GIFT  (10.115) 

Fine  Arts  Museums 
See  Specific  Subject 

FINE  ARTS  MUSEUMS  (58.210) 
Gifts,  devises,  bequests,  acceptance 
conditions  10.116-4 
M.  H.  de  Young  Memorial  Museum 
See  Specific  Subject 
Palace  of  the  Legion  of  Honor 
See  Specific  Subject 

GOLDEN  GATE  MUSEUMS  BOARD  OF 
TRUSTEES 
Art  sale  authority  28.1 

GOLDEN  GATE  NATIONAL  RECREATION 
AREA 

Skating  advisory  committee  nonvoting 
representative  provision  5.210 
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GOLDEN  GATE  PARK  CENTENNIAL 
FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.109-2 

GOLDEN  GATE  PAVILION  SPECIAL  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-82 

GOLF  FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.179 

GOOD  FRIDAY 

Flags,  half-mast  1.4 

GOVERNMENT 

See  Specific  Subject 

OPEN  GOVERNMENT  (57.3,  67.1) 

GOVERNMENT  ACTIVITIES.  IMPROPER 
Definitions  16.401 
Information  disclosure 
confidentiality  16.403 
interference,  prohibited  acts  designated, 
penalties  16.402 
Liability  limitation  16.404 
Unit 

See  IMPROPER  GOVERNMENT 
ACTIVITIES  UNIT  (16.400) 

GRADES 

Private  property  abutting  street,  safety  order 
authority  1.53 

GRAFFITI 

Reports,  programs,  scope,  authority  5.172 

GRAFHTI  ABATEMENT  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-111 

GRAFHTI  ADVISORY  BOARD 
See  also  BOARDS  (1.23) 

Chairman  5.171 

Established,  composition,  appointment, 
qualifications,  authority  generally  5.170 
Organizational  regulations  5.171 
Purpose,  powers,  duties  generally  5.172 
Staffing  5.173 
Vacancy  filling  5.171 


GRAFFITI  CLEAN-UP  FUND 
See  NEIGHBORHOOD 

BEAUTIFICATION,  GRAFFITI 
CLEAN-UP  FUND  (10.98) 

GRAFHTI  TASK  FORCE 
Compensation  5.174 
Staffing  5.173 

GRAND  JURY,  CIVIL 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.168 

Findings,  recommendations,  final  report, 
hearing  by  board  of  supervisors, 
procedure  2.10 

GRANTS 

See  also  Specific  Subject 

GENERAL  ASSISTANCE 
PROGRAM  (20.55) 

Federal,  state,  other 
acceptance  10.170-1 
accounting,  recordkeeping  requirements 

10.170- 2 

application  procedures,  regulations 
10.170 

expenditures,  approval  required 

10.170- 1,  10.170-2.5 

public  works,  improvements  contracts, 
award  time  limits  6. 1-2 

GROUNDS,  PUBLIC 

Administration,  authority  generally  4.1-1 

GUATEMALAN  REFUGEES 

See  IMMIGRATION  STATUS,  CITY, 
COUNTY  (12H.1) 

— H — 

HALL  OF  JUSTICE 

Naming,  “Thomas  J.  Cahill  Hall  of  Justice” 
4.22 

Office  space  allocation  procedure  4. 1 

HALLIDIE  PLAZA 

Use,  permit  required,  requirements 
generally  2.74 
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HANDICAPPED  CHILD  ASSISTANCE 
Costs,  billing  of  family 
agreements  20.44 

payment  ability  determination  20.43 
Eligibility  20.42 
Gift,  donation  acceptance  20.45 
Moneys  deposit  20.47 
State  aid  agreement  authorization  20.46 

HANDICAPPED  PARKING 

City,  county  off-street  parking  facilities, 
courtesy  coupons,  use,  regulations  17.19 

HARDWOODS 

See  TROPICAL  HARDWOODS,  VIRGIN 
REDWOOD  BAN  (121.1) 

HAWKER 

Scales,  regulations 

See  WEIGHING,  MEASURING 
DEVICES  (1.15) 

HAZARDOUS  MATERIALS 

Abatement  work,  contract,  procedure  when 
6.08 

Contaminating  agents,  combatting 
See  EMERGENCY  (7.15) 

Mission  Bay 

See  MISSION  BAY  HAZARDOUS 
MATERIALS  INVESTIGATION, 
REMEDIATION  PROGRAM 
(5.140) 

Polychlorinated  biphenols  (PCBs),  removal, 
contract  1.30 

HEALTH  AUTHORITY 

See  SAN  FRANCISCO  HEALTH 
AUTHORITY  (69.1) 

HEALTH  CARE  SERVICES 

See  also  MEDICAL  SERVICES 
(10.117-98,  19A.22) 

Managed  health  care  contracts,  information 
disclosure  regulations  67.24 
Medi-Cal  beneficiaries 

See  MEDI-CAL  BENEHCIARIES 
(19A.34,  69.2) 


HEALTH  CARE  SERVICES  DIRECTOR 
See  also  OFFICERS,  CITY,  COUNTY 
(1.23) 


Contracting  authority 

emergency  medical  communications, 
facilities  use  19A.19 


technical  laboratory  services  19A.20 
Hospital  gift  shop,  space  arrangement 
19A.18 


Victim/witness  assistance  policy  committee 
membership  36.2 


HEALTH  COMMISSION 

See  also  COMMISSIONS  (1.29) 
Appointing  authority 

adult  detention  advisory  committee 


13.71 

HIV  epidemic  joint  task  force  5.160 
San  Francisco  Health  Authority  69.4 
Contract  approval 

allied  health  profession  training  19A.10 
dentistry,  podiatry  student  training 


19A.9 


emergency  medical  communications, 
facilities  use  19A.19 
nalline  testing  19A.1 
physical  therapy  student  training 
19A.17 
state  aid 

mental  hygiene  department  19A.6 
public  health  department  19A.5 
student  nurse  training 

clinical  experience  19A.8 
field  work  19A.2 

university  research,  hospital  use  19A.3 
Gifts,  acceptance,  disposition,  authority 
10.110 

HIV  epidemic  joint  task  force 
appointing  authority  5.160 
staffing  duties  5.163 
Hold  harmless  agreements,  entering, 
authority 

endotracheal  intubation  training 
program,  paramedic  division  1 .25-3 
medical  records  review  to  identify 
reportable  diseases,  conditions,  with 
institutions  1.35 

medically  indigent  care  reporting  system 
1.39 
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mentally  ill  adult  residents,  organic  brain 
syndrome,  skilled  nursing  facility 
inpatient  services,  Alameda  County 
1.42 

mentally  impaired  clients,  facilities, 
services  1.38 

specialized  training  provision,  medical 
institutions  1.36 

substance  abuse  treatment  referral,  case 
management,  monitoring  services,  with 
MAXIMUS,  Inc.  1.47 
Indigency  reciprocal  agreement  execution 
20.25-1 

In-home  supportive  services  public  authority 
governing  body  membership  70.2 
Lead  hazards  remediation,  tenant  relocation 
assistance  amount,  regulations  approval 
72.3 

Medical  services  contract  approval 
Alameda  County  19A.38 
San  Francisco  Unified  School  District 
19A.40 

San  Mateo  County  19A.39 
UesaStanford  Health  care  19A.37 
University  of  California  19A.23 
Mental  health  service  agreements  15.6 
Narcotics,  alcohol  order  approval  19A.7 

HEALTH  CONTRACTS 

See  PUBLIC  HEALTH  CONTRACTS 
(19A.1) 

HEALTH  DEPARTMENT 

See  PUBLIC  HEALTH  DEPARTMENT 
(10.117-98,  58.310) 

HEALTH  DIRECTOR 

See  PUBLIC  HEALTH  DIRECTOR  (2.70) 

HEALTH  OFHCER,  COUNTY 

See  also  PUBLIC  HEALTH  DIRECTOR 
(2.70) 

HIV  epidemic  joint  task  force  membership 
5.160 

HEALTH  SERVICE  BOARD 
See  also  BOARDS  (1.23) 

Bond,  charter,  state  required 

See  also  OFHCERS,  CITY,  COUNTY 
(16.136) 

designated  16.136-1 


Elected  trustees 

See  Election  (16.550) 

Election 

ballots 

counting,  member  certification 
16.563 

delivery,  eligible  member  list 
16.557 

distribution  16.560 
envelope  requirements  16.559 
inclusion  with  paycheck  16.562 
requirements  generally  16.561 
voting  instructions  inclusion  16.558 
costs,  reimbursement  16.564 
date  16.552 
election  officers 

designation  procedure  16.555 
duties  generally  16.561 
instructions,  contents  16.556 
notice,  contents 

to  departments,  offices,  agencies 
16.555 

to  retirement  system  members, 
retired  members  16.553 
to  voter  registrar,  contractor  16.554 
ordering,  required  when  16.551 
purpose  of  provisions  16.550 
single  candidate,  effect  16.702 
Persoimel  cafeteria  plan  administration 
16.902 
Trustees 

See  Specific  Subject 
Election  (16.550) 

HEALTH  SERVICE  SYSTEM 

Contributions,  rate  changes,  effective  date 
16.157 
Membership 

board  of  supervisors  former  members, 
conditions  16.906 

eligible  personnel  designated  16.700 
redevelopment  agency  commissioners 
16.701 

Minority  business  enterprise  utilization 
report  duties  120.12 

HEALTH-RELATED  MATERIALS 
Sales,  agreement,  funds,  use  8.35 
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HEALTH-RELATED  SERVICES 

See  MEDICAL  SERVICES 
(10.117-98,  19A.22) 

HEALTHY  LIFESTYLE  PROGRAM  FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.200 

HEALTHY  LIFESTYLE  PROGRAMS 

Designated  10.200 

Fund 

See  HEALTHY  LIFESTYLE 

PROGRAM  FUND  (10.200) 

HELP  PROGRAM 

See  HOUSING  CODE  ENFORCEMENT 
LOAN  PROGRAM  (40.1) 

HETCH  HETCHY  PROJECT 

See  also  HETCH  HETCHY  WATER, 

POWER  SYSTEM  (5.60) 
Completion,  finding  required,  approval 

2A.131 

HETCH  HETCHY  PROJECT  CASH 
REVOLVING  FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.145 

HETCH  HETCHY  PROJECT  REVENUE 

BOND 

See  WATER  DEPARTMENT  REVENUE 
BOND  (52.01) 

HETCH  HETCHY  WATER,  POWER 

PROJECT  STORES  FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  1 0. 1 1 7-66 

HETCH  HETCHY  WATER,  POWER 

SYSTEM 

See  also  HETCH  HETCHY  PROJECT 
(2A.131) 

Construction,  other  projects,  utility  liaison 
committee  membership  5.63 

Street  utilities  coordinating  committee 
membership  5.60 

Utility  construction  planning  committee 
membership  5.63 

HIGHWAY  SAFETY  PROJECTS 

Federal  grants,  application  authorized, 
purposes  designated  10.117-11 

INDEX  AD-52.3 
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HIRING  PROGRAM 

See  FIRST  SOURCE  HIRING  PROGRAM 
(83.1) 

HISTORICAL  MATERIALS 

Records,  city,  county,  disposition, 
destruction  8.7 

HISTORICAL  PROPERTIES 

Preservation,  restoration  rehabilitation, 
property  tax  reduction.  Mills  Act  contracts 
application 

approval,  procedure  71.4 
procedure,  contents  71.3 
fees 

cancellation  fees  71.5 
generally,  purpose  71.6 
purpose,  scope  of  provisions  71.1 
qualified  historical  property  designated 
71.2 

severability  of  provisions  71.7 
terms,  conditions  71.5 

HIV  E.PIDEMIC  JOINT  TASK  FORCE 
Established,  composition,  appointment, 
qualifications  5.160 
Funding,  regulations  5.164 
Organization,  procedural  rules  5.161 
Powers,  duties  generally  5.162 
Staff  5.163 

Termination,  extension  5.165 
HIV  VACCINE 

Preparedness  studies,  research  services 
contract  19A.33 

HOLD  HARMLESS  AGREEMENTS 
Sec  Specific  Agency 

HOME  DETENTION  PROGRAM 
Established,  eligibility  13.63 

HOME  SERVICES,  SUPPORTIVE 

See  IN-HOME  SUPPORTIVE  SERVICES 
PUBLIC  AUTHORITY  (70.1) 

HOMELESS  OUTREACH  SERVICES 
Contract  19A.32 


HOMELESS  PERSONS 
Fund 

See  MAYOR’S  FUND  FOR  THE 
HOMELESS  (10.117-33) 

Services,  volunteer  provision,  city  employee 
designation  agreement,  scope  19A.22 
Supportive  housing  services,  purpose,  scope 
10.117-113 

HOMEMAKER,  CHORE  SERVICES 

Preference,  continuity,  audit  requirements 
21.13-2 

HOME-OWNERSHIP  ASSISTANCE  LOAN 
FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-76 

HOME-OWNERSHIP  ASSISTANCE 
PROGRAM 

See  also  AFFORDABLE  HOUSING  AND 
HOME  OWNERSHIP  BOND 
PROGRAM  (81.1) 

Administration  35.70 
Advertising  35.72 
Community  loan  board 

See  also  BOARDS  (1.23) 
appeals  hearing  35.63 
membership  35.60 
powers,  duties  35.61 
Counseling  services 
coordination  35.51 
purpose  35.50 
scope  35.52 
Definitions  35.3 
Denial 

appeal  35.63 
form  35.62 
Discrimination 

grounds  for  appeal  35.65 
prohibited  35.64 
Down  payment  assistance  loan 
See  also  Loans  (35.40) 
approval  35.26 

code  violation  abatement  required  35.25 
maximum  amount  35.21 
ownership  retention  requirement  35.23 
property  inspection  required  35.24 
purpose  35.20 
repayment  35.22 
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Elderly  household  designated  35.14 
Eligibility 

evaluation  levels  designated  35.10 
generally  35.11 
Emergency  loan  supplement 
Sec  also  Loans  (35.40) 
condition  of  hardship  designated  35.31 
fund  establishment  35.30 
maximum  amount  35.32 
repayment  35.33 
Household  designated  35.13 
Loans 

See  also  Down  payment  assistance  loan 
(35.20) 

Emergency  loan  supplement 
(35.30) 

counseling  services,  participation 
required  35.45 
occupancy  required  35.44 
prepayment  penalty  35.40 
program,  administration  10.117-76 
property  insurance  requirement  35.42 
security  required  35.41 
termination,  grounds  35.46 
transferability  35.43 

Low-income  household  designated  35.15 
Officer  reference  construction  35.2 
Program  area  designated  35.12 
Purpose  of  provisions  35.1 
Rule,  regulation  establishment  35.71 
Severability  35.4 
Volunteer  staff  35.73 

HOST  FUND 

See  PROTOCOL  AND  HOST  FUND 
(10.109-3) 

HOTEL 

See  also  RESIDENTIAL  HOTEL  UNIT 

CONVERSION,  DEMOLITION 

(41.1) 

Development  projects  with  city,  county 
proprietary  interest,  labor  representation 
procedures 

See  REAL  PROPERTY  (23.31) 

HOURS 

Offices,  city,  county,  public,  hours, 

Saturday  closings,  exceptions,  offices 
designated  16.4 


See  also  AFFORDABLE  HOUSING  AND 
HOME  OWNERSHIP  BOND 
PROGRAM  (81.1) 
APARTMENT  UNIT 
CONVERSION  (41A.1) 
ASSISTED  HOUSING  (60.1) 
EVICTIONS  (37.9) 

GENERAL  ASSISTANCE 
(20.59.2) 

HOME-OWNERSHIP 
ASSISTANCE  PROGRAM 

(35.1) 

HOUSING  CODE 
ENFORCEMENT  LOAN 
PROGRAM  (40.1) 

LEAD  HAZARDS  (72.1) 
MAYOR’S  HOUSING  OFFICE 
(10.117-76) 

REAL  PROPERTY  (23.1) 
REDEVELOPMENT  (24.2) 
REHABILITATION 
ASSISTANCE  PROGRAM 

(32.1) 

RENT  STABILIZATION  (37.1) 
RENT  STABILIZATION, 
ARBITRATION  FEES  (37A.1) 
RENT  SUPPLEMENT 
PROGRAM  (24A.0I) 

RENTAL  UNIT  (49.1) 
RESIDENTIAL  HOTEL  UNIT 
CONVERSION,  DEMOLITION 

(41.1) 

RESIDENTIAL  MORTGAGE 
REVENUE  BOND  LAW  (43.1) 
SUPPORTIVE  HOUSING 
(10.117-113) 

TIME-SHARE  CONVERSION 
(41C.1) 

Public,  plans.  General  Plan  conformance, 
referral  report  requirements  2A.53 
Public-assisted  private  housing  plans. 
General  Plan  conformance,  referral  report 
requirements  2A.53 

HOUSING  AFFORDABILITY  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-50 
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HOUSING  AUTHORITY 

Accounting  contract  with  city 
establishment  12.4 
termination  12.7 

Commissioners  appointment  12.2 

Disclosure  regulations 

See  also  CONHJCT  OF  INTEREST 

CODE  (58.1) 
designated  58220 

First  source  hiring  program 
duties  generally  83.6 

Necessity  determination  12.1 

Powers,  duties  12.5 

Purpose  of  provisions  12.3 

Redevelopment  approval  24.2 

HELP  loan 

See  Loans  (40.12) 

Loan  comminee 

See  HOUSING  CODE 

ENFORCEMENT  LOAN 
PROGRAM  LOAN  COMMITTEE 
(40.14) 

Loans 

administration,  authority  designated 

40.15 

defaults,  foreclosures,  effect  40.13 
due  date,  transferability  of  loan  40.23 
eligibility,  criteria  40.16 
fair  market  value  basis,  determination 
40.19 

fees,  charges,  interest  rates 

HOUSING  CODE  ENFORCEMENT  LOAN 
PROGRAM 

See  also  REHABILITATION 

ASSISTANCIE  PROGRAM 

(32.1) 

RESIDENTIAL  HOTEL  UNIT 
CONVERSION,  DEMOLITION 

(41.1) 

Administration 

authority  designated  40.7 

rules,  regulations  promulgation  40.10 

Bonds 

See  also  MUNICIPAL  BONDS  (2.30) 
issuance,  procedure,  effect  40.4 
proceeds  management  40.11 

Building  inspection  40.9 

Commercial  use,  conversion  restrictions 

40.29 

Contractors,  subcontractors,  equal 
employment  opportunity  requirements 

40.27 

Construal  of  provisions  40.33 

Conventional  HELP  loan 

See  Loans  (40.12) 

Conversion 

See  also  APARTMENT  UNIT 

CONVERSION  (41A.1) 
RESIDENTIAL  HOTEL  UNIT 
CONT^RSION, 

DEMOLITION  (41.1) 
restrictions,  prohibitions  40.29 

Definitions  40.2 

Enforcement 

See  also  Systematic  enforcement  (40.8) 
equal  housing,  employment  provisions, 
authority  designated  40.28 

determination,  approval  40.5 
establishment,  scope  40.24 
recommendations  40.12 
revision,  requirements  when  40.6 
impound  account  required  when  40.22 
maximum  amount  permitted  40.18 
maximum  indebtedness  limitation  40.17 
repayment  period,  commencement 

40.20 

security,  deed  of  trust  40.21 
transfer  upon  sale  40.23 

Multifamily  building 

See  Specific  Subject 

Conversion  (40.29) 

Neighborhood  strategy  area,  building 
inspection  40.9 

Public  officials,  agencies,  references  to, 
effect  40.3 

Purpose  of  provisions  40.1 

Residential  rehabilitation 

See  REHABILITATION  ASSISTANCE 
PROGRAM  (32.1) 

Review  of  provisions,  purpose  40.32 
Severability  of  provisions  40.34 

Systematic  enforcement 

See  also  Enforcement  (40.28) 
neighborhood  strategy  areas,  building 
inspection  request,  effect  40.9 
objective  selection  criteria,  determination 
40.8 

Tenants 

discrimination  prohibited  40.26 
private  action  permitted  when  40.31 
relocation  assistance 

See  also  RELOCATION  APPEALS 
BOARD  (24.7,  24B.1) 
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rights  generally,  notification 
required  (40.25) 

designated,  eligibility,  scope  40.30 
rights  generally,  notification  required 
40.25 

HOUSING  CODE  ENFORCEMENT  LOAN 
PROGRAM  LOAN  COMMITTEE 
See  also  COMMITTEES  (1.29) 

Created,  appointment,  composition  40.14 
Loans,  appeals  hearing  duties  40.16 
Powers,  duties  generally  40.15 

HOUSING,  ECONOMIC  DEVELOPMENT, 
SMALL  BUSINESS  OFHCE 
Economic  development  loan  programs 
administration  10.117-60 
Executive  director,  small  business  advisory 
commission  director,  designation  as  5.121 
Small  business  loan  programs 
administration  10.117-61 
Urban  development  action  grant  programs 
administration  10.117-59 

HOUSING  PROGRAMS  FEES  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-100 

HUMAN  RESOURCES  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated 

human  resources  cash  revolving  fund 
10.145-2 

workers  compensation  program  cash 
revolving  funds  10.145-1 

HUMAN  RESOURCES  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Budget,  salary  ordinance,  annual, 
administrative  provisions,  preparation, 
submittal  3.10 

Commission  on  the  status  of  women, 
duties  generally  33.7 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.235 


HUMAN  RESOURCES  DIRECTOR 
See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Budget,  interim  positions,  salary 
adjustments  duties  3.16 
CEDAW  task  force  membership  12K.4 
Claims  against  city,  county,  settlement 
authority,  grievances  filed  pursuant  to 
valid  memorandum  of  understanding 
10.25-12 

Employee  relations 

employee  organization  registration  duties 
16.209 

management,  supervisory,  confidential 
employees  specification  16.208 
powers,  duties  generally  16.203 
Personnel 

injured  in  performance  of  duty,  benefits, 
disability,  determination  authority 
16.82 

state  disability  insurance  program 
enrollment  duties  16.9-31 
Salary  ordinance,  annual,  adjustment 
authority  10.04 

Sexual  harassment  complaint  procedure, 
report  duties  16.9-25 
Workers’  compensation  task  force 
membership  16.83-1 

HUMAN  RIGHTS 
See  Specific  Subject 

HUMAN  RIGHTS  COMMISSION 
(12A.1) 

HUMAN  RIGHTS  COMMISSION 
See  also  COMMISSIONS  (1.29) 

Advisory  council  established  12A.6 
Affirmative  action  plan  duties  16.9-24 
Appointing  authority 

review  committee  members  12D.A.8 
Complaint  handling  12A.9 
Conflict  of  provisions  12A.14 
Contract  discrimination  prevention 
duties  generally  12B.2,  12B.3 
nondiscrimination  program  duties  12B.4 
Definitions  12A.3 
Established,  organization  12A.4 
Home-ownership  assistance  program 
discrimination  hearing  35.65 
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Housing  code  enforcement  loan  program, 
equal  housing,  employment  provisions, 
enforcement  authority  40.28 
Immigration  status  provisions  enforcement 
12H.4 

Information  maintenance,  supply  12A.12 
Lesbian,  gay,  bisexual,  transgender,  queer 
and  questioning  youth  task  force  members 
designation,  staff  support,  resources 
provision  30.01 

Meetings,  public  attendance  allowed 
12A.16 

Minority  business  enterprise 

See  also  Minority  business  utiUzation 
(12D.A.6) 

achievement  report  duties  12D.15 
implementation  regulations  adoption 
12D.16 

powers,  duties  generally  12D.6 
Minority  business  utibzation 

See  also  Minority  business  enterprise 
(12D.6) 

achievement  hearing,  duties  when 
12D.A.21 

noncompliances,  duties  when  12D.A.16 
payment  procedures  duties  12D.A.7 
periodic  report  duties  12D.A.18 
powers,  duties  generally  12D.A.6 
Personnel 

See  also  PERSONNEL  (16.7) 
conferences,  workshops,  training 
courses,  reimbursement  when  16.6-9 
Policy  declared  12A.2 
Powers,  duties  designated  12A.5 
President 

CEDAW  task  force  membership  12K.4 
Program  implementation  12A.7 
Property  contract  discrimination  prevention 
12C.4 

Public  works,  improvements  contracts 
bonding,  financial  assistance  program, 
powers,  duties  6.20-2 
discrimination  prevention  compliance 
determination  6.55 
Purpose  of  establishment  12A.1 
Remedy  limitation  12A.13 
Report  duties,  contents  12A.11 
Rule,  regulation  promulgation  12A.10 
Scope  of  provisions  12A.3 
Severability  12A.15 
Unfair  practices  designated  12A.8 


HUMAN  RIGHTS  COMMISSION  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.169-17 

HUMAN  RIGHTS  COMMISSION  DIRECTOR 
See  also  OFHCERS,  CITY,  COUNTY 
(1-23) 

Contract  discrimination  prevention 
provisions 

duties  generally  12B.2,  12B.3 
waiver  authority  12B.5-1 
Minority  business  enterprise 

See  also  Minority  business  utilization 
(12D.A.6) 

achievement  report  duties  12D.15 
Minority  business  utilization 

See  also  Minority  business  enterprise 
(12D.15) 

achievement  report  duties  12D.A.16 
architect/engineering  contracts  duties 
12D.A.12 

consultants,  professional  services 
contracts  duties  12D.A.13 
good  faith  efforts  waiver  authority 
12D.A.15 

noncompliances,  duties  when  12D.A.16 
payment  procedures  duties  12D.A.7 
periodic  report  duties  1 2D. A.  18 
powers,  duties  generally  12D.A.6 
prompt-payment  policy  implementation 
12D.A.9 

purchasing  contracts  duties  1 2D. A.  11 
race-,  gender-conscious  bid  discounts 
subcontractor  participation  goals 
duties  12D.A.17 
waiver  authority  12D.A.15 
Powers,  duties  generally  12D.6 
Program  monitoring,  report  duties  12D.14 
Property  contract  discrimination  prevention 
provisions 

duties  generally  12C.3 
waiver  authority  12C.5-1 
Provisions  waiver  authority  12D.13 

HUMAN  SERVICES  COMMISSION 
See  also  COMMISSIONS  (1.29) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.385 
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HUMAN  SERVICES  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

CALM  program 
administration 

fairness  regulations  duties  20.117 
scope,  authority  generally  20.104 
assistance 

discontinuance  from,  CALM 
payments  collection  restrictions 
when  20.114 

emergency  assistance  provision 
20.108 

pick-up  location  designation  20.106 
department-issued  identification 
obtention  requirement  authority 
20.105.10 
payments 

lost,  forged,  stolen  warrants, 
replacement  procedure  adoption 
20.112 

notice  of  proposed  action  duties  20.115 
records  disclosure  authority  20.119 
transportation  out  of  city,  county, 
provision  when  20.106.4 
General  assistance  program 
administration 

fairness  regulations  duties  20.59.10 
quality  control  program,  duties 
20.59.11,  20.59.12 
scope,  authority  generally  20.55.5 
applicant 

photo  identification  obtention 
assistance  20.56.13 
terminally  ill,  recordkeeping  duties 
20.56.15 

emergency  assistance,  duties  when 
20.59 

employable  applicants,  recipients,  duties 
when  20.58.2 

employer  wage  subsidy  program  duties 
20.57.7 

mandatory  direct  rent  payment  program 
duties  20.59.2 

notice  of  proposed  action  duties  20.60. 1 
payments 

location  determination  authority 
20.59.4 

lost,  forged,  stolen  warrants, 
replacement  procedure  adoption 
20.59.8 


transportation  out  of  city,  county, 
provision  when  20.57.4 
PAES  program 
administration 

fairness  regulations  duties  20.84 
scope,  authority  generally  20.74 
department-issued  identification 
obtention  requirement  authority 

20.75.14 

emergency  assistance  provision  20.78 
employer  wage  subsidy  program  duties 
20.75.6 

notice  of  proposed  action  duties  20.85 
participants 

activities  participation  determination 
20.77.1 

plan  noncompliance  notice  duties 
20.77.4 

plan  signature  20.77.2 
stipends 

lost,  forged,  stolen  warrants, 
replacement  procedure  adoption 
20.82 

pick-up  location  designation  20.76 
transportation  out  of  city,  county, 
provision  when  20.76.5 
Special  investigation  unit 

CALM  program  fraud  duties  20.117 
PAES  program  fraud  duties  20.84 
SSIP  program  fraud  duties  20.218 
SSIP  program 
administration 

fairness  regulations  duties  20.218 
scope,  authority  generally  20.204 
assistance 

emergency  assistance  provision 
20.209 

pick-up  location  designation  20.206 
department-issued  identification 
obtention  requirement  authority 

20.205.14 

notice  of  proposed  action  duties  20.215 
payments 

lost,  forged,  stolen  warrants, 
replacement  procedure  adoption 
20.213 
recipients 

substance  abuse,  other  medical 
treatment  programs  attendance 
requirement  authority  20.207 
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records  disclosure  authority  20.220 
transportation  out  of  city,  county, 
provision  when  20.206.5 

HUMAN  SERVICES  DEPARTMENT  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated 

AFDC  cash  revolving  funds  10.157-1 
general  assistance  cash  revolving  funds 
10.157-2 

human  services  department  cash 
revolving  funds  10.157 

HUMAN  SERVICES  DEPARTMENT 
EXECUTIVE  DIRECTOR 
See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

CALM  program 

administration  rules,  regulations 
establishment  20.104 
assistance 

emergency  assistance  provision 
contract  authority  20.108 
normal  pay  periods  establishment 
20.108 

payment  to  certain  addresses, 
authorization  20.106 
earned  income  and  asset  disregard 
program  establishment  20. 1 06. 1 
eligibility 

Cal  WORKS  assistance  unit  members, 
CalWORKs  ineligibility  exception 
grant  authority  20.105.8 
retirement  benefits  retention 
determination  20.105.6 
emergency  exceptions  authority  20.104 
fingerprinting  exemption  regulations 
creation  20.105.11 
hearing  officer,  impartial,  designation 
duties  20.116.3 

room  and  board  facilities  direct  payment 
program,  arrangement  initiation 
20.106.3 

First  source  hiring  administration 
membership  83.6 
General  assistance  program 

administration,  scope,  authority 
generally  20.55.5 


earned  income  and  asset  disregard 
program  establishment  20.57 
eligibility 

retirement  benefits  retention 
determination  20.56.11 
emergency  assistance,  duties  when 
20.59 

employer  wage  subsidy  program  duties 
20.57.7 

hearing  officer,  impartial,  designation 
duties  20.60.5 

room  and  board  facilities  direct  payment 
program,  arrangement  initiation 
20.57.2 

PAES  program 

administration  rules,  regulations 
establishment  20.74 
assistance 

emergency  assistance  provision 
contract  authority  20.78 
normal  pay  periods  establishment 
20.78 

earned  income  and  asset  disregard 
program  establishment  20.76.2 
eligibility 

CalWORKs  assistance  unit  members, 
CalWORKs  ineligibility  exception 
grant  authority  20.75.12 
retirement  benefits  retention 
determination  20.75.10 
emergency  exceptions  authority  20.74 
employer  wage  subsidy  program  duties 
20.76.6 

fingerprinting  exemption  regulations 
creation  20.75.15 

hearing  officer,  impartial,  designation 
duties  20.86.3 

room  and  board  facilities  direct  payment 
program,  arrangement  initiation 
20.76.4 

stipend  payment  to  certain  addresses, 
authorization  20.76 
SSIP  program 

administration  rules,  regulations 
establishment  20.204 
assistance 

emergency  assistance  provision 
contract  authority  20.209 
normal  pay  periods  establishment 
20.209 
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HUMAN  SERVICES  DEPARTMENT  EXECUTIVE  DIRECTOR 


payment  to  certain  addresses, 
authorization  20.206 
earned  income  and  asset  disregard 
program  establishment  20.206.2 
eligibility 

CalWORKs  assistance  unit  members, 
CalWORKs  ineligibility  exception 
grant  authority  20.205.12 
retirement  benefits  retention 
determination  20.205.10 
emergency  exceptions  authority  20.204 
fingerprinting  exemption  regulations 
creation  20.205.15 
hearing  officer,  impartial,  designation 
duties  20.216.2 

room  and  board  facilities  direct  payment 
program,  arrangement  initiation 
20.206.4 

HUMAN  SERVICES  DEPARTMENT 
GENERAL  MANAGER 
See  also  OFRCERS,  CITY,  COUNTY 
(16.136) 

San  Francisco  children  and  families  first 
commission  membership  86.3 

HUMAN  SERVICES  DIRECTOR 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Lesbian,  gay,  bisexual,  transgender,  queer 
and  questioning  youth  task  force  member 
designation  30.01 

HUNTERS  POINT  RECLAMATION 
DISTRICT 

Controller-auditor,  treasurer  designated 
10.8-1 


IDENTIFICATION  CARDS 

Regional  transit  discount  identification 
cards,  processing,  issuing,  authority,  fees 
8.39 

IMMIGRANT  RIGHTS  COMMISSION 
See  also  COMMISSIONS  (1.29) 
Established,  composition,  appointment, 
term,  powers,  duties  generally  5.201 


IMMIGRATION  STATUS,  CITY,  COUNTY 
Designation  12H.1 

Immigration  laws  enforcement  prohibitions 
compliance 

enforcement  12H.4 
officers,  employees  12H.3 
designated  12H.2 
exempt  activities,  persons  12H.2-1 
Intent  of  provisions  12H.5 
Severability  of  provisions  12H.6 

IMPROPER  GOVERNMENT  ACTIVITIES 
See  GOVERNMENT  ACTIVITIES, 
IMPROPER  (16.401) 

IMPROPER  GOVERNMENT  ACTIVITIES 
UNIT 

Established,  powers,  duties  generally 
16.400 

IMPROVEMENTS,  PUBLIC 
See  also  Specific  Subject 

PUBLIC  WORKS, 
IMPROVEMENTS 
CONTRACTS  (6.1) 

Bonded  indebtedness 

See  MUNICIPAL  BONDS  (2.30,  10.47) 
Costs,  special  assessments,  damages, 
payment,  general  law  procedures, 
ordinance  procedures  when  1 .5 1 

INCARCERATION 
Costs  reimbursement 
See  JAIL  (10.39-2) 

INCOME  TAX 

Accounting,  reporting 

compliance  requirements  10.17 
responsibilities  designated,  failure 
deemed  dereliction  of  duty  10.18 

INDIGENCY 

See  also  CALM  PROGRAM  (20.100) 
GENERAL  ASSISTANCE 
PROGRAM  (20.55) 

INDIGENT,  DEAD  (6.62) 
INDIGENT,  NONRESIDENT 
(20.33) 

MEDICALLY  INDIGENT  CARE 
REPORTING  SYSTEM  (1.39) 
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INTERAGENCY  DOMESTIC  VIOLENCE  DEATH  REVIEW  TEAM 


INTERAGENCY  DOMESTIC  VIOLENCE 
DEATH  REVIEW  TEAM 
Established,  work  5.190-7 

INTERDEPARTMENTAL  STAFF 
COMMITTEE  ON  TRAFHC  AND 
TRANSPORTATION 
See  also  COMMITTEES  (1.29) 

Bicycle  parking,  monitored,  public  event 
requirement  authority,  guidelines 
development  duties  2.74 
Established,  membership,  authority,  duties 
generally  2.70 

INTERGOVERNMENTAL  BODIES 
See  ASSESSOR  (16.6-6) 

BOARD  OF  SUPERVISORS 
(16.6-3) 

REPRESENTATION  OF  CITY, 
COUNTY  (16.6) 

INTERNSHIP  PROGRAMS 

Law  smdent,  attorney  internship  system 
created,  eligibility,  regulations  generally 

16.9- 1 

Office  of  the  mayor,  scope,  compensation 

16.9- 23 

Public  service  internship  program 

departmental  cooperation,  requirements 
generally  16.9-18 

establishment,  development  16.9-17 
interns 

city  nonliability  designated  16.9-22 
duties  generally  16.9-21 
qualifications  16.9-20 
selection  procedure  16.9-19 
policy  designated  16.9-16 

IRRIGATION 

See  WATER  CONSERVATION  (63.5) 
ISCOTT 

See  INTERDEPARTMENTAL  STAFF 
COMMITTEE  ON  TRAFHC  AND 
TRANSPORTATION  (2.70) 

ISLANDS  OF  SOBRIETY  (SOBER  HOTELS) 
PROJECT 

See  SPECIAL  ALCOHOL  FUND 
(10.117-32) 


See  also  ADULT  DETENTION 

ADVISORY  COMMITTEE 
(13.70) 

COMMUNITY  SERVICE  (1.43, 
8.3) 

HOME  DETENTION  PROGRAM 
(13.63) 

PRISONER  (8.27) 

PRISONER  EXTRADITION 
(13.15) 

SHERIFFS  WORK 
ALTERNATIVE  PROGRAM 
(10.39-4) 

WORK  FURLOUGH  PROGRAM 
(13.60) 

Cost  reimbursement 

defendant  ability,  determination  10.39-2 
per-day  costs  determination  10.39-3 
Federal  prisoner 
admittance  13.1 
costs  accounting  13.3 
support  13.2 
Inmate  labor 

authorization  13.4 

good  conduct  sentence  reduction  13.6 
regulations,  enforcement  13.5 
Inspection  13.75 
Stores 

accounting,  reports  13.12 
authorized  13.8 

maintenance,  conduct  rules  13.13 
price  establishment,  funds  deposit  13.10 
purchasing  procedure  13.9 
revolving  fund  established,  regulation 
13.14 

scrip  use  regulations  13.11 

JAMES  GUELFF  MEMORIAL  PEACE 
OFHCERS’  SAFETY  FUND 
See  also  FUNDS  (10.81) 

Established,  purpose,  use  10.117-115 

JAPANESE  PERSONNEL 

See  WAR  REPARATION  (lOD.l) 
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JOINT  POWERS  FINANCING  AUTHORITY 


JOINT  POWERS  FINANCING  AUTHORITY 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.245 

JOINT  TASK  FORCE  ON  THE  HIV 
EPIDEMIC 

See  HIV  EPIDEMIC  JOINT  TASK  FORCE 
(5.160) 


JUVENILE  PROBATION  COMMISSION 
See  also  COMMISSIONS  (1.29) 
Disclosure  regulations 


See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.250 
Hold  harmless  agreements,  entering, 
authority,  community  service  agencies 
providing  community  service  supervision 
for  youths  1.43 


JUNDPERO  SERRA 

See  FRAY  JUNIPERO  SERRA 
BIRTHPLACE  (1.18) 

JURY  FEES 

Grand  jurors  45.2 
Title  of  provisions  45.1 
Trial  jurors  45.3 

JUVENILE 

See  Specific  Subject 

CHILDREN  AND  FAMILIES  FIRST 
(86.1) 

LESBIAN,  GAY,  BISEXUAL, 
TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK 
FORCE  (30.01) 

MINOR  (1.43,  8.36-1,  10.22-1) 

JUVENILE  COURT 

See  also  VICTIMAVITNESS  ASSISTANCE 
PROGRAM  (36.1) 

WITNESS  PROTECTION 
PROGRAM  (1.27) 

Appointing  authority,  graffiti  advisory  board 
5.170 
Personnel 

See  also  PERSONNEL  (16.7) 
social  services  certificate  program, 
participation  16.6-7 

JUVENILE  DELINQUENT 

See  DELINQUENCY  PREVENTION 
COMMISSION  (20.50) 

JUVENILE  PROBATION  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.146 


JUVENILE  PROBATION  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 
Administrative  fees 

stepparent  adoption  costs  8.36-1 
victim  restitution  fee  collection  fee  8.36 

JUVENILE  PROBATION  DEPARTMENT 
HEAD 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Lesbian,  gay,  bisexual,  transgender,  queer 
and  questioning  youth  task  force  member 
designation  30.01 

JUVENILE  PROBATION  OFHCER 
See  also  PROBATION  OFHCERS 

TRAINING  AID  (10.170-4) 
SOCIAL  SERVICES 
DEPARTMENT  (20.8-1) 

Chief,  personnel,  social  services  certificate 
program  participant  selection  16.6-7 

— K— - 

KEY  TO  THE  CITY,  OFHCIAL 
Designated,  custody  1.6-1 
Unlawful  use  designated,  penalty  1.6-2 

KOSHER  FOOD  INSPECTION  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-64 

KOSHER  FOOD  RECORDS 

Inspection,  contract  with  state,  authority 
1.13-7 
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LABOR  RELATIONS 

Hotel,  restaurant  development  projects  with 
city,  county  proprietary  interest,  labor 
representation  procedures 
See  REAL  PROPERTY  (23.31) 
Personnel,  city,  county 

See  PERSONNEL  (16.200) 

LABORATORY  SERVICES  CONTRACT 
Technical,  execution  19A.20 

LAGUNA  HONDA  HOME 

See  also  LAGUNA  HONDA  HOSPITAL 
(4.15-1) 
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INDIGENCY 


PAES  PROGRAM  (20.70) 
SOCIAL  SERVICES 
DEPARTMENT  (20.21) 

SSIP  PROGRAM  (20.200) 
Unemployment  relief  reserve  created, 
purpose,  use  20.30 

INDIGENT,  DEAD 

Bodies,  disposal,  methods,  authority  6.62 

INDIGENT,  NONRESIDENT 
See  also  SOCIAL  SERVICES 

DEPARTMENT  (20.21,  20.25-1, 
20.34) 

Aid  administration  20.34 
Definitions  20.33 
Emergency  relief 

limitation,  exceptions  20.35 
reapplication  20.38 
temporary,  allowed  when  20.37 
Inter-county  agreements 

dispute  settlement  20.40-1 
generally  20.40 
Monthly  costs  report  20.38-1 
Transportation 

authorization  20.39 
costs  20.36 

INDUSTRIAL  DEVELOPMENT 
AUTHORITY 
Attorney  designated  42.11 
Board  of  directors 
appointment  42.4 
chairperson 

duties  generally  42.20 
election  42.6 
generally  42.3 
organizational  meeting  42.7 
quorum  42.14 
resolution  adoption  42.15 
terms  42.5 

vote  recordation  42.16 
Definitions  42.2 
Establishment  42.1 
Hearings,  oath  administration  42.19 
Oath  requirement  42.12 
Officer  appointment  42.9 
Powers  generally  42.8 
Quarterly  report  duties  42.22 
Regulation  generally  42.13 
Resolution  signing,  attestation  42.17 


Rule,  regulation  promulgation  42.18 
Secretary 

appointment  42.10 
duties  generally  42.21 

INFANT  CAR  SEAT  DEPOSIT  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-27 

INFANTILE  PARALYSIS  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.107 

INFORMATION  AND  PUBLICATION 
ACCOUNT 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-6 

INFORMATION  SERVICES  DEPARTMENT 
See  TELECOMMUNICATIONS, 
INFORMATION  SERVICES 
DEPARTMENT  (11.50) 

INFORMATION  TECHNOLOGY 
See  also  COMPUTERS  (8.12-1) 

Committee 

See  COMMITTEE  ON  INFORMATION 
TECHNOLOGY  (3.24) 
Commodities,  services  procurement 
agreements,  scope,  authority  21 B. 8 
applicability  of  provisions  21B.3 
competitive  procurement  required, 
exceptions  21B.4 
contracts 

See  also  Specific  Subject 

multiple  award  contracts 
(21B.1) 

authority  designated  21 B. 3 
award  criteria  2 IB. 5 
scope,  requirements,  criteria  21 B. 6 
dedicated  use,  requirements  when  21B.7 
definitions  21B.3 
findings  21B.1 

hardware  maintenance  agreements 
21B.8 

multiple  award  contracts 

permitted  when,  scope,  regulations 
21B.9 

purpose  of  provisions  21B.1 
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INFORMATION  TECHNOLOGY 


policies 

generally,  promulgation  2 IB.  10 
scope  2IB.1 

protest  procedures  2 IB. II 

purpose  of  provisions  21B.I 

repeal  of  provisions,  restrictions  21B.I2 

scope  2 IB. 6 

severability  of  provisions  2IB.13 
software  licenses,  maintenance 
agreements  2 IB. 8 
solicitations 
criteria  2 IB. 5 

dedicated  use,  requirements  when 
21B.7 

scope,  contents  21B.6 
Departmental  coordination, 
interdepartmental  cooperation,  standards, 
promotion  3.24 

Improvements,  systems,  three-year  plans, 
projects,  technical  aspects  3.25 
Purchasing 

Sec  Commodities,  services  procurement 
(21B.1) 

INFORMATION  TECHNOLOGY 
COMMITTEE 

See  COMMITTEE  ON  INFORMATION 
TECHNOLOGY  (3.24) 

IN-HOME  SUPPORTIVE  SERVICES  PUBLIC 
AUTHORITY 
Abolition,  authority  70.7 
First  source  hiring  program 
duties  generally  83.6 
Fiscal  regulations  70.4 
Goals,  objectives,  plans,  reports  70.5 
Governing  body,  composition,  appointment, 

. qualifications,  term  70.2 
In-home  supportive  services 
See  Specific  Subject 
Obligation  disclaimer  70.9 
Powers,  duties 

enumeration,  effect  70.8 
generally  70.3 
transition  of  functions  70.6 
Purpose  of  provisions  70.1 
Severability  of  provisions  70.10 

INMATE  WELFARE  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.164-1 


See  Specific  Subject 

PURCHASING  (21.2-1) 

RISK  MANAGEMENT  (10.74) 

INSURANCE,  CITY,  COUNTY 

Sec  RISK  MANAGEMENT  (10.74) 

INTEGRATED  PEST  MANAGEMENT 
Contractors,  contracts 

obligations,  requirements  39.9 
pesticides,  use 

See  Specific  Subject 
Pesticides  (39.1) 
policy  39.1 
Definitions  39.2 
Departments,  city,  pesticide  use 
See  also  Specific  Subject 

Contractors,  contracts  (39.1, 
39.9) 

policy  39.1 

Exemptions,  applicability 

Findings,  purpose  of  provisions  39.1 

Pesticides 

See  also  PESTICIDE-RELATED 
ACTIVITIES  (1.13-3) 

ban 

exemptions  when,  procedure  39.8 
total  ban,  effective  when  39.4 
toxicity  category  1 pesticides,  certain 
other  pesticides  39.3 
toxicity  category  11  pesticides  39.4 
contractors,  contracts 

obligations,  requirements  39.9 
policy  39.1 
departments,  city,  use 

See  also  Specific  Subject 
policy  39.1 
use 

See  also  PESTICIDE-RELATED 
ACTIVITIES  (1.13-3) 
exemptions,  applicability  39.8 
notification,  requirements, 
exemptions  39.5 

recordkeeping,  requirements  39.7 
reduction,  policy  designated  39.1 

Policy 

contract  obligations,  requirements  39.9 
designated  39.1 
exemptions,  applicability  39.8 
implementation 
guidelines  39.10 
plan,  program,  requirements  39.6 
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INTERAGENCY  DOMESTIC  VIOLENCE 
DEATH  REVIEW  TEAM 
Established,  work  5.190-7 


INTERDEPARTMENTAL  STAFF 
COMMITTEE  ON  TRAFFIC  AND 
TRANSPORTATION 
See  also  COMMITTEES  (1.29) 


INDEX  AD-58e 
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# 


I 


I 


INTERDEPARTMENTAL  STAFF  COMMITTEE 
ON  TRAFFIC  AND  TRANSPORTATION 


Established,  membership,  authority,  duties 
generally  2.70 

INTERGOVERNMENTAL  BODIES 
See  ASSESSOR  (16.6-51) 

BOARD  OF  SUPERVISORS 
(16.6-49.1) 

REPRESENTATION  OF  CITY, 
COUNTY  (16.6) 

INTERNSHIP  PROGRAMS 

Law  student,  attorney  internship  system 
created,  eligibility,  regulations  generally 

16.9- 1 

Office  of  the  mayor,  scope,  compensation 

16.9- 23 

Public  service  internship  program 

departmental  cooperation,  requirements 
generally  16.9-18 

establishment,  development  16.9-17 
interns 

city  nonliability  designated  16.9-22 
duties  generally  16.9-21 
qualifications  16.9-20 
selection  procedure  16.9-19 
policy  designated  16.9-16 

IRRIGATION 

See  WATER  CONSERVATION  (63.5) 
ISCOTT 

See  INTERDEPARTMENTAL  STAFF 
COMMITTEE  ON  TRAFHC  AND 
TRANSPORTATION  (2.70) 

ISLANDS  OF  SOBRIETY  (SOBER  HOTELS) 
PROJECT 

See  SPECIAL  ALCOHOL  FUND 
(10.117-32) 


JAIL 

See  also  ADULT  DETENTION 

ADVISORY  COMMITTEE 
(13.70) 

COMMUNITY  SERVICE  (1.43, 
8.3) 

HOME  DETENTION  PROGRAM 
(13.63) 

PRISONER  (8.27) 


PRISONER  EXTRADITION 
(13.15) 

SHERIFFS  WORK 
ALTERNATIVE  PROGRAM 
(10.39-4) 

WORK  FURLOUGH  PROGRAM 
(13.60) 

Cost  reimbursement 

defendant  ability,  determination  10.39-2 
per-day  costs  determination  10.39-3 
Federal  prisoner 
admittance  13.1 
costs  accounting  13.3 
support  13.2 
Inmate  labor 

authorization  13.4 

good  conduct  sentence  reduction  13.6 
regulations,  enforcement  13.5 
Inspection  13.75 
Stores 

accounting,  reports  13.12 
authorized  13.8 

maintenance,  conduct  rules  13.13 
price  establishment,  funds  deposit  13.10 
purchasing  procedure  13.9 
revolving  fund  established,  regulation 
13.14 

scrip  use  regulations  13.11 

JAMES  GUELFF  MEMORIAL  PEACE 
OFFCERS’  SAFETY  FUND 
See  also  FUNDS  (10.81) 

Established,  purpose,  use  10.117-115 

JAPANESE  PERSONNEL 

See  WAR  REPARATION  (lOD.l) 

JOINT  POWERS  FINANCING  AUTHORITY 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.245 

JOINT  TASK  FORCE  ON  THE  HIV 
EPIDEMIC 

See  HIV  EPIDEMIC  JOINT  TASK  FORCE 
(5.160) 

JUNIPERO  SERRA 

See  FRAY  JUNIPERO  SERRA 
BIRTHPLACE  (1.18) 
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JURY  FEES 


JURY  FEES 

Grand  jurors  45.2 
Title  of  provisions  45.1 
Trial  jurors  45.3 

JUVENILE 

See  Specific  Subject 

LESBIAN,  GAY,  BISEXUAL, 
TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK 
FORCE  (30.01) 

MINOR  (1.43,  8.36-1,  10.22-1) 

JUVENILE  COURT 

See  also  VICTIM/WITNESS  ASSISTANCE 
PROGRAM  (36.1) 

WITNESS  PROTECTION 
PROGRAM  (1.27) 

Appointing  authority,  graffiti  advisory  board 
5.170 
Personnel 

See  also  PERSONNEL  (16.7) 
social  services  certificate  program, 
participation  16.6-53 
Representation  of  city,  county 

See  also  REPRESENTATION  OF 
CITY,  COUNTY  (16.6, 
16.6-48) 

organizations  designated,  membership 
16.6-7 

JUVENILE  DELINQUENT 

See  DELINQUENCY  PREVENTION 
COMMISSION  (20.50) 

JUVENILE  PROBATION  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.146 

JUVENILE  PROBATION  COMMISSION 
See  also  COMMISSIONS  (1.29) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.250 
Hold  harmless  agreements,  entering, 
authority,  community  service  agencies 
providing  community  service  supervision 
for  youths  1 .43 


JUVENILE  PROBATION  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 
Administrative  fees 

stepparent  adoption  costs  8.36-1 
victim  restitution  fee  collection  fee  8.36 

JUVENILE  PROBATION  DEPARTMENT 
HEAD 

Lesbian,  gay,  bisexual,  transgender,  queer 
and  questioning  youth  task  force  member 
designation  30.01 

JUVENILE  PROBATION  OFFICER 
See  also  PROBATION  OFFICERS 

TRAINING  AID  (10.170-4) 
SOCIAL  SERVICES 
DEPARTMENT  (20.8-1) 

Chief,  personnel,  social  services  certificate 
program  participant  selection  16.6-53 

— K — 

KEY  TO  THE  CITY,  OFFICIAL 
Designated,  custody  1.6-1 
Unlawful  use  designated,  penalty  1 .6-2 

KOSHER  FOOD  INSPECTION  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-64 

KOSHER  FOOD  RECORDS 

Inspection,  contract  with  state,  authority 
1.13-7 

— L — 

LABOR  RELATIONS 

Hotel,  restaurant  development  projects  with 
city,  county  proprietary  interest,  labor 
representation  procedures 
See  REAL  PROPERTY  (23.31) 
Personnel,  city,  county 

See  PERSONNEL  (16.200) 

LABORATORY  SERVICES  CONTRACT 
Technical,  execution  19A.20 

LAGUNA  HONDA  HOME 

See  also  LAGUNA  HONDA  HOSPITAL 
(4.15-1) 
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LAGUNA  HONDA  HOME 


Funds 

See  LAGUNA  HONDA  HOME  CASH 
REVOLVING  FUNDS  (10.147) 
LAGUNA  HONDA  HOME  TRUST 
FUND  (10.114-1) 

LAGUNA  HONDA  HOME 
WORKSHOP  FUND  (10.113) 
OLD  GOLD  TRUST  FUND 
(10.104) 

Patient  care,  monthly  charge  repayment 
provisions  10.114-1 

Personal  property,  unclaimed,  disposition 
See  OLD  GOLD  TRUST  FUND 
(10.104) 

Workshop 

established,  purpose  10.111 
fund 

See  LAGUNA  HONDA  HOME 
WORKSHOP  FUND  (10.113) 
services,  materials,  equipment,  inmate 
employment  10.112 

LAGUNA  HONDA  HOME  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.147 


LAGUNA  HONDA  HOSPITAL 
ADMINISTRATOR 
See  also  OFRCERS,  CITY,  COUNTY 
(1.23) 

Store  within  hospital,  authority  generally 
4.15-1 


Surplus  supplies  issue  sheet  signing 
authority  19A.4 


LAGUNA  HONDA  HOSPITAL  GIFT  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.110 


LANDMARKS  PRESERVATION  ADVISORY 
BOARD 

See  also  BOARDS  (1.23) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.252 

Historical  property  preservation,  restoration 
rehabilitation,  property  tax  reduction. 
Mills  Act  contracts 
application  approval  duties  71.4 
property  inspection  authority  71.5 
President,  seismic  safety  retrofit  program 
board  member  66.6 


LAGUNA  HONDA  HOME 
SUPERINTENDENT 
See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Patient  moneys  account  duties  10.114-1 

LAGUNA  HONDA  HOME  TRUST  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.114-1 

LAGUNA  HONDA  HOME  WORKSHOP 
FUND 

See  also  FUNDS  (10.81) 

Created,  purpose  10.113 
Use,  expenditures  10.114 


LANDSCAPING 

Water  conservation  measures 

See  WATER  CONSERVATION  (63.1) 

LAW  ENFORCEMENT 
See  also  Specific  Subject 

POLICE  DEPARTMENT  (1.24) 
Information  network  agreement  13.51 
Telpak  circuit  system  agreement  13.50 

LAW  LIBRARY 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.255 


LAGUNA  HONDA  HOSPITAL 
Fund 

See  LAGUNA  HONDA  HOSPITAL 
GIFT  FUND  (10.110) 

Store,  vending  machines,  permitted, 
regulations  generally  4.15-1 


LAW  STUDENT  INTERNSHIP 

See  INTERNSHIP  PROGRAMS  (16.9-1) 

LEAD  ADMINISTRATION  FUND 

See  RELOCATION  ASSISTANCE/LEAD 
ADMINISTRATION  FUND 
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LEAD  HAZARD  ABATEMENT  PROGRAM 
See  LEAD  HAZARDS  (74.1) 

LEAD  HAZARDS 

Abatement,  rent  escrow  account  program 
abatement  work 

See  also  Specific  Subject 
administrative  costs,  liability  74.11 
costs  estimates,  account  use  74.6 
lien  when,  recordation  74.9 
procedure  generally  74.7 
account,  establishment,  notice,  use  74.6 
administration,  scope,  authority  74.1, 
74.12 

applicability  of  provisions 
generally  74.1 

San  Francisco  Administrative  Code, 
Chapter  37  74.15 
definitions  74.2 
funds 

See  also  REAP  TRUST  FUND 
(74.3) 

administrative  costs,  liability  74.11 
availability  74.5 
establishment,  maintenance  74.3 
expenditures  74.7 
lien  on  property  when  74.9 
other  sources  74.14 
refund  when,  regulations  74.10 
rental  payments,  deposit,  regulations 
when  74.6 

use,  limitations  74.3,  74.4,  74.5 
notice 

contents  74.6 
service  74.8 

other  provisions,  applicability  74.1 
pre-certification  procedures  74.5 
purpose  of  provisions  74.1 
rent  increases,  regulations  74.15 
tenants 

See  also  Specific  Subject 
contact,  scope,  procedure  74.12 
notice  when  74.8 
rental  payments  deposit  74.6 
rights  generally  74.13 
violation,  remedies,  penalties  cumulative 
74.1 
Eviction 

retaliatory,  prohibitions  74.13 
temporary,  permitted  when,  regulations 
37.9 


tenant  protected  status  claim,  procedure 
37.9 

REAP  program 

See  Abatement,  rent  escrow  account 
program  (74.1) 

Rental  payments,  use 

See  Abatement,  rent  escrow  account 
program  (74.6) 

Residential  units,  remediation 

See  also  Abatement,  rent  escrow  account 
program  (74.1) 

eviction,  temporary,  permitted  when, 
regulations  37.9 
landlord  failure,  procedure  when 

See  Abatement,  rent  escrow  account 
program  (74.1) 

rent  increase,  regulations  when  37.3, 
72.5.3 

reoccupancy,  regulations  72.3 
tenant  relocation  assistance 
See  also  violation  (72.6) 
conditions,  eligibility,  procedure 
generally  72.3 
definitions  72.2 

exceptions,  regulations  when  72.4 
landlord  responsibility  when  72. 1 
purpose,  intent  of  provisions  72.1 
rent  increase,  regulations  when  37.3, 
72.5.3 
violation 

civil  actions,  remedies  72.7 
penalty  72.6 
Tenants 

See  Specific  Subject 

LEASE  REVENUE  BONDS,  CERTIFICATES 
OBLIGATIONS 
Refunding 

See  REFUNDING  BOND  SAVINGS 
TEST  ACT  (78.1) 

LEGISLATION 

See  also  Specific  Subject 

STATE  LEGISLATION  (5.5) 
Gender  neutrality  1.2-1 

LESBIAN,  GAY,  BISEXUAL, 
TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK  FORCE 
See  also  TASK  FORCES  (1.29) 
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QUESTIONING  YOUTH  TASK  FORCE 


Duties 

generally  30.01 
reports  30.02 

Established,  composition,  qualifications 
30.01 

Expiration  date  30.03 
Organization,  staffing  30.01 
Purpose  30.01 
Sunset  clause  30.03 

LESBIAN  YOUTH  TASK  FORCE 
See  LESBIAN,  GAY,  BISEXUAL, 

TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK 
FORCE  (30.01) 

LIBRARIAN 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Agenda  posting  duties  8.16 
LIBRARY 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.315 
Fund 

See  LIBRARY  DEPARTMENT 
CONSTRUCTION  FUND 
(10.117-107) 

LIBRARY  PUBLICATION  FUND 
(8.21-1) 

SPECIAL  COLLECTIONS  AND 
SERVICES  FUND  OF  THE  SAN 
FRANCISCO  PUBLIC  LIBRARY 
(10.117-13) 

Historical  material,  city,  county  records, 
acceptance,  authority  8.7 
Note  cards,  printing,  sales,  authority 
designated  8.21 
Publications 
fund 

See  LIBRARY  PUBLICATION 
FUND  (8.21-1) 

publishing,  selling,  scope,  authority 
generally  8.21-1 

LIBRARY  COMMISSION 

See  also  COMMISSIONS  (1.29) 

Note  cards,  printing,  sales,  authority 
designated  8.21 


Publications,  publishing,  selling,  scope, 
authority  generally  8.21-1 

LIBRARY  DEPARTMENT 

See  also  DEPARTMENTS  (3.5) 

LIBRARY  DOCUMENTS 
DEPARTMENT  (8.16) 
Construction  fund 

See  LIBRARY  DEPARTMENT 
CONSTRUCTION  FUND 
(10.117-107) 

LIBRARY  DEPARTMENT  CONSTRUCTION 
FUND 

See  also  FUNDS  (10.81) 

Source,  use  10.117-107 

LIBRARY  DOCUMENTS  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Agendas,  minutes,  custody,  duties  generally 
8.16 

LIBRARY  PUBLICATION  FUND 
See  also  FUNDS  (10.81) 

Established,  purpose,  use  8.21-1 

LICENSE 

Boardinghome  20.11 
Fees 

See  also  Specific  License 
costs  recovery  regulations  10.19-3 

LICENSE  COLLECTOR 

See  also  OFFICERS,  CITY,  COUNTY 
(1.23) 

Bond,  charter,  state  required 

See  also  OFHCERS,  CITY,  COUNTY 
(16.136) 

designated  16.136-1 

LIENS  AGAINST  PROPERTY 
See  also  Specific  Subject 
Collection 

delinquent  account  report 
contents  10.231 
recordation  10.235 
delinquent  account  report  hearing 
notice  10.232 
procedure,  decision  10.233 
procedure,  proceeds  distribution  10.236 
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LIENS  AGAINST  PROPERTY 


regulations  generally  10.234 
release,  recordation,  fee  10.237 
Delinquent  accounts,  special  assessment 
lien,  applicability  of  provisions  10.230 

LITTER  CONTROL  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117 

LOBBYISTS 

Administration  of  provisions,  scope, 
authority  16.528 
Beneficiaries  of  gifts,  statement 
requirements  16.525 

Client  authorization,  termination  statements, 
requirements  16.522 
Definitions  16.521 
Disclosure  requirements,  compliance 
16.522 

Documentation,  requirements,  retention 
period  16.527,  16.528 
Employment  activities,  regulations 
city,  county  officers,  employees, 
requirements  when  16.524 
unregistered  persons,  prohibitions 

16.526 

Exempt  persons,  activities  16.521 
Filings,  peijury  penalty  provisions  16.527 
Findings  16.520 

Prohibited  activities  designated  16.523 
Purpose  of  provisions  16.520 
Registration 
fees  16.522 

filings,  peijury  penalty  provisions 

16.527 

procedure  generally  16.528 
re-registration,  annual,  report 
requirements  16.522 
required,  report  requirements  16.522 
Reports,  requirements  generally  16.522 
Severability  of  provisions  16.531 
Termination,  statement  required  when, 
requirements  16.522 
Violations 

administrative,  civil  enforcement 
limitations,  time  limits  16.530 
scope,  authority  16.529 
complaint  procedure  16.529 


LOCAL  BUSINESS 

See  MINORITY  BUSINESS  ENTERPRISE 
(12D.1) 

MINORITY  BUSINESS 
UTILIZATION  (12D.A.1) 

LOG  CABIN  RANCH  WELFARE  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.108 

LOT 

Lot  line  window  agreement 

See  REAL  PROPERTY  (23.27) 
Numbering  system 

See  TAX  ASSESSMENTS  (10.70) 

LOW-INCOME  HOUSING 

See  HOUSING  (2A.53,  24A.01) 

— M — 

M.  H.  DE  YOUNG  MEMORIAL  MUSEUM 
See  GOLDEN  GATE  MUSEUMS  (28.1) 

MacBRIDE  PRINCIPLES 

See  NORTHERN  IRELAND  (12F.1) 

MANDATORY  REFUSE  COLLECTION 
SERVICE  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-69 

MARKET 

See  FARMERS’  MARKET  (9A.1) 

FLEA  MARKET  (9B.1) 

MARKET  STREET  ART  ACQUISITION 
FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-94 

MARKET  STREET  ART  MAINTENANCE 
FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-93 

MAYOR 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

1660  Mission  Street  surcharge  setting 
10F.2 
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Affirmative  action  plan  duties  16.9-24 
Appointing  authority 
Asian  art  commission 
chair  28.11 
members  28.10 

central  suggestion  committee  16.113 
commission  on  the  aging  5.51 
disaster  council  vice-chair  7.3 
emergency  communications  director 
2A.200 

emergency  services  director  7.7 
emergency  services  vice-commander 
7.6-1 

federal  legislative  representative  16.3-1 
film,  video  arts  commission  57.2 
HIV  epidemic  joint  task  force  5.160 
housing  authority  commissioners  12.2 
housing  code  enforcement  loan  program 
loan  committee  40.14 
human  rights  advisory  council  12A.6 
human  rights  commission  12A.4 
immigrant  rights  commission  members 
5.201 

lesbian,  gay,  bisexual,  transgender,  queer 
and  questioning  youth  task  force 
member  30.01 

mayor’s  fund  for  the  homeless  advisory 
committee  10.117-33 
relocation  appeals  board  24B.1 
rent  stabilization,  arbitration  board  37.4 
review  committee  members  12D.A.8 
San  Francisco  Health  Authority  69.4 
San  Francisco  Twin  Bicentennial,  Inc., 
and  steering  committee  8.12-3 
self-esteem  task  force  15.12-2 
small  business  advisory  commission 
5.122 

Southeast  Community  Facility 
commission  54.2 

state  legislative  representative  16.3 
supportive  housing  services  fund 
connmittee  members  10.117-113 
telecommunications  commission 
members  11.53 

veterans’  affairs  commission  5.102 
workforce  development  advisory 
committee  83.8 

Appropriations,  unused,  unencumbered, 
transfer  to  cash  reserve  fund,  approval 
10.02 


Assisted  housing  preservation,  rules, 
regulations  promulgation  60.13 
Audit  advisory  committee  membership 
10.4-1 

Automobile,  privately-owned,  use,  expenses 
approval 

mileage  rates  10.34 
travel  expenses  10.33 
Bicentennial  fund  transfer  authority  8.12-2 
Bond,  charter,  state  required 

See  also  OFHCERS,  CITY,  COUNTY 
(16.136) 

designated  16.136-1 
Budget 

estimates,  duties  generally  3.3 
long-term  planning,  goals,  strategies, 
strategic  plans,  duties  3.5 
three-year  estimated  summary  budget 
duties  3.6 

Capital  improvements  projects  requirements 
waiver  3.23 

Cash  revolving  funds  expenditures  approval 
10.126 

Child  care  planning  and  advisory  council 
member  nominee  submittal  5.200 
Citizens  award  presentation  duties  16.164 
Civic  Center  Plaza  underground  parking 
facility  land  lease,  operating  agreement 
authority  10.122 

Claims  against  city,  settlement  approval 
authority  10.24 

Commission  on  the  status  of  women, 
duties  generally  33.7 
Controller’s  bond,  designated  custodian 
16.142 

Convention  promotion  and  services  fund 
expenditures  approval  10.109-6 
Departmental  documents,  publications, 
publication  approval  8.12.2 
Disaster  council  membership  7.3 
Disclosure  regulations 

See  MAYOR’S  OFHCE  (58.260) 
Emergency  services  commander 

See  also  EMERGENCY  SERVICES 
DIRECTOR  (7.6) 

designation  as,  duties  generally  7.6 
Emergency  succession,  order,  persons 
designated  2 A.  10 
Emergency  use  fund  appropriations 
recommendation  10.03 
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Family  violence  advisory  council  advisory 
committee  membership  5.190-4 
Film  production,  department  propeny  use 
agreement  authority  57.5 
First  source  hiring  administration 
membership  83.6 
Franchise 

duties  designated  11.5 
investigation,  report  1 1 .6 
Fundraising  drive,  annual  joint  drive,  duties 
16.93-3 

Graffiti  advisory  board  membership  5.170 
Historical  material,  city,  county  records. 

disposition  authority  8.7 
HIV  epidemic  joint  task  force 
appointing  authority  5.160 
chair,  vice-chair  designation  5.161 
membership  5.160 
staffing  duties  5.163 

Hotel,  restaurant  development  projects  with 
city,  county  proprietary  interest,  labor 
representation  procedures 
exemption  authority  23.34 
model  card  check  agreement  duties 
23.33 

Housing  authority/controller  contract 
establishment  12.4 
termination  12.7 

Industrial  development  authority  board  of 
directors  recommendations  42.4 
Key,  official,  custody,  authority  generally 
1.6-1 

Litter  control  fund  expenditures  approval 
10.117 

Minority  business  enterprise 

See  also  Minority  business  utilization 
(12D.A.8) 

powers,  duties  generally  12D.8 
Minority  business  utilization 

See  also  Minority  business  enterprise 
(12D.8) 

powers,  duties  generally  12D.A.8 
Neighborhood  beautification,  graffiti 
clean-up  fund  administration  10.98-1 
Personnel 

board,  commission,  committee 
membership  roster  duties  16.9-15 
employee  relations,  impasse,  duties 
when  16.216 

Polychlorinated  biphenols,  removal  contract 
authority,  duties  1.30 
Property  lease  execution  23.20 


Property  transfer 

recommendation  23.12 
request  referral  23. 1 1 
Public  works,  improvements  contracts 
approval  authority 

alterations,  modifications,  extras 
6.06 

generally  6.05 
award  approval  authority 

federal,  state  grant,  loan  projects 
6.1-2 

requiring  approval  by  recreation, 
park  commission,  designated  6.1-5 
award  time  limits  extension  approval 
6.1-1 

bid  rejection  approval  6.18 
contract  assignment  approval  6.22-1 
contractor  surety  return  approval  6.20 
costs  modifications  approval  6.6 
design-build  and/or  finance  program 
proposals,  authority,  duties  6.09 
emergency  work,  repairs,  contract 
approval  6.30 

hold  harmless  provisions  exemption 
approval  6.21 
Purchasing 

contract  approval  authority 

alterations,  modifications,  extras 
6.06 

generally  6.05 

contract  cancellation  approval  authority 
21.34 

contractual  services,  highest  prevailing 
wage  payment  approval  21.13-1 
Radio  communications  facilities,  proposed 
expenditures  investigation  request 
authority  22.2 

Records  center  establishment,  maintenance, 
authority  generally  8.5 
Records,  city,  county 

classification,  retention,  destruction 
schedule  approval  8.3 
sale  in  lieu  of  destruction,  authority  8.7 
Rent  supplement  program 
contract  execution  24A.03 
deduction  approval  24A.12 
discontinuance  24A.19 
eligibility  certificate  issuance  24A.09 
income  maximum  establishment  24A.08 
increase  approval  24A.15 
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lease  form  approval  24 A.  17 
rule,  regulation  promulgation  24A.20 
unit  size  limit  determination  24A.16 
Representation  of  city,  county 

See  also  REPRESENTATION  OF 
CITY,  COUNTY  (16.6) 
meetings  attendance  authorization 
authority  16.6-1 

Residential  mortgage  bond  regulation 
preparation,  submittal  43.14 
Revenue,  taxation  report  duties  lOA.l, 
10A.2 

Rewards,  authority  generally  10.176 
San  Francisco  Arts  Wall  of  Fame  fund 
administration  10.117-70 
San  Francisco  Twin  Bicentennial,  Inc. 
appointing  authority  8.12-3 
membership  8.12-3 

Savings  incentive  account  appropriations 
duties  3.17 

Self-esteem  task  force  staff  provision 
15.12-6 

State  legislation  committee  membership  5.7 
Succession,  emergency,  order,  persons 
designated  2A.10 
Sunshine  ordinance 

implementation,  administration  duties 
67.31 

task  force  membership  67.30 
Trust  securities  sale,  endorsement  duties 
10.56 

Voluntary  arts  contribution  fund 
administration,  report  51.03 
priority  determination  51.04 

MAYOR’S  CASH  REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.148 

MAYOR’S  CHILD  CARE  OFHCE 
Creation,  purpose  20.61 
Established,  organization  20.62 
Powers,  duties 
generally  20.63 
rule,  regulation  adoption  20.64 

MAYOR’S  COMMUNITY  DEVELOPMENT 
OFHCE 

Dispute  resolution  program  fund 
administration  10.117-63 
Executive  director,  youth,  children  services 


contribution  fund  administration  51  A. 3 

MAYOR’S  COUNCIL  ON  PHYSICAL 
FITNESS,  SPORTS 
See  PHYSICAL  HTNESS,  SPORTS 
COUNCIL  (1.31) 

MAYOR’S  DISABILITY  COUNCIL 
See  also  COUNCILS  (1.29) 

In-home  supportive  services  public  authority 
governing  body  membership  70.2 

MAYOR’S  EARTHQUAKE  EMERGENCY 
RELIEF  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-90 

MAYOR’S  EMERGENCY  TELEPHONE 
SYSTEM 

See  TELECOMMUNICATIONS 
FACILITIES  (22B.1) 

MAYOR’S  FUND  FOR  THE  HOMELESS 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-33 

MAYOR’S  FUND  FOR  THE  HOMELESS 
ADVISORY  COMMITTEE 
See  also  COMMITTEES  (1.29) 
Appointment,  powers,  duties  generally 
10.117-33 

MAYOR’S  HOMELESS  COORDINATOR 
Supportive  housing  services  fund  conunittee 
membership  10.117-113 

MAYOR’S  HOUSING  OFHCE 

Affordable  housing  and  home  ownership 
bond  program 

administration,  scope,  authority  81.5 
regulations  promulgation  81.6 
status  report  duties  81.7 
First  source  hiring  program 

first  source  hiring  implementation, 
monitoring  plans  duties  83.6 
Home  ownership  assistance  loan  program 
administration  10.117-76 
Seismic  safety  loan  program  compliance 
monitoring  66A.24 
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MAYOR'S  HOUSING  OFFICE 


Supportive  housing  service  provisions,  fund 
duties  10.117-113 

Supportive  housing  services  fund  connunittee 
membership  10.117-113 

MAYOR’S  HOUSING  OFFICE  DIRECTOR 
Home  ownership  assistance  loan  fund 
expenditures  authority  10.117-76 
Seismic  safety  retrofit  program  board 
member  66.6 

Supportive  housing  services  fund  committee 
membership  10.117-113 

MAYOR’S  OFHCE 

See  also  Specific  Office  of  the  Mayor 
Bicentennial,  San  Francisco,  medals, 
publications  issuance,  sales  authority 
8.12-2 

Budget,  legislation  to  accompany,  duties 
3.7 

CEDAW  task  force  membership  12K.4 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.260 

MAYOR’S  OFHCE  OF  CHILDREN,  YOUTH 
AND  FAMILIES 
First  source  hiring  program 

first  source  hiring  implementation, 
monitoring  plans  duties  83.6 
Lesbian,  gay,  bisexual,  transgender,  queer 
and  questioning  youth  task  force  member 
designation  30.01 

San  Francisco  children  and  families  first 
commission  staff  support  provision  86. 1 
Services  rendered  to  young  males,  females, 
funds  allocation,  use  report  duties  3.50 

MAYOR’S  OFHCE  OF  CHILDREN,  YOUTH 
AND  FAMILIES  DIRECTOR 
San  Francisco  children  and  families  first 
commission  membership  86.3 

MAYOR’S  OFHCE  OF  COMMUNITY 
DEVELOPMENT 
Director 

first  source  hiring  administration 
membership  83.6 


First  source  hiring  program 

first  source  hiring  implementation, 
monitoring  plans  duties  83.6 

MAYOR’S  OFHCE  OF  ECONOMIC 
DEVELOPMENT 
First  source  hiring  administration 
membership  83.6 

MAYOR’S  OFHCE  OF  EMERGENCY 
SERVICES  CASH  REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.142 

MAYOR’S  OFHCE  OF  HOUSING 
See  MAYOR’S  HOUSING  OFHCE 
(10.117-76) 

MEASURING  DEVICES 

See  WEIGHING,  MEASURING  DEVICES 
(1.13-5) 

MEDI-CAL 

See  also  MEDI-CAL  BENEHCIARIES 
(19A.34,  69.2) 

Cash  assistance  linked  to  Medi-Cal  program 
See  CALM  PROGRAM  (20.100) 

MEDI-CAL  BENEHCIARIES 

Cash  assistance  linked  to  Medi-Cal  program 
See  CALM  PROGRAM  (20.100) 

Health  care  services 

administration,  scope,  authority  69.3 
provision,  contract  with  PacifiCare  of 
California  19A.34 
purpose,  scope  of  provisions  69.2 

MEDICAL  CARE  COMMITTEE 

See  EMERGENCY  MEDICAL  CARE 
COMMITTEE  (19A.15) 

MEDICAL  EXAMINER 

See  also  MEDICAL  EXAMINER- 
CORONER  (58.265) 

OFHCERS,  CITY,  COUNTY 
(1.23) 

Documents,  services,  fees,  designated  8.14 
Indigent  dead,  body  disposal  authority  6.62 
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MEDICAL  EXAMINER-CORONER 

See  also  CORONER  (10.117-3.1,  16.3-6) 
MEDICAL  EXAMINER- 
CORONER  CASH  REVOLVING 
FUNDS  (10.169-21) 

OFHCERS,  CITY,  COUNTY 
(1.23) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.265 

MEDICAL  EXAMINER-CORONER  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.169-21 

MEDICAL  PROCEDURES 

Specialized  training,  provision  by  medical 
institutions,  hold  harmless  agreement 
1.36 

MEDICAL  RECORDS 

Review,  reportable  diseases,  conditions,  by 
institutions,  hold  harmless  agreement 
1.35 

MEDICAL  SERVICES 

See  also  HEALTH  SERVICE  SYSTEM 
(16.157,  16.700) 

Claims  payment,  cigarette,  tobacco  surtax 
initiative  funds  use  when  10.117-98 
Medi-Cal  beneficiaries 

See  MEDI-CAL  BENEFICIARIES 
(19A.34,  69.2) 

Public  health  contracts 

Alameda  County  19A.38 
San  Francisco  Unified  School  District 
19A.40 

San  Mateo  County  19A.39 
UCSaStanford  Health  care  19A.37 
University  of  California  19A.23 
Volunteer  provision,  city  employee 
designation  agreement,  scope  19A.22 

MEDI-CAL  SPECIAL  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-17 


MEDICAL  STEWARD 

Injury  in  performance  of  duty 
See  PERSONNEL  (16.171) 

MEDICAL  SUPPLIES 

Surplus,  disposition,  scope,  authority  6.01 

MEDICALLY  INDIGENT  CARE 
REPORTING  SYSTEM 
Hold  harmless  agreement,  state  health 
department  1.39 

MEETINGS,  PUBLIC 
See  Specific  Subject 

OPEN  GOVERNMENT  (57.3,  67.1) 

MENTAL  HEALTH  BOARD 
See  also  BOARDS  (1.23) 

Created,  composition,  appointment, 
qualifications  15.3 
Powers,  duties  generally  15.4-1 
Terms,  removal  15.4 

MENTAL  HEALTH  DIRECTOR 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Appointing  authority,  San  Francisco  Health 
Authority  69.4 

MENTAL  HEALTH  SERVICE 
Administration  15.2 
Agreements  with  city  15.6 
Drug  abuse 

See  DRUG  ABUSE  (19A.12) 
Established  15.1 
Plan,  scope,  programs  15.7-1 
Psychiatric  rehabilitation  service  contract 
15.8 

Services 

designated  15.5 

provision,  hold  harmless  agreement 
Alameda  County  1.42 
San  Mateo  County  1.38 

MENTAL  HYGIENE  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

State  aid  19A.6 

MENTALLY-RETARDED  ADULTS 
Day  treatment  center  services,  young, 
disturbed  adults,  federal  funding,  effect 
10.172-1 
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METHADONE  TREATMENT  FUND 
See  DEPARTMENT  OF  PUBLIC 
HEALTH  METHADONE 
TREATMENT  FUND  (10.110-1) 

MILLS  ACT  CONTRACTS 

See  HISTORICAL  PROPERTIES  (71.1) 

MINOR 

See  also  Specific  Subject 

CHILDREN  AND  FAMILIES 
FIRST  (86.1) 

LESBIAN,  GAY,  BISEXUAL, 
TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK 
FORCE  (30.01) 

Claims  against  city,  county,  settlement 
10.22-1 

Community  service,  performing,  community 
service  agencies  supervising,  hold 
harmless  agreement  1.43 
Services  rendered  to  young  males,  females, 
funds  allocation,  use,  report  requirements 
3.50 

Stepparent  adoption,  costs,  administrative 
8.36-1 

MINORITY  BUSINESS  ENTERPRISE 
(Provisions  effective  for  contracts  solicited 
prior  to  November  1,  1998) 

See  also  MINORITY  BUSINESS 

UTILIZATION  (I2D.A.I) 
Achievement  report,  review  I2D.15 
Administrative  authority 

commission,  director  12D.6 
controller  12D.7 

mayor,  departments,  contract  awarding 
authority  12D.8 

Applicability  of  provisions  12D.4 
Copies  distribution  12D.16 
Definitions  12D.5 
Effective  date  12D.19 
Findings 

See  also  Race-,  gender-conscious  bid 
preferences  (12D.9) 
additional,  designated  12D.2-1, 

12D.2-2,  12D.2-3,  12D.2-4,  12D.2-5, 
12D.2-6 

generally  12D.2 

Good-faith  efforts  required,  requirements 
12D.12 

Implementation  of  provisions  12D.17 


Local  business,  applicability  of  provisions 
12D.4 

Monitoring,  compliance,  report  12D.14 
Policy  declaration  12D.3 
Provisions  extended,  expiration  date 
12D.15 

Race-,  gender-conscious  bid  preferences 
applicability  of  provisions  12D.4 
exceptions,  waivers  permitted  when 
12D.13 

findings,  requirements 

consultants,  professional  services 
12D.11 

public  works,  construction  12D.9 
purchasing  contracts  12D.10 
subcontracting  program  12D.9 
Severability  of  provisions  12D.18 
Title  of  provisions  12D.1 
Utilization  regulations 
See  Specific  Subject 

MINORITY  BUSINESS 
UTILIZATION  (I2D.A.I) 

MINORITY  BUSINESS  UTILIZATION 
(Provisions  effective  for  contracts  solicited 
on  or  after  November  1,  1998) 

See  also  MINORITY  BUSINESS 
ENTERPRISE  (12D) 
Achievement  report,  review  12D.A.16 
Administrative  procedures,  scope,  authority 
contract  awarding  authorities  12D.A.9 
controller  12D.A.7 

human  rights  commission,  human  rights 
conomission  director  12D.A.6 
mayor  12D.A.8 
Appeals  12D.A.6,  12D.A.8 
Applicability  of  provisions  12D.A.4 
Best  efforts  required  1 2D. A.  14 
Compliance 

monitoring,  report  12D.A.16 
periodic  report,  requirements,  review 
12D.A.18 

Definitions  12D.A.5 
Expiration  date  of  provisions,  extension 
when  12D.A.21 
Findings 

See  also  Race-,  gender-conscious  bid 
discounts  (12D.A.10) 
generally  12D.A.2 
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Implementation  of  provisions,  report, 
review,  effect  12D.A.18 
Monitoring,  scope,  authority,  effect 
12D.A.16 

Noncompliance,  effect  12D.A.16, 
12D.A.18 

Operative  date  of  provisions  12D.A.20 
Policy  declaration  12D.A.3 
Race-,  gender-conscious  bid  discounts 
administration,  scope,  authority 
See  Administrative  procedures, 
scope,  authority  (12D.A.6) 
exceptions,  waivers  permitted  when 
12D.A.15 

findings,  requirements 

architect/engineering  contracts 
12D.A.12 

consultants,  professional  services 
contracts  12D.A.13 
other  contracts,  best  efforts  required 
12D.A.14 

public  works  contracts  1 2D  .A.  10 
purchasing  contracts  12D.A.11 
subcontractor  participation  goals, 
subcontracting  program  12D.A.17 
generally,  determination  12D.A.9 
scope,  applicability  12D.A.4 
Regulations  generally 
See  Specific  Subject 

Administrative  procedures,  scope, 
authority  (12D.A.6) 

MINORITY  BUSINESS 
ENTERPRISE  (12D.1) 

Scope  of  provisions  12D.A.4 
Severability  of  provisions  12D.A.19 
Title  of  provisions  12D.A.1 

MISSION  BAY  HAZARDOUS  MATERIALS 
INVESTIGATION,  REMEDIATION 
PROGRAM 

Citizens  advisory  committee 

See  MISSION  BAY  HAZARDOUS 
MATERIALS  INVESTIGATION, 
REMEDIATION  PROGRAM 
CITIZENS  ADVISORY 
COMMITTEE  (5.141) 
Established,  purpose  of  provisions  5.140 
Implementation,  monitoring,  report  5.144 


MISSION  BAY  HAZARDOUS  MATERIALS 
INVESTIGATION,  REMEDIATION 
PROGRAM  CITIZENS  ADVISORY 
COMMITTEE 

See  also  COMMITTEES  (1.29) 
Established,  appointment,  composition 
5.141 

Organization,  term  of  office  5.142 
Powers,  duties  generally  5.143 
Termination  when  5.144 

MISSION  STREET  SURCHARGE 
See  1660  MISSION  STREET 
SURCHARGE  (lOF.l) 

(p.  INDEX  AD-1) 

MOBILEHOME  PARKS 

Electric  meters,  gas  vapor  meters, 
registration,  testing,  inspections,  fees 
1.13-5 

MONEY  ORDER 

Use  for  obligation  payment 
See  CHECKS  (10.11) 

MOTOR  VEHICLE 
See  Specific  Subject 
VEHICLES  (lOC.l) 

MOTOR  VEHICLE  POOL 

See  VEHICLES,  CITY  (1.25-1,  4.10) 

MULTIFAMILY  BUILDING 

See  HOUSING  CODE  ENFORCEMENT 
LOAN  PROGRAM  (40.1) 

MUNICIPAL  BONDS 

See  also  AFFORDABLE  HOUSING  AND 
HOME  OWNERSHIP  BOND 
PROGRAM  (81.1) 

AIRPORT  REVENUE  BONDS 
(2.62) 

ECONOMIC  DEVELOPMENT 
REVENUE  BOND  LAW  (48.1) 
HOUSING  CODE 
ENFORCEMENT  LOAN 
PROGRAM  (40.4) 
REFUNDING  BOND  SAVINGS 
TEST  ACT  (78.1) 
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REHABILITATION 
ASSISTANCE  PROGRAM 
(32.10) 

RESIDENTIAL  MORTGAGE 
REVENUE  BOND  LAW  (43.16) 
RESIDENTIAL 
REHABILITATION 
ASSISTANCE  BONDS  (2.63) 
REVENUE  BOND  REFUNDING 
(55.01) 

WATER  DEPARTMENT 
REVENUE  BOND  (52.01) 
Bonded  indebtedness 

See  also  New  York  fiscal  agent  (10.47) 
Proposal  (2.30) 

capital  improvement  projects,  regulations 
2.61 

limitations  generally  2.60 
Clearinghouse  representative,  designation 
10.49-5 

Countersignature  2.40 
Coupons,  lost,  destroyed 

indemnity  agreement,  purpose  10.49-2 
payment  procedure  10.49-1 
Long-term  financing  proposals.  General 
Plan  conformance,  referral  report 
requirements  2A.52 
New  York  fiscal  agent 

bond  requirements  10.49 
designated,  appointed  10.47 
reimbursement 

fee  schedule  10.48 
procedure  generally,  bond 
requirements  10.49 
Project  proposal 

See  Proposal  (2.30) 

Proposal 

initiative  petition,  applicability  of 
provisions  2.35 

ordinance  ordering  submittal  to  voters 
2.34 

resolution 

adoption,  time  limits  2.34 
preparation,  introduction  2.31 
resolution  referral 

to  citizens’  bond  screening 
committee  2.32 
to  controller  2.33 
submittal 

See  also  resolution  (2.31) 


to  capital  improvement  advisory 
committee  2.30-1 
to  voters  2.30 

tax  rate  effect  statement,  contents  2.37 
water  pollution  control,  applicability  of 
provisions  2.36-1 
Refunding 

See  REFUNDING  BOND  SAVINGS 
TEST  ACT  (78.1) 

Sale,  notice,  contents  2.50 

MUNICIPAL  COURT 

See  also  VICTIM/WITNESS  ASSISTANCE 
PROGRAM  (36.1) 

WITNESS  PROTECTION 
PROGRAM  (1.27) 

Budget,  long-term  planning,  goals, 
strategies,  strategic  plans,  duties  3.5 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.500 
Fund 

See  MUNICIPAL  COURT  SUSPENSE 
ACCOUNT  (10.65) 

TRIAL  COURTS  CASH 
REVOLVING  FUNDS  (10.140) 
Moneys,  receipt,  deposit 

See  MUNICIPAL  COURT  MONEYS 
(10.57) 

Presiding  judge,  family  violence  advisory 
council  steering  committee  membership 
5.190-2 

MUNICIPAL  COURT  CLERK 
Municipal  court  moneys 

checks,  insufficient  funds,  register  duties 
10.67 

excess  payment  duties  10.66 
recordkeeping,  report  duties  10.69 

MUNICIPAL  COURT  MONEYS 

Checks,  other  documents,  insufficient  funds, 
register  10.67 

Credit  card  payment  permitted  when 
10.57A 

Delivery  to  treasury  when  10.57 
Excess  payments 

See  Unidentified,  excess  payments 
(10.64) 

Recordkeeping,  report  requirements  10.69 
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Traffic  court,  traffic  fines  bureau 
commercial  bank  account 

See  also  uncollected  deposits  (10.62) 
checks  drawn  upon,  signature 
requirements  10.59 
creation,  purpose  10.58 
deposit  requirements  10.60 
deposits 

See  commercial  bank  account  (10.58) 
uncollected  deposits  (10.62) 
uncollected  deposits 

amount,  deduction  from  drawn  check 
10.62 

cleared  case  reestablished  as 
uncleared  case  10.63 
Unidentified,  excess  payments 
account 

See  MUNICIPAL  COURT 
SUSPENSE  ACCOUNT 
(10.65) 

deposit  requirements  10.64 
excess  payments 

deposit  requirements  10.64 
refund,  unclaimed  funds  procedures 
10.66 

identification,  transfer  to  proper  account 
10.68 

MUNICIPAL  COURT  SUSPENSE  ACCOUNT 
See  also  FUNDS  (10.81) 

Created,  purpose,  deposits  10.65 

MUNICIPAL  OFF-STREET  PARKING  LOTS 
See  also  CIVIC  CENTER  PLAZA  (10.118) 
Acquisition,  operation  by  city,  county 
See  OFF-STREET  PARKING  (17.7) 
Disabled,  handicapped  parking,  city,  county 
off-street  parking  facilities,  courtesy 
coupons,  use,  regulations  17.19 

MUNICIPAL  RAILWAY 

See  also  MUNICIPAL  RAILWAY  FUNDS 
(10.95) 

RAILWAY  COMPANIES  (1.52) 
Bicycle  advisory  conunittee  membership 
5.130 

Computer  software,  licensing  authorization 
1.37 

Construction,  other  projects,  utility  liaison 
committee  membership  5.63 


Hold-harmless  agreement  concerning  passes 
1.40 

Skating  advisory  committee  nonvoting 
representative  provision  5.210 
Sound  recordings,  retention,  duties 
generally  8.3-1 

Souvenir  items,  printed  material,  sales 
authority  generally  10.191 
fund 

See  MUNICIPAL  RAILWAY 

TRANSIT  INFORMATION 
FUND  (10.191) 

Street  utility  construction  citizens  advisory 
committee  membership  5.64 
Training  materials 

designated,  publication,  sale  8.29 
fund 

See  MUNICIPAL  RAILWAY 

VIDEO  PRODUCTION  FUND 
(8.29) 

Uniformed  officers,  employees 
See  also  Specific  Subject 
claims  against  city,  county 

See  CLAIMS  AGAINST  CITY, 
COUNTY  (10.25-1) 

Uniforms,  regulations  generally 
See  PURCHASING  (21.40) 

MUNICIPAL  RAILWAY  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.150 

MUNICIPAL  RAILWAY  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

First  source  hiring  program 

first  source  hiring  implementation, 
monitoring  plans  duties  83.6 

MUNICIPAL  RAILWAY  FUNDS 
See  also  FUNDS  (10.81) 

MUNICIPAL  RAILWAY  CASH 
REVOLVING  FUNDS  (10.150) 
MUNICIPAL  RAILWAY 
GRAFHTI  FUND  (10.114-2) 
MUNICIPAL  RAILWAY 
IMPROVEMENT  FUND 
(10.205) 
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MUNICIPAL  RAILWAY 
OPERATORS  LOUNGE 
FACILITIES  FUND  (10. 1 17-44) 
MUNICIPAL  RAILWAY 
SOFTWARE  FUND  (1.37, 

10. 1 17-99) 

MUNICIPAL  RAILWAY 
STORES  FUND  (10. 1 1 7-65) 
MUNICIPAL  RAILWAY 
TRANSIT  INFORMATION 
FUND  (I0.I9I) 

MUNICIPAL  RAILWAY  VIDEO 
PRODUCTION  FUND  (8.29) 
PARATRANSIT  FUND 
(I0.I09-I0) 

Capital  reserve  fund,  created,  purpose,  use 
10.97 

Excess  liability  accident  reserve  fund 
created,  purpose  10.95 
funding  10.96 

MUNICIPAL  RAILWAY  GENERAL 
MANAGER 

Appointing  authority,  graffiti  advisory  board 
5.170 

Computer  software  licensing  authority  1.37 
Interdepartmental  staff  committee  on  traffic 
and  transportation  membership  2.70 
Uniforms,  municipal  railway  employees, 
recordkeeping  duties  21.44 

MUNICIPAL  RAILWAY  GRAFHTI  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.114-2 

MUNICIPAL  RAILWAY  IMPROVEMENT 
FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.205 

MUNICIPAL  RAILWAY  OPERATORS 
LOUNGE  FACILITIES  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-44 

MUNICIPAL  RAILWAY  SOFTWARE  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-99 
Deposits  1.37 


MUNICIPAL  RAILWAY  STORES  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-65 

MUNICIPAL  RAILWAY  TRANSIT 
INFORMATION  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.191 

MUNICIPAL  RAILWAY  VIDEO 
PRODUCTION  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  8.29 

MUSEUMS 

See  ASIAN  ART  MUSEUM  (28.7,  28.13) 
FINE  ARTS  MUSEUMS  (2A.155, 
58.210) 

GOLDEN  GATE  MUSEUMS 
(10.116-4,  28.1) 

MUSEUMS  ADMISSION  SPECIAL 
REVENUE  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-15 

MYANMAR 

City,  county  business  with,  prohibitions 
See  BURMA  (12J.1) 

— N — 

NALLINE  TESTING 
Contract  19A.1 

NARCOTIC  FUND  OF  THE  CHIEF  OF 
POLICE 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  2A.82 

NARCOTICS,  ALCOHOL 

See  also  ALCOHOLISM  PROGRAM 
(10.172,  19A.14) 

DRUG  ABUSE  (19A.12) 

Medical  obtention  19A.7 

NARCOTICS  FORFEITURE,  ASSETS 
SEIZURE  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-54 
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NATIONAL  GUARD  ADVISORY  COUNCIL 
See  also  COUNCILS  (1.29) 

Appointment,  composition  5.111 
Established,  purpose  5.110 
Meetings  5.114 

Organization,  term,  compensation  5.112 
Powers,  duties  generally  5.113 
Procedural  rules  5.115 

NEGOTIABLE  PAPER 

Use  for  obligation  payment 
See  CHECKS  (10.11) 

NEIGHBORHOOD  BEAUTIHCATION, 
GRAFFITI  CLEAN-UP  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.98.1 
Findings,  intent  of  provisions  10.98 

NEIGHBORHOOD  OUTREACH 
Requirements  generally  2.81-4 

NEIGHBORHOOD  STRATEGY  AREA 
See  HOUSING  CODE  ENFORCEMENT 
LOAN  PROGRAM  (40.9) 

NEWSPAPERS,  OFHCIAL 
Definitions  2.80-1 
Designation,  procedure 
generally  2.81 
outreach  periodicals  2.81-3 
Findings,  purpose  of  provisions  2.80 
Outreach 

See  also  OUTREACH  ADVERTISING 
REVENUE  FUND 
(10.117-114) 

OUTREACH  FUND  (2.81-2) 
advertisements,  funding,  use  2.81-2, 
10.117-114 

neighborhood  outreach,  requirements 
2.81-4 

periodicals,  designation  2.81-3 
Use,  regulations  generally  2.81-1 

NONPROHT  CORPORATION  PROPOSALS 
General  Plan  conformance,  referral  report 
requirements  2A.52 

NONPROHT  ORGANIZATIONS 
See  also  Specific  Subject 
Contract  with  city,  county,  public  access 
requirements 

applicability  of  provisions  12L.10 


community  representation  12L.6 
compliance 

cost-neutral  intent  12L.1 
failure  deemed  material  breach  of 
contract  12L.7 

noncompliance  complaint,  procedure 
12L.5 

contract  language  12L.2 
definitions  12L.3 

effective  date  of  provisions  12L.10 
financial  information  12L.5 
intent  of  provisions  12L.1 
interpretation  of  provisions  12L.1 
meetings  12L.4 

nonliability  of  city,  county  12L.9 
severability  of  provisions  12L.8 

NONPROFIT  ORGANIZATIONS, 
CITY-FUNDED 

Economic  statement,  armual,  required, 
contents  10.1 

NONPROFIT  PERFORMING  ARTS  LOAN 
PROGRAM 

See  also  PERFORMING  ARTS  LOAN 
FUND  (10.117-41) 
Administration  50.10 
Definitions  50.2 
Eligibility  requirements  50.21 
Fee,  interest  rate,  waiver  allowed  when 
50.23 

Insurance  requirement  50.25 
Maximum  amount,  term  50.22 
Plan  submittal  required,  contents  50.20 
Purpose  of  provisions  50.1 
Reports  50.12 

Rules,  regulations  generally  50.11 
Security  required  50.24 
Severability  50.30 
Transferability  50.26 

NORTHERN  IRELAND 
MacBride  Principles 
designated  12F.3 
findings  12F.2 
implementation 

city  contracts  12F.5 
corporation  research,  education 
12F.6 

retirement  board,  system  12F.4 
intent,  purpose  of  provisions  12F.1 
severability  of  provisions  12F.7 
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NOTICES,  OFFICIAL 

Public  notices,  open  government 
requirements  67.7-1 
Publication  requirements  2.81 

NUISANCE 

Abatement  action,  proceeding,  dismissal 
when,  authority  1.7-1 
Abatement,  removal  fund 

See  DEPARTMENT  OF  PUBLIC 
WORKS  NUISANCE 
ABATEMENT  AND  REMOVAL 
FUND  (10.117-53) 

NURSERY  STOCK 

Inspection,  contract  with  state,  authority 
1.13-4 

NURSING  STUDENT  TRAINING 
CONTRACT 

See  also  ALLIED  HEALTH  PROFESSION 
TRAINING  (I9A.10) 
CONTRACT  (12B.I) 

Clinical  experience  19A.8 
Field  work  19A.2 

— O — 

OCCUPATIONAL  HEALTH,  SAFETY 
PROGRAM 

Workers’  compensation  task  force 
membership  16.83-1 

OCEAN  BEACH  FUND 

See  BEACH  NOURISHMENT  PLAN 
FUND  (10.117-62) 

OFHCE  HEADS 

See  also  Specific  Office  Head 
Personnel,  employee  information  report 
duties  18.14 

OFFICE  OF  CITIZEN  COMPLAINTS 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.267 

OFFICE  OF  CITIZENS  COMPLAINTS  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.169-10 


OFFICERS.  CITY,  COUNTY 
See  also  Specific  Officer 

CONFLICT  OF  INTEREST  CODE 
(58.1) 

DEPARTMENT  HEADS  (2A.30) 
OFHCE  HEADS  (18.14) 
OFHCIALS  (8.16) 

PERSONNEL  (16.7) 

Affirmative  action  plan  duties  16.9-24 
Automobile,  privately-owned,  use 
regulations 

See  PERSONNEL  (10.31) 

Bond 

blanket  bond 

applicability,  state  statutes  16.154 
approval  16.151 
conditions  designated  16.148 
filing,  custodian  designated  16.153 
individual  bond  required  when 
16.156 

payable  to  city,  county  16.145 
premium,  payment  by  city,  county 
16.150 

recordation  16.152 

required,  designated  officers  16.144 

term  16.147 

termination,  cancellation  as  to  any 
officer  16.155 
blanket  bond  surety  company 
authority  to  do  business  in  state 
required  16.146 
obligations,  liability  16.149 
charter,  state  required  bond 

applicability,  state  statutes  16.137 
approval  16.140 
filing,  custody,  renewal  16.142 
officers  designated,  amount 
16.136-1 

premium,  payment,  city,  county 
16.139 

recordation  16.141 
required  16.136 
term  16.138 

Budget  estimate,  filing  duties  3.3 
Claims  against  city,  county,  by 
See  CLAIMS  AGAINST  CITY, 
COUNTY  (10.25-1,  10.25-8) 
Designated,  enumeration  1.50 
Disability  benefits 

See  PERSONNEL  (16.15) 

Downtown  plan  monitoring  report 
contribution  10E.4 
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Elected  officials 

See  Specific  Subject 
Specific  Officer 
ELECTIONS  (16.535) 

Emergency  services  organization 
membership  7.5 

Fees,  taxes,  charges  payment,  credit  card, 
debit  card,  ATM  card  acceptance  authority 
10.11-1 

First  source  hiring  program 
duties  generally  83.7 
Funds,  city,  county,  bank  account,  other 
account,  opening,  restrictions  10.81-1 
Income  tax  accounting,  reporting  duties 
10.18 

Inquiries  from  board  of  supervisors, 
response  requirements  1.23 
Lobbyist  employment,  regulations  when 
16.524 

Minority  business  utilization 
best  effort  duties  12D.A.14 
Personnel  regulations 
See  Specific  Subject 
PERSONNEL  (16.7) 

Planning,  advisory  duties  2A.51 
Political  activities,  prohibitions,  exceptions 
16.5 

Projects,  city,  pre-approval  signposting 
duties 

alternative  notices  79.6 
designated  79.5 
generally  79.1 

Public  service  internship  program, 
cooperation,  duties  generally  16.9-18 
Real  property  transfer  request  duties  23.10 
Refuge  status  provisions  duties  12H.3 
Representation  of  city,  county,  designated 
organizations 

See  REPRESENTATION  OF  CITY, 
COUNTY  (16.6) 

Residency  requirements 
See  PERSONNEL  (16.98) 

Resignation 

effective  date  16.89-16 
in  writing,  to  whom  16.89-15 
temporary  service  until  successor 
appointment,  when  16.89-18 
Retirement 

See  RETIREMENT  SYSTEM  (16.29) 
Revenue,  taxation  report  contribution 
10.A.3 


Sexual  harassment,  policy  designated, 
applicability,  complaint  procedure 
16.9-25 

Transportation  authority  services  provision, 
agreement  authority  16.9-30 
Uniformed  officers 

See  FIRE  DEPARTMENT  (1.25-5) 
MUNICIPAL  RAILWAY  (1.37) 
POLICE  DEPARTMENT  (1.24) 
SHERIFF’S  DEPARTMENT  (8.27) 
Vacancies  in  office,  conditions  designated 
16.89-17 

OFHCERS  FOR  JUSTICE  BOARD  OF 
DIRECTORS 
See  also  BOARDS  (1.23) 

Appointing  authority,  officers  for  justice 
scholarship  fund  board  of  directors 
10.117-57 

OFHCERS  FOR  JUSTICE/COMMANDER 
ISIAH  NELSON  MEMORIAL 
SCHOLARSHIP  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-57 

OFHCERS  FOR  JUSTICE/COMMANDER 
ISIAH  NELSON  MEMORIAL 
SCHOLARSHIP  FUND  BOARD  OF 
DIRECTORS 
See  also  BOARDS  (1.23) 

Designated,  powers,  duties  generally 
10.117-57 

OFHCES,  PUBLIC 

Hours,  Saturday  closings,  exceptions, 
offices  designated  16.4 

OFHCIAL  FLAG 
See  FLAGS  (1.3) 

OFHCIAL  FLOWER 
See  DAHLIA  (1.5) 

OFHCIAL  NEWSPAPERS 

See  NEWSPAPERS,  OFHCIAL  (2.80) 

OFHCIAL  NOTICES 

See  NOTICES,  OFHCIAL  (2.81) 
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OFFICIALS 

Sec  also  Specific  Official 

OFRCERS.  CITY,  COUNTY 
(1.23) 

Annual  reports,  official  published 
documents,  other  documents,  filing  with 
library,  failure,  penalty  8.16 

OFF-STREET  PARKING 

City,  county  owned  facilities 

See  CIVIC  CENTER  PLAZA  (10.118) 
City,  county  property  acquisition, 
lease,  management  (17.7) 

City,  county  property  acquisition,  lease, 
management 
authorized,  scope  17.7 
disabled  persons  courtesy  coupons, 
issuance  standards  establishment 
authority  17.19 
facilities 

See  also  Specific  Subject 
inspections,  scope,  authority  17.16 
inapplicability  of  provisions 

airport,  port  parking  facilities  17.17 
facilities  established  under  1949 
parking  law  17.18 
jurisdiction  17.8 
leasing,  management  agreements 
See  also  Specific  Subject 
award,  bids,  procedure  17.11 
modifications  17.13 
parks,  squares,  playgrounds,  public, 
under,  regulations  17.12 
provisions  generally  17.11 
lessee,  operator  accounting, 
recordkeeping  requirements  17.15 
parking  rates,  charges 
adjustments,  review, 
recommendations  17.14 
initial  rates,  fixing  17.13 
special  events  17.14 
site  procurement  recommendation 
approval,  rejection,  effect  17.10 
procedure  generally  17.9 

OLD  GOLD  TRUST  FUND 
See  also  FUNDS  (10.81) 

Administration,  expenditures  10.106 
Created,  purpose,  deposits  10.104 
Use,  inmates  of  Laguna  Honda  Home 
10.105 


OPEN  GOVERNMENT 

See  also  NONPROFIT  ORGANIZATIONS 
(12L.1) 

Brown  Act,  applicability  67.5 
Citation  of  provisions  67.2 
Exempt  meetings  57.3 
Findings,  purpose  of  provisions  67.1 
Implementation,  administration  of 
provisions,  scope,  authority  67.30,  67.31 
Information 

See  Specific  Subject 

Public  information  (67.20) 
Meetings,  public  access 
agenda,  contents,  posting 

See  also  documents,  records  (67.9) 
closed  sessions  67.8 
regular  meetings  67.7 
barriers,  prohibitions  67.15 
Brown  Act,  applicability  67.5 
closed  sessions 

discussions,  actions,  disclosure 
requirements  67.14 
reasons,  statement  required  67.13 
closed  sessions,  topics,  regulations 
agenda,  contents,  posting  67.8 
employee  salaries,  benefits  67.12 
pending  litigation  67.11 
public  facilities,  employees  67.10 
commenting,  policy  body  members, 
rights  67.19 
definitions  67.3 
documents,  records 

See  also  Public  information  (67.20) 
availability  67.9 

minutes,  contents,  availability  67.18 
open,  public 

See  also  Specific  Subject 
Brown  Act,  applicability  67.5 
passive  meetings  67.4 
recording,  rights  67.16 
testimony,  opportunity  67.17 
time,  place,  notice  requirements  67.6 
translation  services,  request,  provision, 
regulations  67.15 

Nonprofit  organizations,  contract  with  city, 
county,  public  access  requirements 
See  NONPROnT  ORGANIZATIONS 
(12L.1) 

Notices,  public,  requirements  67.7-1 
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Public  information 

See  also  Specific  Subject 
definitions  67.20 
duplication,  fees  67.28 
public  review  file,  contents  67.23 
release,  regulations 

documentary  information  67.21 
managed  health  care  contracts  67.24 
nonexempt  information  67.24 
oral  information  67.22 
response  time  67.25 
withholding 

justification,  requirements  67.27 
regulations  generally  67.26 
Public  notices,  requirements  67.7-1 
Records 

See  also  Specific  Subject 

Public  information  (67.20) 
RECORDS,  CITY,  COUNTY 
(8.1) 

index,  scope,  maintenance  67.29 
Severability  of  provisions  67.32 
Sunshine  ordinance 

See  also  Specific  Subject 
citation  of  provisions  67.2 
findings,  purpose  of  provisions 
67.1 

task  force 

See  SUNSfflNE  ORDINANCE 

TASK  FORCE  (12L.5,  67.30) 

OPEN  SPACE  ADVISORY  COMMITTEE 
See  PARK,  OPEN  SPACE  ADVISORY 
COMMITTEE  (5.90) 

OPEN  SPACE  PROGRAM 

See  RECREATION,  OPEN  SPACE 
PROGRAM  (5.91) 

ORDINANCES 

Publication  requirements  2.82 

ORGANIZATIONS 

See  also  Specific  Organization 

NONPROHT  ORGANIZATIONS 
(12L.1) 

Representation  of  city,  county,  membership 
See  REPRESENTATION  OF  CITY, 
COUNTY  (16.6) 

OUTREACH 

See  NEWSPAPERS,  OFHCIAL  (2.81-2) 


OUTREACH  ADVERTISING  REVENUE 
FUND 

See  also  FUNDS  (10.81) 

Established,  purpose,  use  10.117-114 

OUTREACH  FUND 

See  also  FUNDS  (10.81) 

OUTREACH  ADVERTISING 
REVENUE  FUND  (10.117-114) 
Established,  purpose,  use  2.81-2 

OVERAGE  FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use,  applicahility  10.88 

— P — 

PAES  PROGRAM 

See  also  UNEMPLOYMENT  (20.30) 
Activities  compliance  agreement  20.77.1 
Administration 

fairness  regulations  20.84 
general  welfare  promotion  hmitation 
20.92 

principles  designated  20.73 
scope,  authority  20.74 
Administrative  hearing 
See  Hearing  (20.86) 

Allowances 

See  Eligibility  (20.75.8) 

Special  allowances  (20.76.5) 
Applicants 

See  also  Specific  Subject 
eligibility 

See  Eligibility  (20.75) 

Ineligibility  (20.75) 
fairness  regulations  20.84 
fingerprints,  provision,  purpose, 
regulations  20.75.15 
identification  requirements  20.75.14 
photo  identification  requirements 
20.75.14 

reimbursement  agreement  required  when 
20.75.16 

responsibilities  generally  20.75,  20.84 
terminal  illness,  effect  20.75.11 
Assistance 

See  also  Specific  Subject 
Stipends  (20.76) 
eligibility 

See  Eligibility  (20.75) 

Ineligibility  (20.75) 
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emergency  assistance  20.78 
principles  designated  20.73 
Definitions  20.72 
Denial 

fingerprints  provision  refusal  20.75.15 
hearing  request  when 
See  Hearing  (20.86) 

Discontinuance  from 

activities  compliance  agreement 
noncompliance  20.77.1 
fingerprints  provision  refusal  20.75.15 
fraud,  when 

generally  20.87 

overpayment  due  to  fraud  20.84 
hearing  when,  procedure 
See  Hearing  (20.86) 
immediate,  when  20.80 
notice  of  proposed  action,  issuance 
when,  contents,  delivery  20.85 
overpayment  due  to  fraud  20.84 
plan  noncompliance  20.77.2 
requirements  noncompliance  20.77 
Discrimination,  prohibitions  20.73 
Effective  date  of  provisions  20.93 
Eligibility 

See  also  Ineligibility  (20.75) 
allowances 

See  also  special  allowances  (20.76.5) 
exempt  income,  resources  20.75.10 
personal  property  20.75.9 
real  property  20.75.8 
terminal  illness,  effect  20.75.11 
CALM  applicants,  recipients 

recipients  no  longer  eligible  for 
CALM  assistance  20.107.1 
upon  CALM  termination  20.121 
continuing  eligibility,  conditions 
activities  compliance  agreement 
compliance  20.77.1 
designated  20.77 
failure,  good  cause  designated 
20.77.5 

failure  to  apply  for  assistance, 
deemed  failure  to  comply  20.75 
noncompliance,  sanctions  when 
20.77.3 

plan  compliance  20.77.2 
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determination 

See  Specific  Subject 
fairness  regulations  20.84 
generally  20.75 
income  proration 

contract  period  20.75.3 
school  district,  universities, 
community  colleges  full-time 
certified  employees  20.75.2 
self-employed  workers,  freelance 
workers  20.75.4 
labor  dispute  effect  20.75.17 
residency  requirements  20.75.1 
special  allowances 

transportation  out  of  city,  county, 
provision  when  20.76.5 
SSIP  applicants,  recipients 

upon  SSIP  termination  20.222 
when  generally  20.205.2 
terminal  illness,  effect  20.75.11 
termination,  immediate,  when  20.80 
Emergencies 

assistance  when  20.78 
exceptions  when  20.74 
Employer  wage  subsidy  program  20.75.6 
Enforcement,  general  welfare  promotion 
limitation  20.92 
Fairness  regulations  20.84 
Fraud,  discontinuance  when 
generally  20.87 

overpayment  due  to  fraud  20.84 
Good  cause  designated  20.77.5 
Hearing 

administrative  hearing 
See  Specific  Subject 
attendance  20.86.5 
conducting,  procedural  rules  20.86.5 
counsel,  representative,  rights  20.86.4, 
20.86.5 
decision 

basis,  contents,  time  limits  20.86.6 
finality  20.86.7 
stipend  paid  pending  decision 
20.86.2 

evidence  20.86.5 
informality  20.86.5 
nonappearance,  effect  20.86.7 
notice  requirements  20.86.1 
officer 

decision,  duties  when  20.86.6 
impartial,  designation  20.86.3 


request 

procedure,  time  limits  20.86 
second  hearing  request,  procedure 
20.86.7 

rights  designated  20.86.4 
scheduling,  time  limits  20.86.1 
scope  20.86 

second  hearing,  request  when,  conditions 
20.86.7 

stipend  paid  pending  decision  20.86.2 
Ineligibility 

business  proprietors  20.75.5 
CALM  recipients  20.113 
CalWORKs  assistance  unit  members, 
CalWORKs  ineligibility  20.75.12 
determination 

See  Specific  Subject 
fleeing  felons  20.75.13 
fraud 

effect  20.87 

sanction  period,  effect  20.75 
general  assistance,  CALM,  SSIP,  other 
county-funded  programs  20.83 
generally  20.75 
rebuttable  presumption 

current  income,  expenses  20.75.7 
students  20.75.6 
residency  termination  20.75.1 
SSIP  program  recipients  20.201,  20.214 
Municipal  Railway  Fast  Passes,  tokens 
20.76.1 

Operative  date  of  provisions  20.93 
Participants 

See  also  Specific  Subject 

activities  compliance  agreement  20.77.1 

agreements 

activities  compliance  agreement 
20.77.1 

reimbursement  agreement  20.75.16 
earned  income  and  asset  disregard 
program,  establishment,  applicability, 
regulations  20.76.2 
eligibility 

See  Eligibility  (20.75) 

Ineligibility  (20.75) 
fairness  regulations  20.84 
fingerprints,  provision,  purpose, 
regulations  20.75.15 
identification  requirements  20.75.14 
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plan 

See  also  plan  noncompliance 
(20.77.2) 

required,  requirements  generally 

20.77.2 

plan  noncompliance 

good  cause  designated  20.77.5 
notice,  contents,  conciliation 
requirements  when  20.77.4 
sanctions  imposition  when  20.77.3, 
20.77.4 

stipend  discontinuance  when  20.77.2 
reimbursement  agreement  required  when 
20.75.16 

responsibilities  generally  20.75,  20.84 
time  limits  20.79 
Payments 

See  Stipends  (20.76) 

Principles 

designated  20.73 

Purpose  of  provisions  20.71,  20.73 
Recipients 

See  Participants  (20.75) 

Records 

confidentiality  20.88 
destruction  when  20.89 
Reimbursement  agreement  required  when 
20.75.16 

Residency  requirements  20.75.1 
Severability  of  provisions  20.91 
Special  allowances 

transportation  out  of  city,  county, 
provision  when  20.76.5 
Stipends 
amount 

employer  wage  subsidy  program, 
effect  20.76.6 

housing,  shared,  rent-free,  effect 

20.76.3 

maximum,  calculation  20.76 
changes  in  stipends,  generally  20.81 
decrease 

See  also  Hearing  (20.86) 
notice  of  proposed  action,  issuance 
when,  contents,  delivery  20.85 
requirements  noncompliance,  when 
20.77 
denial 

See  also  Hearing  (20.86) 
notice  of  proposed  action,  issuance 
when,  contents,  delivery  20.85 


discontinuance  when 

See  Discontinuance  from  (20.75.15) 
emergency  assistance  20.78 
employer  wage  subsidy  program 
20.75.6 

fairness  regulations  20.84 
hearing 

See  also  Hearing  (20.86) 
paid  pending  hearing  decision 
20.86.2 

housing,  shared,  rent-free,  effect 

20.76.3 

increases  20.76 

lost,  forged,  stolen  warrants,  lost,  stolen 
warrant  proceeds,  replacement 
restrictions  20.82 

maximum  monthly  stipend  designated 
20.76 

Municipal  Railway  passes,  tokens 
20.76.1 

overpayment,  regulations  when  20.84 
payment 

employer  wage  subsidy  program 
20.75.6 

methods  20.76 
multiple  payments  prevention, 
fingerprints  provision,  purpose, 
regulations  20.75.15 
normal  pay  periods  20.78 
overpayment,  regulations  when 
20.84 

restrictions  generally  20.76 
room  and  board  facilities  direct 
payment  permitted  when  20.76.4 
room  and  board  facilities  direct  payment 
permitted  when  20.76.4 
time  limits  20.79 
types  designated  20.76 
withholding 

See  also  Hearing  (20.86) 
notice  of  proposed  action,  issuance 
when,  contents,  delivery  20.85 
requirements  noncompliance,  when 
20.77 

Terminal  illness,  effect  20.75.11 
Termination 

discretion,  authority,  effect  when  20.90 
general  assistance  program  aid 
maximum  amount  adjustment  when 
20.60.11 
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Title  of  provisions  20.70 
Transportation  out  of  city,  county,  provision 
when  20.76.5 

PALACE  OF  THE  LEGION  OF  HONOR 
See  GOLDEN  GATE  MUSEUMS  (28.1) 

PARAMEDIC  DIVISION 

Endotracheal  intubation  training  program, 
obtaining,  hold  harmless  agreement 

1.25- 3 

PARATRANSIT  FUND 
See  also  FUNDS  (10.81) 

MUNICIPAL  RAILWAY  FUNDS 
(10.95) 

Created,  purpose,  use  10.109-10 

PARK  COMMISSION 

See  RECREATION,  PARK  COMMISSION 
(1.16) 

PARK  LANDS 

Sale,  lease,  scope,  authority  23.25-2 
Transfer  to  National  Park  Service,  scope, 
authority  23.25-3 

Water  quality,  sewerage  facilities,  use  when 

23.25- 2 

PARK,  OPEN  SPACE  ADVISORY 
COMMITTEE 

See  also  COMMITTEES  (1.29) 

Established,  appointment,  organization, 
funding  5.90 

Powers,  duties  generally  5.91 
PARKING 

See  also  CIVIC  CENTER  PLAZA  (10.118) 
Bicycle  parking,  monitored,  public  event 
requirements  2.74 

Off-street  parking,  city,  county  property 
acquisition,  lease,  management 
See  OFF-STREET  PARKING  (17.7) 
Skating-related  improvements,  secured 
parking  requirements  5.212 

PARKING  AND  TRAFHC  DEPARTMENT 
CASH  REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.151 


PARKING  AUTHORITY 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Authority  generally  17.2 
Budget,  submission,  contents  17.4 
Created  17.2 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.270 
First  source  hiring  program 
duties  generally  83.6 
Necessity  designated  17.1 
Officers,  employees,  regulations  generally 
17.6 

Parking,  traffic  commission 

See  also  PARKING,  TRAFHC 

COMMISSION  (1.49,  17.3) 
ex  officio  parking  authority  members, 
designated,  powers  generally  17.3 
Powers  generally  17.3 
Report  duties  17.5 

PARKING  PROJECTS 

See  CIVIC  CENTER  PLAZA  (10.118) 

PARKING,  TRAFHC  COMMISSION 
See  also  COMMISSIONS  (1.29) 
City-owned  projects,  construction, 
encroachment  permits  for,  hold  harmless 
agreements,  authority  1.49 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.272 

Off-street  parking,  city,  county  property 
acquisition,  lease,  management 
authority  generally  17.7 
disabled  persons  courtesy  coupons, 
issuance  standards  establishment 
authority  17.19 
facilities 

established  under  1949  parking  law, 
authority  17.18 
inspection  authority  17.16 
jurisdiction  17.8 
leasing,  management  agreements 
award,  bids,  duties  17.11 
parks,  squares,  playgrounds,  public, 
under,  duties  17.12 
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parking  rates,  charges  adjustments, 
review,  recommendations,  adjustment 
authority  17.14 

site  procurement  recommendation  duties 
17.9 

Parking  authority 

budget  submission  duties  17.4 
ex  officio  members,  powers  generally 
17.3 

generally 

See  PARKING  AUTHORITY  (17.1) 
report  duties  17.5 

PARKING.  TRAFHC  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.272 

Functions,  powers,  duties  generally  2A.180 
Interdepartmental  staff  committee  on  traffic 
and  transportation  membership  2.70 
Parking  enforcement,  traffic  control,  related 
services,  additional 
minimum  charge  10B.19 
overtime  benefits  10B.18 
payment,  deposit  10B.17 
request  10B.16 

Skating  advisory  committee  nonvoting 
representative  provision  5.210 
Transportation  grant  funds  receipt, 
hold-harmless  agreements  1.41 

PARKING,  TRAFHC  DEPARTMENT 
DIRECTOR 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Appointing  authority,  graffiti  advisory  board 
5.170 

Interdepartmental  staff  committee  on  traffic 
and  transportation  chair,  designated  2.70 
Off-street  parking,  city,  county  property 
acquisition,  lease,  management 
facilities  inspection  authority  17.16 
parking  rates,  charges,  special  events, 
setting  authority  17.14 
Parking  enforcement,  traffic  control,  related 
services,  additional  costs  determination 
10B.17 

Street  temporary  use,  occupancy 
conditions  violation  report  2.71 


recycling  performance  recordkeeping 
duties  2.70-5 

PAYROLL 

See  PERSONNEL  (18.1) 

PAYROLL  DEPARTMENT 

See  also  DEPARTMENTS  (3.5) 

Retirement  board  election,  ballot  duties 
when  16.562 

PCBs 

See  HAZARDOUS  MATERIALS  (1.30) 

PEACE  OFHCERS’  TRAINING  AID 
See  also  CORONER  (10.117-3.1) 

POLICE  OFHCERS’  TRAINING 
FUND  (10.117-3) 

Reception,  recruitment,  training  standards 
adherence  agreement  when  10.170-3, 
16.9-2,  16.9-8 

PEACE  OFHCERS’  TRAINING  FUND  — 
CORONER 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-3.1 

PEDDLER 

Scales,  regulations 

See  WEIGHING,  MEASURING 
DEVICES  (1.14) 

PENSION 

See  RETIREMENT  SYSTEM  (16.75, 
16.87) 

PERFORMANCE,  EFHCIENCY  AUDIT 
OFHCE 

Established,  purpose,  powers,  duties 
generally  2.92 

PERFORMING  ARTS  CENTER 
Disclosure  regulations 

See  also  CONFLICT  OF  IN'TEREST 
CODE  (58.1) 
designated  58.405 

PERFORMING  ARTS  LOAN  FUND 
See  also  FUNDS  (10.81) 

NONPROHT  PERFORMING 
ARTS  LOAN  PROGRAM  (50.1) 
Created,  purpose,  use  10.117-41 
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PERFORMING  ARTS  LOAN  PROGRAM 
See  NONPRORT  PERFORMING  ARTS 
LOAN  PROGRAM  (50.1) 

PERMIT  APPEALS  BOARD 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.275 
General  regulations 

See  BOARD  OF  APPEALS  (34.5) 

PERMITS 

Airport  use  permits  2A.171 
CATV  franchise  11.32 
City-owned  projects,  construction, 
encroachment  permits  for,  hold  harmless 
agreements,  authority  1.49 
Farmers’  market  sales  9A.14 
Fees 

See  also  Specific  Permit 
costs  recovery  regulations  10.19-3 
First  source  hiring  program,  applicability 
See  FIRST  SOURCE  HIRING 
PROGRAM  (83.2) 

Food  vending  machines,  installation,  San 
Francisco  General  Hospital  4.9-1 
Hallidie  Plaza,  specific  uses  2.74 
Residential  hotel  unit 
conversion  41.12 
demolition  41.18 
Spur  tracks  1.55 
Street  fair  2.70-6 

United  Nations  Plaza,  specific  uses  2.74 

PERSONAL  ASSISTED  EMPLOYMENT 
SERVICES  PROGRAM 
See  PAES  PROGRAM  (20.70) 

PERSONAL  CHECK 

Use  for  obligation  payment 
See  CHECKS  (10.11) 

PERSONNEL 

See  also  Specific  Personnel 

CONFLICT  OF  INTEREST  CODE 
(58.1) 

INCOME  TAX  (10.17) 


INTERNSHIP  PROGRAMS 
(16.9-1) 

RETIREMENT  SYSTEM  (16.29) 
Accident  prevention  program 
committee 

See  CENTRAL  SAFETY 

COMMITTEE  (16.121-2) 
coordinator  designated  16.121-4 
powers  of  city,  county  officers  not 
divested  16.121-5 
purpose,  objectives  of  provisions 
16.121-1 

scope,  administration  16.121-3 
Affirmative  action  plans,  scope  16.9-24 
Applicants,  medical  examination 
See  Medical  examination  (16.89) 
Assistance  program,  notification,  costs 
responsibility  16.9-28 
Automation,  effect  16.8 
Automobile,  privately-owned,  use 
expenses 

See  also  reimbursement  (10.35) 
limitations  10.32 
mileage  rates  10.34 
permitted  when  10.31 
travel  expense  ordinance, 
applicability  10.33 
permitted  when  10.31 
reimbursement 

claims  procedure  10.35 
voucher  procedure  10.36 

Award 

See  Employee  suggestion  program 
(16.114) 

Benefits 

See  Specific  Subject 

Cafeteria  Plan  (16.900) 

HEALTH  SERVICE  SYSTEM 
(16.157,  16.700) 

RETIREMENT  SYSTEM  (16.29) 
Blanket  bond 

approval  required  16.130 
conditions  designated  16.127 
filing,  custody  16.131 
inuring  to  benefit  of  officer,  city,  county 
16.124 

open  to  public  inspection  16.132 
payable  to  city,  county  16.123 
premium,  payment  by  city,  county 
16.129 

state  law,  applicability  16.134 
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suit  on  bond,  effect  16.124 
surety  company 

authority  to  do  business  in  state 
16.125 

obligations,  liability  16.128 
term  16.126 

termination,  cancellation  as  to  any 
employee  16.133 
Boards,  commissions,  committees 

See  also  Specific  Board,  Commission, 
Committee 

membership,  roster  requirements 
16.9-15 

Bond  requirements 

See  Blanket  bond  (16.123) 

Cafeteria  plan 

administration  16.902 
benefits 

designated  16.905 
employee-sponsored,  voluntary, 
effect  16.904 
costs,  liability  16.903 
establishment  16.900 
purpose  16.901 
tax  effect  16.901 

Catastrophically  ill  employee,  sick  leave, 
vacation  leave  credits  transfer,  regulations 
16.9-29 

Charitable  deductions 

See  Salary,  wage  deductions  (16.93-1) 
Charter  amendments,  effect  on  regulations 
2.23-9,  2.23-11 

Civil  service  commission  fees  8.26 
Civil  service  position  applicants 

interviews,  examinations,  applicant 
outside  city,  county,  expense 
reimbursement  when  16.7 
medical  examination 

See  Medical  examination  (16.89) 
Claims  against  city,  county,  by 
See  CLAIMS  AGAINST  CITY, 
COUNTY  (10.25-8) 
Commendation 

See  Employee  suggestion  program 
(I6.II4) 

Compensation 

See  also  Specific  Subject 
Payroll  (18.1) 

RETIREMENT  SYSTEM 
(16.29-7) 

Salary,  wage  deductions  (16.90) 


Salary,  wage  overpayment 
(10.27) 

deferred  compensation  plan 

administration,  scope,  authority 
16.320 

administrative  costs,  liability, 
limitations  16.326 
established  16.301 
purpose  of  provisions  16.302 
Credit  union  deductions  16.93 
Death  of  employee 

pay  warrants,  designation  of  person  to 
receive  warrants,  checks  when, 
procedure,  effect  18.7.1 
retirement  system  regulations 
See  RETIREMENT  SYSTEM 
(16.58,  16.80-1) 

Deferred  compensation  plan 
See  Compensation  (16.301) 

Disability  benefits 

See  Injury  in  performance  of  duty 
(16.81) 

RETIREMENT  SYSTEM  (16.71) 
Sick  leave,  disability  leave  (16.9-29, 
16.17) 

Vacations  (16.15) 

Disciplinary  actions 

property,  improper  use  4.19 
Emergency  services  organization 
membership  7.5 
Employee 

See  also  Specific  Subject 
information  reports,  requirements  18.14 
Employee  assistance  program,  notification, 
costs  responsibility  16.9-28 
Employee  organization 

See  Employee  relations  (16.209) 
Employee  relations 
administration 

See  also  administrative  law  judge 
(16.205) 

authority  generally  16.204 
administrative  law  judge 

agreement,  contract,  powers,  duties 
generally  16.205 
unfair  labor  practices,  duties, 
authority  generally  16.214 
commission 

See  CIVIL  SERVICE 

COMMISSION  (16.204) 
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confidential  employees,  designation, 
effect  16.208 

definitions  16.202—16.202.17 
director 

See  EMPLOYEE  RELATIONS 

DIRECTOR  (2.23-11,  16.83-1) 
HUMAN  RESOURCES 
DIRECTOR  (16.203) 

division 

See  EMPLOYEE  RELATIONS 
DIVISION  (16.203) 
employee  organization 

See  also  representation  units  (16.210) 
decertification  procedure  16.212 
recognition  procedure  16.211 
registration  procedure  16.209 
representatives,  official  time 
permitted  when  16.219 
employee  organization  dues 

See  also  Salary,  wage  deductions 
(16.93) 

deductions  permitted,  regulations 
16.220 

employee  representation 

See  employee  organization  (16.209) 
representation  units  (16.210) 
employee  rights  designated  16.207 
grievances,  procedure  designated  16.218 
impasse,  procedure  when  16.216 
management  employees,  designation, 
effect  16.208 

management  rights,  city,  county, 
designated  16.206 
mediation  when,  procedure  16.216 
meet  and  confer  in  good  faith 

impasse,  procedure  when  16.216 
required,  procedure  generally  16.215 
memorandum  of  understanding,  dispute, 
resolution  procedure  16.217 
purpose  of  provisions  16.201 
representation  units 

See  also  employee  organization 
(16.209) 

determination,  establishment  16.210 
severability  of  provisions  16.222 
supervisory  employees,  designation, 
effect  16.208 
title  of  provisions  16.200 
unfair  labor  practices 

charges,  filing,  sanctions  16.214 
designated  16.213 
Employee  suggestion  program 


See  also  CENTRAL  SUGGESTION 
COMMITTEE  (16.113) 
DEPARTMENT 
SUGGESTION 
COMMITTEE  (16.113) 
DEPARTMENTAL 
ADMINISTRATOR  (16.111) 
award,  commendation 

See  also  suggestion  procedure 
(16.116) 

eligibility  requirements  1 6. 1 14 
procedure  generally  16.115 
definitions  16.109 
funding  16.117 
purpose  of  provisions  16.108 
responsibilities 

department  heads  16.110 
department  suggestion  committee 
16.112 

departmental  administrator  16.111 
suggestion  procedure 

See  also  award,  commendation 
(16.114) 
designated  16.116 
Examinations 

See  also  Medical  examination  (16.89) 
inspection  8.26 

materials,  confidential,  leasing,  contract 
10.192 
Fees  8.26 

Fingerprinting,  fees  8.26 
First  source  hiring  program 
duties  generally  83.7 
Funds,  city,  county,  bank  account,  other 
account,  opening,  restrictions  10.81-1 
Grievances  16.218 

Health  service  system  membership  16.700 
Income  tax,  requirements 
See  INCOME  TAX  (10.17) 

Injury  in  performance  of  duty 

administration  of  provisions,  scope, 
authority 

under  public  employees’  retirement 
system  16.81 

under  workers’  compensation  act 
16.82 

ambulance  drivers,  medical  stewards, 
disability  benefits  16.171 
criminal  violence  cause,  disability 
benefits  16.170 
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disability  benefits 
See  Specific  Subject 

disability  benefits  administration 
(16.81) 

disability  benefits  administration 

under  public  employees'  retirement 
system  16.81 

under  workers’  compensation  act 
16.82 

district  attorney  investigators,  disability 
benefits  16.175 

policemen,  firemen,  heart  trouble, 
pneumonia 
presumption  16.85 
service  time  requirement  16.86 
workers’  compensation,  effect  16.84 
Internship  programs 

See  INTERNSHIP  PROGRAMS 
(I6.9-I) 

Japanese  personnel 

See  WAR  REPARATION  (lOD.I) 

Labor  relations 

See  Employee  relations  (16.200) 

Leave 

See  Military  leave  (16.1) 

Sick  leave,  disability  leave  (16.9-29, 
16.17) 

Vacations  (16.9-29,  16.10) 

Lobbyist  employment,  regulations  when 
16.524 

Medical  examination 
applicants  16.89 
re-examination  when,  fees  16.89 
uniformed  forces,  poUce,  fire 
departments 

applicants,  entrance  positions 

16.89- 1 

option,  required  when,  requirements 

16.89- 2 
Military  leave 

generally,  salary,  compensation 
continuance  16.1 
sea  duty,  duration  limit  16.2 
Minority  business  utilization 
best  effort  duties  12D.A.14 
Oath  of  affirmation,  allegiance  18.10 
Organizations,  membership,  representation 
of  city,  county 

See  REPRESENTA'nON  OF  CITY, 
COUNTY  (16.6) 

Overtime,  maximum,  exceptions  18.13 
Pay  period  18.9 


Payroll 

See  also  Compensation  (16.301) 

PORT  COMMISSION  (18.11) 
Salary,  wage  deductions  (16.90) 
Salary,  wage  overpayment 
(10.27) 

definitions  18.1 
employee  information  reports, 
requirements  18.14 
pay  period,  bi-weekly  18.9 
pay  warrants 

See  also  preparation  (18.2) 
death  of  employee,  designation  of 
person  to  receive  warrants,  checks, 
procedure,  effect  18.7.1 
delivery  to  bank,  credit  union  when 
18.8 

delivery  to  payees  18.7 
preparation 

See  also  time  sheets  (18.3) 
authority  designated  18.2 
mechanical,  electronic  equipment  use 
18.6 

time  sheets 

See  also  preparation  (18.2) 
certification,  approval  procedures 
18.5 

contents,  requirements  generally 
18.3 

posting,  reporting  requirements  18.4 
Pension 

See  RETIREMENT  SYSTEM  (16.75, 
16.87) 

Political  activities,  prohibitions,  exceptions 
16.5 

Qualifications 

See  also  Residency  requirements  (16.98) 
background  qualifications,  investigation 
required  when  16.9-26 
Reduction,  automation,  transfer  provisions 
16.8 

Reports,  requirements  18.14 
Representation  of  city,  county,  designated 
organizations 

See  REPRESENTA'nON  OF  CITY, 
COUNTY  (16.6) 

Residency  requirements 

absence,  temporary,  not  a violation 
16.102 

certification,  statement  filing  16.105 
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civil  service,  other  employment  rights 
unaffected  16.99-4 
compliance,  time  limits  16.106 
continuation,  requirements  generally 
16.99 

definitions  16.99-5 
establishment  time  limit  16.99-1 
exceptions 

See  also  waiver  (16.100) 
generally  16.99-6 
generally  16.98 

living  outside  city,  county,  medical 
reasons,  permitted  when  16.103 
nonresidents 

See  also  work  outside  city,  county 
(16.99-2) 

employment  prior  to  effective  date, 
effect  16.104 

promotional  examinations,  eligibility, 
requirements  16.101-1 
violation,  penalty  16.107 
waiver 

See  also  exceptions  (16.99-6) 
permitted  when  16.100 
work  outside  city,  county 

both  spouses,  residence  outside  city, 
county,  effect  16.99-3 
nonresident  appointment  permitted 
when  16.101 

resident  upon  appointment,  move 
permitted  when  16.99-2 
Retirement 

See  RETIREMENT  SYSTEM  (16.29) 
Salary  ordinance,  budget  procedures 
See  BUDGET  (3.10) 

Salary,  wage  deductions 
administration  16.91 
charitable  deductions,  annual  joint 
fundraising  drive 

authorization  by  employee,  required 

16.93- 1 

eligible  agencies,  selection  16.93-2 
organization,  staff,  technical  support 

16.93- 3 

participating  agencies,  obligations 
designated  16.93-5 
scheduling  of  drive  16.93-4 
organizations,  purposes  designated 
16.93 

purpose,  authority  designated  16.90 
service  fee  designated  16.92 
Salary,  wage  losses,  Japanese  personnel 


See  WAR  REPARATION  (lOD.l) 

Salary,  wage  overpayment 

billing  requirements,  failure,  effect 
10.27-4 
offsetting 

See  also  repayment  (10.27) 
benefits,  provisions  not  applicable 
10.27-6 

hearing  10.27-7 

insufficient  amount,  effect  10.27-2 
net  amount  due  10.27-5 
permitted  10.27-1 
warrant,  drawing  10.27-3 
repayment 

See  also  offsetting  (10.27-1) 
required,  regulations  generally  10.27 
Sexual  harassment 

See  also  Sexual  privacy  regulations 
(12E.1) 

policy  designated,  applicability, 
complaint  procedure  16.9-25 
Sexual  orientation 

See  Sexual  privacy  regulations  (12E.1) 
Sexual  privacy  regulations 
exceptions  12E.4 
prohibited  inquiries  12E.3 
purpose  of  provisions  12E.2 
title  12E.1 

Sick  leave,  disability  leave 

catastrophically  ill  employee,  credits 
transfer,  regulations  16.9-29 
regulations  adopted  16.17 
unused  at  retirement,  earned  under  RAP 
program,  payment  16.17-1 
vacation  time,  use  16.10 
Social  security 

See  RETIREMENT  SYSTEM  (16.88-1) 
State  disability  insurance  program 
enrollment  16.9-31 
STEP 

See  Supplemental  training,  employment 
program  (16.9-10) 

Suggestion  program 

See  Employee  suggestion  program 
(16.108) 

Supplemental  training,  employment  program 
designated,  purpose,  policy  16.9-10 
enrollee  rules,  regulations  16.9-11 
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Teachers 

See  Specific  Subject 

RETIREMENT  SYSTEM  (16.30) 
Time  sheets 

See  Payroll  (18.3) 

Training  courses 

See  also  Specific  Personnel 

INTERNSHIP  PROGRAMS 
(16.9-1) 

Supplemental  training, 
employment  program 
(16.9-10) 

disapproval,  appeals  procedure 
present  position  training  16.9-7 
promotional  training  16.9-6 
permitted  when  16.9-3 
present  position,  reimbursement 
requirements  16.9-5 
promotional  training,  reimbursement 
requirements  16.9-4 
rules,  regulations  establishment  16.9-8 
Transfer,  automation  transfer  permitted 
when,  procedure  16.8 
Travel  allowance,  working  outside  city, 
county 

employees  living  in  city,  county 

16.94 

employees  living  outside  city,  county 

16.95 

Unfair  labor  practices 

See  Employee  relations  (16.213) 
Uniforms,  designated  departments, 
regulations 

See  PURCHASING  (21.40) 

Union 

dues 

See  Employee  relations  (16.220) 
Salary,  wage  deductions  (16.93) 
participation,  regulations  generally 
See  Employee  relations  (16.201) 
Vacations 

catastrophically  ill  employee,  credits 
transfer,  regulations  16.9-29 
definitions  16.10 

disability,  temporary,  use  permitted, 
regulations  16.15 
entitlement,  from  two  or  more 
departments,  payment  procedure  16.16 
scheduling  16.14 
temporary  disability,  use  permitted, 
regulations  16.15 
vacation  allowance 


award,  accrual  16.12 
calculation  16.11 
Vehicles 

See  Automobile,  privately-owned,  use 
(10.31) 

VEHICLES,  CITY  (4.10) 

Wage  deductions 

See  Salary,  wage  deductions  (16.90) 

War  reparation 

See  WAR  REPARATION  (lOD.l) 

Work  period  designated,  applicability  18.12 
Workers’  compensation 

departmental  responsibility  16.83-2 
injury  in  performance  of  duty 
disability  benefits 
administration  under  workers’ 
compensation  act  16.82 
effect  16.84 

retirement  benefits,  effect  16.84 
risk  management,  insurance  provisions 
not  applicable  10.78 
task  force 

coordinator  designated  16.83-4 
established  16.83-1 
powers,  duties  16.83-3 

PERSONNEL  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Employee  organization 

decertification,  duties  when  16.212 
recognition  duties  1 6.2 1 1 

PERSONNEL  GENERAL  MANAGER 
See  also  OFFICERS,  CITY,  COUNTY 
(1.23) 

Central  safety  committee  membership 
16.121-2 

PEST  CONTROL  OPERATORS,  ADVISERS 
Registration,  fees  1.13-1 

PESTICIDE  MANAGEMENT 

See  INTEGRATED  PEST  MANAGEMENT 
(39.1) 

PESTICIDE-RELATED  ACTIVITIES 

Performance  by  agriculmral  commissioner, 
contract  with  state,  authority  1.13-3 
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PESTS 

See  also  INTEGRATED  PEST 

MANAGEMENT  (39.1) 

Exotic  pests,  detection,  trapping,  contract 
1.13-9 

PETITIONS 

See  also  Specific  Subject 
Credibility,  probative  value,  requirements 
generally  1.32 

PETROLEUM  PRODUCTS 

Sales,  distribution  establishments  inspection, 
agreement  with  state,  authority  1.13-8 

PHONE  CARDS 

San  Francisco  Affinity  prepaid  phone 
cards,  sales,  program,  corporate  seal  use 
1.6-B 

PHYSICAL  FITNESS,  SPORTS  COUNCIL 
See  also  COUNCILS  (1.29) 

Donors,  service  providers,  exercise  classes, 
hold  harmless  agreement,  entering, 
authority  1.31 

PHYSICAL  THERAPY  STUDENT 
TRAINING 
Contract  19A.17 

PLANNING 

City,  county  officers,  advisory  duties 
generally  2A.51 

PLANNING  COMMISSION 

See  also  COMMISSIONS  (1.29) 

OFHCERS,  CITY,  COUNTY 
(1.23) 

Assisted  housing  prepayment,  termination 
hearing  duties  60.6 
Development  agreements 

fee  determination  duties  56.20 
hearing  duties  56.13 
modification  duties  56. 14 
modification,  termination 
recommendation  56.18 
review  duties  56.17 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.280 
Downtown  plan  monitoring 


program  duties  lOE.l 
report  10E.2 
Environmental  review 
impact  report 

final,  certification  31.28 
requirement  affirmation  31.25 
negative  declaration  affirmation  31.24 
General  Plan  conformance,  referral  report 
duties  2A.53 

Historical  property  preservation,  restoration 
rehabilitation,  property  tax  reduction. 

Mills  Act  contracts  application  approval 
duties  71.4 

Redevelopment  survey  recommendation 
24.5 

PLANNING  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Advisory  duties  generally  2A.51 
Apartment  unit  conversion  report  duties 
41A.6 

Bicycle  advisory  committee  membership 
5.130 

Development  agreement  fee  determination 
duties  56.20 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.280 
Documents,  copies,  fees  8.28 
Environmental  review 

administrative  duties  31.05 
categorical  exemption  list  maintenance 
31.17 

copies  mailing  31.27 
determination  notice  filing  31.29 
excluded  projects  list  maintenance 
31.14 

impact  report 

draft,  evaluation  31.26 
final,  preparation  3 1 .28 
requirement  31.25 
initial  evaluation  31.23 
modification  approval  31.35 
necessity  determination  31.22 
negative  declaration  31.24 
services,  fees,  charging,  authority  31.46 
First  source  hiring  program 

first  source  hiring  agreements  conditions 
establishment  83.6 
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first  source  hiring  implementation, 
monitoring  plans  duties  83.6 
permit  conditions  jurisdiction  83.7 
General  Plan  conformance,  referral  report 
duties  2A.52,  2A.53 

Historical  property  preservation,  restoration 
rehabilitation,  property  tax  reduction. 
Mills  Act  contracts 
application 

approval  process  duties  71.4 
information,  additional,  requirement 
authority  71.3 
fees  determination  71.6 
Lot  line  window  agreement  review  23.27 
Skating  advisory  committee  nonvoting 
representative  provision  5.210 
Street  utilities  coordinating  committee 
membership  5.60 

Time-share  conversion  provisions  review, 
report  duties  4 1C. 6 

PLANNING  DEPARTMENT  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.169-14 

PLANNING  DIRECTOR 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Capital  improvement  advisory  committee 
membership  3.20 
Development  agreements 
application  duties  56.4 
collateral  agreement  duties  56.11 
fee  determination  duties  56.20 
hearing  notice  duties  56.8 
negotiation  report,  documents  duties 
56.10 

review  duties  56.17 
Environmental  review  fees,  phased 
collection  authorization  authority  31.46 
Park,  open  space  advisory  committee, 
hearings,  duties  5.91 
Recreation,  open  space  program  priorities 
establishment  hearing  duties  5.91 
Rehabilitation  assistance  program 

improvements  plan  development  32.44 
residential  area,  initial  selection  32.41 
Seismic  safety  retrofit  program  board 
member  66.6 

Telecommunications  commission  meetings 


attendance  1 1 .55 

Water  pollution  control  interdepartmental 
committee  membership  5.20 

PLAZA 

See  HALLIDIE  PLAZA  (2.74) 

UNITED  NATIONS  PLAZA  (2.74) 

PLUMBING  EXAMINERS  BOARD 
See  also  BOARDS  (1.23) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.205 

PODIATRY  STUDENT  TRAINING 
Contract  19A.9 

POLICE  AUXILIARY  RESERVE 
See  also  EMERGENCY  SERVICES 
ORGANIZATION  (7.5) 

Created,  regulations,  powers,  duties 
generally  7.10 

POLICE  CHIEF 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

SHERIFF  (1.8,  16.136-1) 
Appointing  authority 

graffiti  advisory  board  5.170 
officers  for  justice  scholarship  fund 
board  of  directors  10.117-57 
Central  safety  committee  membership 
16.121-2 

Citizens  award  selection  panel  membership 
16.161 

Emergency  response  expenses  collection 
10.28A 

Family  violence  advisory  council 
advisory  committee  membership 
5.190-4 

steering  committee  membership  5.190-2 
Hold  harmless  agreements,  entering, 
authority,  witness  protection  program, 
contract  with  state  1.27 
Interdepartmental  staff  committee  on  traffic 
and  transportation  membership  2.70 
Lesbian,  gay,  bisexual,  transgender,  queer 
and  questioning  youth  task  force  member 
designation  30.01 
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Peace  officer  training,  recruitment,  training 
standards,  aid  agreement  authority  16.9-2 
Police  department 
appointing  authority 

inspectors,  assistant  inspectors 
2A.78 

noncivil  service  ranks,  positions 
2A.77 

traffic  functions  jurisdiction  2A.81 
Prisoner  extradition 

authority  generally  13.15 
costs  advisement  13.16 
Special  enforcement  program  duties  lOB.l 
Special  powers  designated  2A.80 
Towing  cost  reimbursement 
indigency  investigation  10C.8 
report  10C.12 
request  consideration  10C.5 
Traffic,  powers,  duties  generally  2A.81 
Uniforms,  recordkeeping  duties  21.51 
Victim/wimess  assistance  policy  committee 
membership  36.2 

POLICE  COMMISSION 

See  also  COMMISSIONS  (1.29) 

Criminal  history  records  destruction 
authority  8.25 

Hold  harmless  agreements,  entering, 
authority 

bomb  disposal  device,  remote  controlled, 
indefinite  loan  1.26 
fingerprint  identification  system, 
automatic,  use  1.26-1 
police  department,  vehicles  from 
designated  agencies,  specific  uses 
1.25 

recruit,  field  training  programs, 
facilities,  designated  agencies,  use 
1.24 

Information  network  agreement  13.51 
Police  auxiliary  reserve,  authority  generally 
7.10 

Police  department 

documents,  copying,  regulations,  fees 
determination  8.23 

ranks,  positions,  new,  creation  authority 
2A.76 

retirement  system,  early  retirement 
inducement  prohibition  provisions 
promulgation,  enforcement  16.8-1 


President,  citizens  award  committee 
membership  16.160 
Telpak  circuit  system  agreement  13.50 

POLICE  DEPARTMENT 

See  also  DEPARTMENTS  (3.5) 
PERSONNEL  (16.7) 

POLICE  AUXILIARY  RESERVE 
(7.10) 

POLICE  DEPARTMENT 
RETIREMENT  SYSTEM 
(16.8-1) 

RETIREMENT  SYSTEM  (16.29) 
SHERIFFS  DEPARTMENT 
(1.24-1,  8.27) 

Bicycle  advisory  committee  membership 
5.130 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.285 
Documents,  copying,  fees  8.23 
Inspectors,  assistant  inspectors, 
appointment,  qualifications,  powers,  duties 
generally  2A.78 
Medical  examinations 

See  PERSONNEL  (16.89-1) 

Ranks,  positions 

See  also  Specific  Subject 
designated  2A.75 
inspectors,  assistant  inspectors, 
appointment,  qualifications,  powers, 
duties  generally  2A.78 
new,  creation,  appointment,  authority, 
procedure  2 A. 76 
noncivil  service 

designated,  appointment,  removal 
2A.77 

new,  creation,  authority  2A.76 
Recruit,  field  training  programs,  facilities, 
designated  agencies,  use,  hold  harmless 
agreement  1.24 
Retirement 

See  POLICE  DEPARTMENT 

RETIREMENT  SYSTEM  (16.8-1) 
RETIREMENT  SYSTEM  (16.29) 
Semiautomatic  service  firearms,  associated 
equipment,  purchase,  training,  funding 
10.117-115 

Skating  advisory  committee  nonvoting 
representative  provision  5.210 
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POLICE  DEPARTMENT 


Sound  recordings,  retention,  duties 
generally  8.3-1 
Special  funds,  use  2A.82 
Special  police  officers,  regulations  generally 
2A.79 

Special  services 

minimum  charge  10B.4 
officer  compensation  10B.3 
overtime  benefits  10B.5 
payment,  deposit  10B.2 
request  lOB.l 

Street  utilities  coordinating  committee 
membership  5.60 

Street  utility  construction  citizens  advisory 
committee  membership  5.64 
Traffic  functions  designated  2 A. 81 
Training 

See  also  PEACE  OFHCERS’ 

TRAINING  AID  (10.170-3, 
16.9-2,  16.9-8) 

POLICE  OFHCERS’ 
TRAINING  FUND  (10.117-3) 
scholarships,  eligibility,  regulations 
generally  10.117-57 
semiautomatic  service  firearms 
10.117-115 

Uniformed  officers,  employees 
See  also  Specific  Subject 
claims  against  city,  county 

See  CLAIMS  AGAINST  CITY, 
COUNTY  (10.25-1) 

Uniforms,  regulations  generally 
See  PURCHASING  (21.47) 

Utility  construction  planning  committee 
membership  5.63 

Vehicles,  investigative  units,  senior  escort 
service,  obtaining  from  designated 
agencies,  hold  harmless  agreement  1 .25 

POLICE  DEPARTMENT  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.169-4 

POLICE  DEPARTMENT  RETIREMENT 
SYSTEM 

See  also  RETIREMENT  SYSTEM  (16.29) 
Early  retirement,  inducement,  gratuity, 
prohibited  16.8-1 

POLICE  MOUNTED  UNIT  SPECIAL  FUND 


See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-81 

POLICE  OFFICERS’  TRAINING  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-3 

POLICE  SURGEON 
Appointment  2A.77 

POLLUTING  GARDEN,  UTILITY 
EQUIPMENT,  CITY,  COUNTY 
Purchase  prohibited,  exemptions  when 
21.18-6 

Use  prohibited  when,  exemptions  4.14 
POLLUTION 

See  AIR  POLLUTION  (2.6) 

WATER  POLLUTION  CONTROL 
(5.22) 

POLYCHLORINATED  BIPHENOLS 
See  HAZARDOUS  MATERIALS  (1.30) 

PORT 

Delinquent  revenue  collection  duties 
10.41-1 

PORT  COMMISSION 

See  also  COMMISSIONS  (1.29) 
City-owned  projects,  construction, 
encroachment  permits  for,  hold  harmless 
agreements,  authority  1.49 
Claims  against  city,  county,  authority 
generally  10.20-6 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.290 

Emergencies,  architectural/engineering, 
construction  services  when,  hold  harmless 
agreements  with  consultants,  contractors, 
authority  1.25-8 
Fund 

See  SAN  FRANCISCO  PORT 

COMMISSION  PROMOTIONAL 
FUND  (10.117-31) 

Personnel 

See  also  PERSONNEL  (16.7) 
payment,  procedure,  authority  18.11 
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Public  works,  improvements  contract  award 
time  limits  extension  approval  6.1-1 

PORT  COMMISSION  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.169 

PORT  DEPARTMENT 

See  also  DEPARTMENTS  (3.5) 

First  source  hiring  program 

first  source  hiring  implementation, 
monitoring  plans  duties  83.6 

PORT  DIRECTOR 

See  also  OFFICERS,  CITY,  COUNTY 
(1-23) 

Pubhc  works,  improvements  contract  award 
time  limits  extension  authority  6.1-1 

POST  OFHCE  MONEY  ORDERS 
Use  for  obhgation  payment 
See  CHECKS  (10.11) 

POUND,  PUBLIC 

Administration,  authority  designated  16.9 

PREPACKAGED  ITEMS 

Quantity  control,  agreement  with  state, 
authority  1.13-6 

PRISONER 

See  also  COMMUNITY  SERVICIE  (1.43, 
8.30) 

HOME  DETENTION  PROGRAM 
(13.63) 

JAIL  (10.39-2,  13.1) 

PRISONER  EXTRADITION 
(13.15) 

WORK  FURLOUGH  PROGRAM 
(8.30,  13.60) 

Other  jurisdictions,  care,  fees  8.27 

PRISONER  EXTRADITION 
Authorization  required  13.15 
Conflict  of  provisions  13.20 
Definitions  13.22 
Deposit 

refund  limitation  13.21 

required  13.16 

return  allowed  when  13.17 


Generally  13.18 
Prosecution  13.19 

PRIVATE  INDUSTRY  COUNCIL 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.382 

PROBATION  OFHCER 

See  ADULT  PROBATION  OFHCER 
(5.190-2,  10.117-2) 

JUVENILE  PROBATION  OFHCER 
(16.6-7) 

PROBATION  OFHCERS  TRAINING 
AID  (10.170-4) 

SOCIAL  SERVICES  DEPARTMENT 
(20.8-1) 

PROBATION  OFHCERS  TRAINING  AID 
Reception,  recruitment,  training  standards 
adherence  agreement  when  10.170-4 

PROGRAMS 

See  also  Specific  Program 
Authorized  by  board  of  supervisors, 
termination,  notice  requirements  when 
1.21 

PROJECT  SAFE  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.116-5 

PROJECTS 

See  also  Specific  Project 
DEVELOPMENT 
AGREEMENTS  (56.1) 
ECONOMIC  DEVELOPMENT 
REVENUE  BOND  LAW  (48.1) 
Authorized  by  board  of  supervisors, 
termination,  notice  requirements  when 
1.21 

City  projects 

See  also  Specific  Subject 
approval 

See  also  pre-approval  signposting 
(79.1) 

rights  affected  79.8 
site  specific,  use  specific,  effect  of 
changes  79.4 
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pre-approval  notice 

See  also  pre-approval  signposting 
(79.1) 

alternative  notice  procedures  79.6 
rights  affected  79.8 
pre-approval  signposting 
definitions  79.2 

exempt  projects  designated  79.3 
property,  entering  for,  permission 
designated  79.7 
removal,  restrictions  79.7 
required  when,  applicability  79.1 
requirements,  standards  79.5 
rights  affected  79.8 
City-owned  projects,  construction, 
encroachment  permits  for,  hold  harmless 
agreements,  authority  1.49 
Hotel,  restaurant  development  projects  with 
city,  county  proprietary  interest,  labor 
representation  procedures 
See  REAL  PROPERTY  23.31 

PROPERTY 

See  also  Specific  Subject 
City,  county 

See  OFF-STREET  PARKING  (17.7) 
PROPERTY,  CITY,  COUNTY  (1.8, 
2.6-1) 

REAL  PROPERTY  (23.1) 

Surplus,  health-related,  issue  sheets  19A.4 

PROPERTY,  CITY,  COUNTY 
See  also  Specific  Subject 

OFF-STREET  PARKING  (17.7) 
PURCHASING  (21.1) 

REAL  PROPERTY  (23.1) 
Acquisition,  disposition,  use,  title  change. 
General  Plan  conformance  referral  report 
requirements  2A.53 
Administration,  scope,  authority  2A.110 
Game  bird  propagation,  use  permitted 
when  1.8 

Lease,  concession  agreements 
See  also  Specific  Subject 
approval  conditions  2.6-1 
Personal  property,  sales,  proceeds  deposit 
10.90 

Surplus  materials,  supplies,  equipment, 
disposition,  scope,  authority  6.01 
Surplus,  salvage  goods,  sale  at  City  Store, 
purpose,  profits,  use  1.48 
Use,  restrictions  generally,  violation. 


penalty  4.19 

PROPERTY  CONTRACTS 
See  also  CONTRACT  (1.28) 

Discrimination  prevention  provisions 
See  also  CONTRACT  (12B.1) 
administration  12C.4 
definitions  12C.2 
designated  12C.1,  12C.3 
enforcement  12C.5 
exceptions,  waivers  12C.5-1 
required  12C.1 
severability  12C.6 
First  source  hiring  program 

See  FIRST  SOURCE  HIRING 
PROGRAM  (83.1) 

Hotel,  restaurant  development  projects  with 
city,  county  proprietary  interest,  labor 
representation  procedures 
See  REAL  PROPERTY  (23.31) 

PROPERTY  DIRECTOR 

See  also  OFFICERS,  CITY,  COUNTY 
(1.23) 

Appointing  authority,  community  loan  board 
members  35.60 

Board  of  equalization,  assistance 
appraisers,  provision  2.20 
duties  generally  2.19 
Buildings,  public,  office  space  allocation 
authority  4.1 

Civic  Center  Plaza  underground  parking 
facility  land  lease,  operating  agreement 
authority  10.122 
Down  payment  loan 
approval  35.26 
term  determination  35.22 
Emergency  loan  supplement 
fund  establishment  35.30 
repayment  schedule  establishment  35.33 
Food  vending  machines,  public  buildings, 
installation,  authority  generally  4.3 
Fray  Junipero  Serra  birthplace  maintenance 
agreement  authority  1.18 
Home-ownership  assistance  loan  termination 
35.46 

Home-ownership  assistance  program 
advertising  35.72 
assistants,  volunteer  35.73 
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coordinator  appointment  35.70 
rule,  regulation  promulgation  35.71 
Lease 

approval  23.20 

term,  other  agreement,  determination 
23.19 
Leasing 

lease  review  23.23 
Moscone  Center  expansion  project 
eminent  domain  property,  lease 
termination,  extension  authority 
23.26A 

renegotiation  23.26 
rental  value  determination  23.22 
Lot  line  window  agreement 
application 

fee  determination,  collection  23.30 
investigation  23.27 
execution,  recording  23.29 
monthly  fee  determination,  collection 
23.28 

Off-street  parking,  city,  county  property 
acquisition,  leasing,  management 
agreements  award,  bids,  duties  17.11 
Powers,  duties  generally  2A.110 
Public  works,  improvements  contracts, 
demolition,  city-owned  building,  award 
authority  6.2 

Real  estate  department  head  designation 
23.18 

Real  property 

authority  generally  23.1 
deeds  acceptance  23.2 
Rental  deposit  refund  authority.  Civic 
Auditorium,  Brooks  Hall  10.43-5 
Transfer 

adopting  resolution  filing  23.17 
request  review,  report  23.11 

PROPERTY  TAX 

See  also  TAXES  (10.2) 

Apportionment 

collection,  disbursement  10.7-2.2 
findings,  intent,  purpose  of  provisions 
10.7-2 

invocation  of  provisions  10.7-2.3 
manner  generally  10.7-2.1 
Collection 

secured  personal  property  taxes  10.3-1 
unsecured  property  taxes  10.3 


Damaged  property,  destroyed  property 
reassessment  when  10.2-5 
replacement,  base  year  value  transfer 
permitted  when  10.2-7 
Exemptions 

homeowners’  property  tax,  declaration, 
filing  requirements  10.2-1 
low-value  personal  property  10.2-8 
Historical  property  preservation,  restoration 
rehabilitation,  property  tax  reduction. 
Mills  Act  contracts 

See  HISTORICAL  PROPERTIES  (71.1) 
Land  acquired  by  United  States,  payment 
disposition,  deposit  10.30 
sums  paid,  acceptance  10.29 
Reappraisal  of  property,  when  34.6 

PROSTITUTION  PROGRAM,  FIRST 
OFFENDER 

See  FIRST  OFFENDER  PROSTITUTION 
PROGRAM  (10.193-1) 

PROTOCOL  AND  HOST  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.109-3 

PSYCHIATRIC  REHABILITATION 

See  MENTAL  HEALTH  SERVICE  (15.8) 

PUBLIC  ADMINISTRATOR 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Bond,  charter,  state  required 

See  also  OFFICERS,  CITY,  COUNTY 
(16.136) 

designated  16.136-1 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.300 

Fees  due  to  county  clerk,  payment  duties 
1.22 

Public  guardian 

See  also  PUBLIC  GUARDIAN  (16.3-3) 
designation  as,  ex  officio  16.3-3 

PUBLIC  ADMINISTRATOR  ATTORNEY 
See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Public  guardian  attorney,  designation  as 
16.3-5 
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PUBLIC  ADMINISTRATOR  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 

(10.125) 

Designated  10.152 

PUBLIC  ADMINISTRATOR/PUBLIC 
GUARDIAN  SUBSTITUTE  PAYEE 
PROGRAM  TRUST  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-58 

PUBLIC  ART 

See  ART  MEDIA,  PUBLIC  (1.16,  2A.150, 
3.19) 

PUBLIC  ART  MEDIA  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-1 

PUBLIC  ARTS  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-1 

PUBLIC  DEFENDER 

See  also  OFHCERS,  CITY,  COUNTY 
(1-23) 

Bond,  charter,  state  required 

See  also  OFHCERS,  CITY,  COUNTY 
(16.136) 

designated  16.136-1 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.305 

Family  violence  advisory  council  advisory 
committee  membership  5.190-4 
Law  student,  attorney  internship  system 
establishment,  duties  generally  16.9-1 
Victim/witness  assistance  policy  committee 
membership  36.2 

PUBLIC  DEFENDER  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 

(10.125) 

Designated  10.153 

PUBLIC  EVENTS 

Bicycle  parking,  monitored,  requirements 
2.74 


PUBLIC  GUARDIAN 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Bond,  charter,  state  required 

See  also  OFHCERS,  CITY,  COUNTY 
(16.136) 

designated  16.136-1 
Designated,  authority  generally  16.3-3 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.300 

Representative-payee,  designation,  duties  as 
10.117-72 

PUBLIC  GUARDIAN  ATTORNEY 
See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Designated  16.3-5 

PUBLIC  GUARDIAN  SERVICES 

Qualification  for,  determination  restrictions 
16.3-3 

PUBLIC  HEALTH  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 

(10.125) 

Designated 

community  mental  health  services 
vocational  rehabilitation  cash  revolving 
fund  10.154-1 

public  health  cash  revolving  funds 
10.154 

PUBLIC  HEALTH  COMMISSION 

See  HEALTH  COMMISSION  (1.25-3) 

PUBLIC  HEALTH  CONTRACTS 
See  also  CONTRACT  (12B.1) 

Alcoholism  program 

See  ALCOHOLISM  PROGRAM 
(10.172,  19A.14) 

Allied  health  professions  student  training 
19A.10 

Community  Clinic  Consortium  19A.25 
Dentistry,  podiatry  student  training  19A.9 
Drug  abuse  control  plan 

See  DRUG  ABUSE  (19A.12) 

Emergency  medical  communication, 
facilities  use  19A.19 
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Family  planning  services  19A.31 
Homeless  outreach  services  19A.32 
Homeless  services,  volunteer  19A.22 
Indigency 

See  INDIGENT,  NONRESIDENT 
(20.33) 

SOCIAL  SERVICES 
DEPARTMENT  (20.21,  20.25-1, 
20.34) 

Managed  health  care  contracts,  information 
disclosure  regulations  67.24 
Medi-Cal  beneficiaries,  medical  services 
19A.34 

Medi-Cal  electronic  data  base  information 
19A.35 

Medical  services 

See  also  Specific  Subject 
Alameda  County  19A.38 
San  Francisco  Unified  School  District 
19A.40 

San  Mateo  County  19A.39 
UCSC/Stanford  Health  care  19A.37 
University  of  California  19A.23 
Nalline  testing  19A.1 
Narcotic,  alcohol  obtention  19A.7 
Physical  therapy  student  training  19A.17 
Research  projects  participation  19A.21 
State  aid 

mental  hygiene  department  19A.6 
public  health  department  19A.5 
Student  nurse  training 

clinical  experience  19A.8 
field  work  19A.2 

Surplus,  warehouse  issue  sheets  19A.4 
Technical  laboratory  services  19A.20 
University  HealthSystems  Consortium, 
University  HealthSystems  Consortium 
Services  Corporation  membership  19A.36 
University  research,  hospital  use  19A.3 
Volunteer  auxiliary,  hospital  gift  shop  space 
use  19A.18 

Westside  Community  Mental  Health  Center 
19A.26 

PUBLIC  HEALTH  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Adult  day  health  care  planning  council 
assistance  44.8 

Alcoholism  program  administration  19A.14 
Community  Clinic  Consortium,  service 
agreement  19A.25 
Disclosure  regulations 


See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.310 
First  source  hiring  program 

first  source  hiring  implementation, 
monitoring  plans  duties  83.6 
Handicapped  child  assistance,  payment 
agreement  20.44 

Medical  services  claims,  cigarette,  tobacco 
surtax  initiative  funds  use,  duties  when 
10.117-98 

Mental  health  services  plan  duties  15.7-1 
Methadone  treatment  fund 

See  DEPARTMENT  OF  HEALTH 
METHADONE  TREATMENT 
FUND  (10.110-1) 

State  aid 

See  PUBLIC  HEALTH  CONTRACTS 
(19A.5) 

Supportive  housing  services  fund  committee 
membership  10.117-113 
University  HealthSystems  Consortium, 
University  HealthSystems  Consortium 
Services  Corporation  services  utilization 
authority  19A.36 

PUBLIC  HEALTH  DIRECTOR 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

AIDS  information,  education  duties  16.802 
Alcoholism  programs,  state  aid  acceptance 
authority  10.172 
Appointing  authority 

San  Francisco  Health  Authority  69.4 
Contaminating  agents,  combatting,  authority 
generally  7.15 
Contracting  authority 

allied  health  profession  training  19A.10 
dentistry,  podiatry  student  training 
19A.9 

family  planning  services  19A.31 
HIV  vaccine  preparedness  studies 
research  services  19A.33 
home  care  services  20.32-1 
Medi-Cal  beneficiaries,  medical 
services  19A.34 
Medi-Cal  electronic  data  base 
information  19A.35 
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PUBLIC  HEALTH  DIRECTOR 


medical  services 

See  also  Specific  Subject 
Alameda  County  19A.38 
San  Francisco  Unified  School 
District  19A.40 
San  Mateo  County  19A.39 
UCSaStanford  Health  care  19A.37 
University  of  California  19A.23 
nalline  testing  19A.1 
narcotic,  alcohol  obtention  19A.7 
physical  therapy  student  training 
19A.17 

research  projects  participation  19A.21 
state  aid 

mental  hygiene  department  19A.6 
public  health  department  19A.5 
student  nurse  training 

clinical  experience  19A.8 
field  work  19A.2 

University  HealthSystems  Consortium, 
University  HealthSystems  Consortium 
Services  Corporation  membership 
19A.36 

university  research,  hospital  use  19A.3 
Drug  abuse  control  plan 
annual  report  19 A.  13 
development  19  A.  12 
Emergency  medical  care  committee 
establishment  19A.15 
Environmental  enforcement  fund 
administration  10.117-83 
Family  violence  advisory  council  advisory 
committee  membership  5.190-4 
Forensic  advisory  council  establishment 
15.11 

Handicapped  child  assistance 
eligibility  determination  20.42 
family  payment  ability  determination 
20.43 

gift,  donation  acceptance  20.45 
state  aid  agreement  execution  20.46 
Health-related  materials  sales  agreement 
authority  8.35 

HIV  epidemic  joint  task  force  membership 
5.160 

Homeless  outreach  services  contract 
authority  19A.32 

Indigency  care  agreement,  annual  report 
20.25-1 

Interdepartmental  staff  committee  on  traffic 
and  transportation  membership  2.70 
Lead  hazards 


abatement,  rent  escrow  account  program 
administration,  authority,  duties 
generally  74.1,74.12 
decision,  notice  duties  74.6 
funds,  other,  identification, 
information  provision  74.14 
lien  recordation  duties  74.9 
pre-certification  duties  74.5 
REAP  fund  establishment  74.3 
remediation,  tenant  relocation  assistance 
amount,  regulations  adoption  72.3 
Lesbian,  gay,  bisexual,  transgender,  queer 
and  questioning  youth  task  force  member 
designation  30.01 

Managed  health  care  contracts,  information 
disclosure,  withholding  authority  67.24 
Medical  services  volunteers  appointment 
authority  19A.22 

Mental  health  service  administrative 
duties  15.2 

Mentally  retarded  adults,  day  treatment 
center,  young,  disturbed  adults,  federal 
funding  application,  acceptance  authority 
10.172-1 

Mission  Bay  hazardous  materials 
investigation,  remediation  program 
citizens  advisory  committee  duties  5.141 
San  Francisco  children  and  families  first 
commission  membership  86.3 
Surplus  supplies  issue  sheet  signing 
authority  19A.4 

Teleconununications  commission  meetings 
attendance  11.55 

Uniforms,  recordkeeping  duties  21.51 
Water  pollution  control  interdepartmental 
committee  membership  5.20 

PUBLIC  HEALTH  LABORATORY  FUND 
See  SPECIAL  PUBLIC  HEALTH 

LABORATORY  FUND  (10.117-24) 

PUBLIC  INFORMATION 

See  OPEN  GOVERNMENT  (57.3,  67.1) 
RECORDS,  CITY,  COUNTY  (8.1) 

PUBLIC  LIBRARY 

See  LIBRARY  (8.21,  58.315) 
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PUBLIC  LIBRARY  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.155 

PUBLIC  OFHCIALS 
See  Specific  Official 

OFFICERS,  CITY,  COUNTY  (1.23) 
OFHCIALS  (8.16) 

PUBUC  PROPERTY 
See  Specific  Subject 

PUBLIC  SAFETY  BUREAU 

See  BUREAU  OF  FIRE  PREVENTION 
AND  PUBLIC  SAFETY  (2A.95) 

PUBLIC  SAFETY  DISPATCHERS 

State  aid,  recruitment,  training  standards 
adherence  10.117-86 

PUBLIC  SERVICE  INTERNSHIPS 

See  INTERNSHIP  PROGRAMS  (16.9-17) 

PUBLIC  TRANSIT  SERVICE 
See  Specific  Subject 

PUBLIC  TRANSPORTATION  COMMISSION 
See  also  COMMISSIONS  (1.29) 
City-owned  projects,  construction, 
encroachment  permits  for,  hold  harmless 
agreements,  authority  1.49 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.323 

Public  works,  improvements  contract  award 
time  limits  extension  approval  6.1-1 

PUBLIC  TRANSPORTATION 
DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Regional  transit  discount  identification 
cards,  duties,  fees  8.39 

PUBLIC  TRANSPORTATION  DIRECTOR 
See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Public  works,  improvements  contract  award 
time  limits  extension  authority  6.1-1 


PUBLIC  UTILITIES 

See  also  Specific  Utility 
Costs,  accounts,  accounting  requirements 
2A.132 

Foreign  trade  zones  deemed  public  utilities 
2A.133 

Rates,  charges,  fares,  regulations  generally 
2A.134 

Sale,  lease,  scope,  authority  23.6-3 

PUBLIC  UnLITIES  COMMISSION 
See  also  COMMISSIONS  (1.29) 

City-owned  projects,  construction, 
encroachment  permits  for,  hold  harmless 
agreements,  authority  1.49 
Claims  against  city,  county,  authority 
generally  10.20-6 
Disclosure  regulations 

See  also  CONFUCT  OF  INTEREST 
CODE  (58.1) 
designated  58.320 

Electricity  utilities  distribution  system 
municipalization,  feasibility  report  duties 
11.8 

Food  vending  machines,  public  buildings, 
installation,  authority  generally  4.4 
Hetch  Hetchy  Project  completion  findings 
duties  2A.131 

Hold  harmless  agreements,  entering, 
authority 

transit  passes,  transportation  agencies 
issuing  1.40 

used  transit  vehicles,  purchasing  from 
transportation  agencies,  vendors  1.44 
Municipal  railway  training  materials,  duties, 
authority  8.29 

Public  utility  rates  change,  adjustment 
proposal,  supporting  data,  submission 
2.25 

Public  works,  improvements  contract  award 
time  limits  extension  approval  6.1-1 
Short-term  indebtedness 
authorization  84.2 
credit,  liquidity  support  84.3 
definitions  84.1 

issuance,  use,  payment,  regulations  84.2 
maximum  amount  84.4 
powers  conferred  deemed  additional 
84.6 

refunding,  regulations,  restrictions  84.5 


INDEX  AD-84.1 


(3-99) 


PUBLIC  UTILITIES  COMMISSION 


Street  lighting  specifications  determination 
25.6 

Water  department,  Hetch  Hetchy  Project, 
bond  issuance,  sale  52.09 

PUBLIC  UTILITIES  COMMISSION 
AWARDS  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.109-7 

PUBLIC  UTILITIES  COMMISSION  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.156 

PUBLIC  UTILITIES  COMMISSION 
GENERAL  MANAGER 
See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Contract  discrimination  provisions  waiver 
authority  12B.5-1 

Emergencies,  architectural/engineering, 
construction  services  when,  hold  harmless 
agreements  with  consultants,  contractors, 
authority  1.25-8 

Public  works,  improvements  contract  award 
time  limits  extension  authority  6.1-1 

PUBLIC  UTILITIES  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Powers,  duties  generally  2A.130 
Public  utilities 

accounting  duties  2A.132 
rates,  charges,  fares,  duties  generally 
2A.134 

PUBLIC  UTILITIES  GENERAL  MANAGER 
See  also  OFHCERS,  CITY,  COUNTY 
(16.136) 

Water  pollution  control  interdepartmental 
committee  membership  5.20 

PUBLIC  UTILITY  RATES 
Change,  adjustment 
proposal 

approval,  rejection  2.29 
consideration  date,  setting  2.27 
findings  required  2.28 
introduction  to  board  2.26 
supporting  data,  submission  2.25 
recommendation  policy,  determination 
2.5 


PUBLIC  WELFARE  COMMISSION 

See  SOCIAL  SERVICES  COMMISSION 
(1.45,  20.1-1) 

PUBLIC  WELFARE  DEPARTMENT 

See  SOCIAL  SERVICES  DEPARTMENT 
(10.41-1,  20.1-1) 

PUBLIC  WORKS  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.158 

PUBLIC  WORKS  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Bicycle  advisory  committee  membership 
5.130 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.325 

Excavation  fund  administration  10.117-120 
First  source  hiring  program 

first  source  hiring  implementation, 
monitoring  plans  duties  83.6 
Graffiti  advisory  board,  task  force  staffing 
provision  5.173 

Hazardous  materials  abatement  work 
contract,  duties  6.08 
Personnel 

See  Specific  Subject 
PERSONNEL  (16.7) 

Powers,  duties  generally  2A.190 
Public  improvements 

See  also  IMPROVEMENTS,  PUBLIC 
(1.51) 

PUBLIC  WORKS, 
IMPROVEMENTS 
CONTRACTS  (6.1) 
costs,  special  assessments,  damages 
payment,  general  law  procedures, 
ordinance  procedures,  authority  1.51 
Skating  advisory  committee  nonvoting 
representative  provision  5.210 
Street  damage  restoration  fund 
administration  10.117-119 
Street  utility  construction  citizens  advisory 
committee  membership  5.64 
Street-cleaning,  related  services,  additional 
compensation  1 OB . 1 3 
minimum  charge  10B.14 
overtime  benefits  10B.15 
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payment  10B.12 
request  lOB.ll 

Utility  construction  planning  committee 
membership  5.63 

PUBLIC  WORKS  DIRECTOR 

See  also  OFFICERS,  CITY,  COUNTY 
(1.23) 

Appointing  authority,  graffiti  advisory  board 
5.170 

Cable  television  system  construction 
methods  approval  authority  11.32 
Capital  improvement  advisory  comiruttee 
membership  3.20 

City  engineer  designation  authority  2 A.  190 
City-owned  projects,  construction, 
encroachment  permits  for,  hold  harmless 
agreements,  authority  1.49 
Code  enforcement  program,  federal  funding, 
authority,  duties  generally  10.171 
Emergencies,  architectural/engineering, 
construction  services  when,  hold  harmless 
agreements  with  consultants,  contractors, 
authority  1.25-8 

Excavations,  fences,  embankments,  grades 
on  private  property  abutting  street,  safety 
order  authority  1.53 
Federal  TOPICS  program 

representation  of  city,  county 

See  also  REPRESENTATION  OF 
CITY,  COUNTY 
(16.6) 

duties  generally  16.6-11 
traffic  engineering  improvements 
formulation  16.6-12 
Hazardous  materials  abatement  work 
contract,  duties  6.08 
Highway  safety  projects,  federal  grants, 
application,  documents  execution  authority 
10.117-11 

Public  works,  improvements  contracts, 
award 

approval  by  recreation,  park 
commission,  time  limits  extension 
when  6.1-5 

time  limits  extension  authority  6.1-1 
Recreation,  park  facilities,  new,  construction 
contract,  order  award  authority  2A.111 
Sewer,  water,  gas,  other  mains,  conduits, 
connections,  order  authority  1.53 


Special  water  quality  improvement  trust 
fund  expenditures  approval  10.117-4 
Spur  track  permit  issuance  authority  1 .55 
Street  damage  restoration  fund  refunds 
authority  10.117-119 
Street  lighting 

plan  contents  requirement  25.2 
underground  facilities,  inclusion  in  plans 
requirement  25.1 
Street  temporary  use,  occupancy 
conditions  violation  report  2.71 
recycling  performance  recordkeeping 
duties  2.70-5 

Street  utilities  coordinating  committee 
membership  5.60 
Streets  of  major  traffic  importance, 
improvement  projects,  agreement 
authority,  duties  10.87 
Telecommunications  commission  meetings 
attendance  1 1 .55 

Water  pollution  control  interdepartmental 
committee  membership  5.20 

PUBLIC  WORKS,  IMPROVEMENTS 
CONTRACTS 

See  also  CONTRACT  (1.28,  12B.1) 
MINORITY  BUSINESS 
ENTERPRISE  (12D.1) 
MINORITY  BUSINESS 
UTILIZATION  (12D.A.1) 
Accounting  requirements  6.05 
Airport,  wages,  prevailing  rate 

See  also  Wage,  prevailing  rate  (6.37) 
required  when,  regulations  generally 
6.1-3 

Alterations,  modifications,  extras,  procedure 
when  6.06 

Assignment,  restrictions  6.22-1 
Award 

completion  time  estimate 

See  also  Completion  time  delays 
(6.7) 

use,  effect  6.5 
criteria  6.06 

federal  agency  approval  required  when, 
effect  6.4 

local  preference  requirements  6.31 
lowest  bidder,  other  than,  procedure 
when  6.3 
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procedure 

contract  exceeding  $50,000,  less  than 
$10,000,000  6.29-1 
contract  more  than  $10,000,000 
6.29-2 

demolition,  city-owned  buildings  6.2 
financial,  bond  counsel  contracts 

6.1- 4 
time  limits 

See  also  Bids  (6.1) 
approval  by  recreation,  park 
commission,  designated  6.1-5 
extension  when  6.1-1 
federal,  state  grant,  loan  projects 

6.1- 2 

wage,  prevailing  rate 

See  Airport,  wages,  prevailing  rate 
(6.1-3) 

Wage,  prevailing  rate  (6.37) 

Bids 

award,  time  limit 

See  also  Award  (6.1-1) 
required  when,  time  limits  6.1 
bidder 

See  also  Contractor  (6.23,  6.46) 
qualification  6.23 
bond  6.19 

city  departments,  procedure  6.26 
fees,  nonrefundable,  purpose  6.19-1 
procedure,  requirements  generally  6.19 
rejection,  work  by  city  permitted  6.18 
required  when,  time  limits  6.1 
Bond  requirements 
bids  6.19 

bonding,  financial  assistance  program, 
purpose,  scope,  regulations  6.20-2 
designated  6.20 

forfeiture,  port  commission  contract, 
funds  deposit  6.20-1 
Bonding,  financial  assistance  program, 
purpose,  scope,  regulations  6.20-2 
Burma,  city,  county  business  with, 
prohibitions 
See  BURMA  (12J.1) 

Charter  provisions 
applicability  6.33 
inclusion  in  contract  6.35 
rules,  regulations  adoption  6.34 
Collusion,  prohibitions,  effect  when  6.65 


Completion  time 
See  Award  (6.5) 

Completion  time  delays  (6.7) 
Completion  time  delays 

avoidable  delays  designated  6.11 
damages 

city  liability  restricted  6.14 
liquidated  damages,  regulations 
generally  6.13 
liquidated  damages 

city’s  rights  not  waived  6.12 
regulations  generally  6.13 
notice  required,  effect  6.8 
provisions  inclusion  in  contract 
See  also  unavoidable  delays  (6.9) 
requirements  generally  6.16 
time  extension 

city’s  rights  not  waived  6.12 
notice  required,  effect  6.8 
permitted  when  6.7,  6.10 
restrictions  generally  6.15 
unavoidable  delays 
designated  6.9 

exceptions,  inclusion  in  contract 
6.17 

Conflicting  provisions,  resolution  6.05 
Contractor 

See  also  Subcontractor  (6.46) 
bidder  qualification  6.23 
false  claims,  liability,  penalties  when 
6.57 

good-faith  conduct,  requirements, 
failure,  effect  6.59 

irresponsible  contractor  disqualification 
criteria,  effect  6.58 
procedure  6.60 

local  hiring,  requirements  6.56 
qualifications 

failure,  bid  reject  when  6.47 
requirements  generally  6.46 
Copies,  triplicate  6.24 
Costs  modification  permitted  when  6.6 
Costs,  special  assessments,  damages 
payment,  general  law  procedures, 
ordinance  procedures  when  1.51 
Definitions  6.36 

Design-build  construction  program 
proposals,  private,  purpose,  procedure, 
requirements  6.09 
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Discrimination  prevention 

See  also  CONTRACT  (12B.1) 
compliance  requirements  6.55 
Earthquake,  damage  during  work,  costs, 
city,  county  liability  6.54 
Emergency,  procedure  when  6.05 
Finance  program  proposals,  private, 
purpose,  procedure,  requirements  6.09 
Financial,  bonding  assistance  program, 
purpose,  scope,  regulations  6.20-2 
Hazardous  materials  abatement,  procedure 
when  6.08 

Hold  harmless  agreement  required, 
requirements  6.21 
Insurance  requirements  6.2-1 
Local  hiring,  requirements  6.56 
Myanmar,  city,  county  business  with, 
prohibitions 
See  BURMA  (12J.1) 

Ordinance  procedure  when  1.51,  6.07 
Payments,  progressive,  regulations  6.64 
Prevailing  wage 

See  Wage,  prevailing  rate  (6.1-3, 
6.36-A) 

Prison-made  articles,  restrictions  6.22 
Private  design-build  and/or  finance  program 
proposals,  purpose,  procedure, 
requirements  6.09 

Progressive  payments,  regulations  6.64 
Regulations  generally  6.05 
Required  when  6.05 
State  provisions,  inclusion 

See  Charter  provisions  (6.33) 
Subcontractor 

See  also  Contractor  (6.23) 

Wage,  prevailing  rate  (6.39) 
designation  in  bid 
failure,  effect  6.49 
requirements  6.48 
violation,  penalty  6.52 
nondesignated,  use  restrictions  6.5 1 
qualifications  6.46,  6.47 
substitution,  subcontract  assignment, 
transfer  restrictions  6.50 
Termination  for  conveitience,  permitted 
6.14-1 

United  States  funds,  use,  applicability  of 
United  States  laws  6.53 
Violation 

See  Specific  Subject 


Wage,  prevailing  rate 

airport,  required  when,  regulations  6.1-3 
award  conditions 
See  Award  (6.3) 

construction  work  on  leased  property 
6.36-A 

determination  procedure  6.37 
hours,  days  of  labor  permitted 
designated,  penalty  6.43 
outside  city,  county  6.44 
noncompliance 

contract  void,  penalty  6.41 
enforcement,  daily  penalties  6.42 
recordkeeping  requirements  6.40 
specifications  to  include  6.38 
subcontractors 

applicability  6.39 
recordkeeping  requirements  6.40 

Work 

See  also  Completion  time  delays  (6.7) 
earthquake  damage  during,  costs,  city, 
county  liability  6.54 
emergency  work,  repair 

actual  emergency  defined  6.30 
procedure  when  6.30 
fifty  thousand  dollars,  less,  by  city, 
county,  permitted  when,  requirements 
6.28 

inspection,  acceptance,  payment  when 
6.27 

special  assessment  against  private 
property,  provisions  not  applicable 
6.32 

PUBLICATIONS 

See  DOCUMENTS,  PUBLICATIONS 

(8.12) 

PURCHASER 

See  SUPPLIES  PURCHASER  (1.25-1, 

21.2) 

PURCHASER’S  REVOLVING  FUND 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

FUNDS  (10.81) 

Created,  purpose,  use  10.158-1,  21.28 

PURCHASING 

See  also  BURMA  (12J.1) 

CONTRACT  (1.28,  12B.1) 
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INFORMATION  TECHNOLOGY 
(21B.1) 

PUBLIC  WORKS, 
IMPROVEMENTS 
CONTRACTS  (6.1) 

RESOURCE  CONSERVATION. 

CITY.  COUNTY  (21  A. I) 
SUPPLIES  PURCHASER  (6.02. 
21.2) 

TROPICAL  WOODS.  VIRGIN 
REDWOOD  BAN  (121. 1) 

Bidding 

combined  commodities,  services. 

procedure  when  21.55 
contract  award 

See  Specific  Procedure 
Contract  (21.11-1) 
price  reduction  to  reflect  sales 
tax,  business  tax  revenues 
(21C.1) 

deposit  requirements  21.15 
fifty  thousand  dollars,  exceeding, 
procedure  generally  21.16 
fifty  thousand  dollars,  less  21.5 
monetary  limits,  determination  6.03 
no  bid  received,  procedure  when  21.13 
notice  requirements  21.7 
price  reduction  to  reflect  sales  tax, 
business  tax  revenues 
city  undertaking  limited  to  general 
welfare  promotion  21C.3 
definitions  21C.1 
purpose,  applicability,  procedure 
21C.2 

severability  of  provisions  21C.4 
procedure  generally  6.01,  6.04,  21.6 
rejection,  readvertising  when  21.8 
required  when,  procedure  generally 
6.01,  21.6 

same  bid,  procedure  when  21.13 
Bond 

failure  to  file,  effect  21.17 
performance  bond  required  when  21.14 
surety  bond  permitted  when  21.15 
surety  company  approval  required  21.16 
Business  tax  registration  certificate  number 
required  21.4-1 

Combined  commodities,  services,  procedure 
when  21.55 

Conflicting  provisions,  resolution  6.05 


Contract 

See  also  CONTRACT  (1.28,  12B.1) 
alterations,  modifications,  extras, 
procedure  when  6.06 
assignment  restrictions  21.22 
award 

See  also  Bidding  (6.01,  21.6,  21C.1) 
combined  commodities,  services, 
procedure  when  21.55 
contract  exceeding  $50,000,  less  than 
$10,000,000  21.11-1 
contract  more  than  $10,000,000 
21.11-2 
criteria  6.06 
generally  6.01 

nonprofit  corporation,  permitted 
when  21.18-3 

cancellation,  authority  designated  21.34 
damages,  incidental,  consequential, 
claim  waiver  permitted  when  21.54 
insurance  requirements  21.2-2 
maximum  costs  statement  21.10-1 
price  reduction  to  reflect  sales  tax, 
business  tax  revenues 
See  Bidding  (21C.1) 
procedure  generally  6.04 
required  when  6.01 
requisition  required,  requirements  6.04 
signature  requirements  21.11 
term  award  contract  designated,  use 
when,  scope  21.10 
triplicate  form,  disposition  21.12 
Contractor 

failure  to  deliver  service,  articles,  effect 

21.20 

good-faith  conduct,  requirements, 
failure,  effect  21.24-1 
irresponsible  contractor  disqualification 
criteria,  effect  21.24 
procedure  21.24-2 
Contractual  services 

See  also  Specific  Subject 
wages,  highest  general  prevailing  rate 
required  when  21.13-1 
Damages,  incidental,  consequential,  claim 
waiver  permitted  when  21.54 
Definitions  21.1 
Discrimination  prevention 
See  CONTRACT  (12B.1) 

Emergency,  procedure  when  21.25 


(3-99) 


INDEX  AD-84.2d 


PURCHASING 


Equipment  inventory 

losses,  damages,  report,  adjustment 
21.32 

perpetual  inventory  basis,  required 
21.29 

rules,  regulations  promulgation  21.33 
tagging,  reporting  requirements  21.31 
valuations,  basis  21.30 
Expert  services,  authority  designated  21.2-1 
Fifty  thousand  dollars 

exceeding,  bid  procedure  when  21.16 
less 

bid  procedure  21.5 
definite  quantity,  purchase  order  use 
21.9 

Financial  information  service,  use  permitted 
when  21.23 
Fund 

See  PURCHASER’S  REVOLVING 
FUND  (10.158-1,  21.28) 
Homemaker,  chore  services,  continuity, 
preference,  audit  requirements  21.13-2 
Inspections  6.01 
Insurance 

See  also  RISK  MANAGEMENT  (10.74) 
authority  designated  21.2-1 
Inventory 

See  Equipment  inventory  (21.29) 
Materials,  supplies,  equipment,  services 
See  also  Specific  Subject 
combined  commodities,  services, 
procedure  when  21.55 
conflicting  provisions,  resolution  6.05 
contract 

monetary  limits,  determination  6.04 
required  when  6.01 
monetary  limits,  determination  6.03 
public  works,  improvements  contracts 
See  also  PUBLIC  WORKS, 
IMPROVEMENTS 
CONTRACTS  (6.1) 
regulations  generally  6.05 
regulations  generally  6.01 
requisition  required,  requirements  6.04 
surplus  commodities,  purchase  when 
6.02 

surplus  materials,  supplies,  equipment, 
disposition,  scope,  authority  6.01 
Monetary  limits,  determination  6.03 


Patents,  copyrights,  trademarks, 
infringement,  indemnification  of  city 
required  21.19 

Preference,  local  manufacturings, 
applicability  21.27 

Price  reduction  to  reflect  sales  tax,  business 
tax  revenues 
See  Bidding  (21C.1) 

Prison-made  articles  restricted  21.21 
Proposal,  business  tax  registration  certificate 
number  required  21.4-1 
Purchaser 

See  SUPPLIES  PURCHASER  (6.02, 

21.2) 

Quotation,  business  tax  registration 
certificate  number  required  21.4-1 
Reciprocal  agreements,  cooperative  buying 
agreements  21.53 
Requisition  required,  requirements, 
exceptions  6.04,  21.2 
Rules,  regulations 

See  also  Specific  Subject 
Bidding  (21.6) 
generally  6.01,  21.26 
promulgation,  authority  designated 
21.26 

Standardization,  scope,  requirements 
generally  21.3 

State  contract  use  permitted,  scope  21.46 
Surplus  commodities,  purchase  when  6.02 
Surplus  materials,  supplies,  equipment, 
disposition,  scope,  authority  6.01 
Surplus,  salvage  goods,  sale  at  City  Store, 
purpose,  profits,  use  1.48 
Trial  basis,  property  loan,  hold  harmless 
agreement 
required  4.18 
requirements  4.17 
Uniforms 

municipal  railway  employees 

findings,  city,  county  ownership 
21.40 

recordkeeping  requirements  21.44 
return  upon  termination,  change  of 
employment  21.45 
specifications  2 1 .43 
supply  contract  21.42 
police,  fire,  sheriff’s  departments, 
emergency  medical  service  employees 
articles,  equipment  designated,  date 
to  be  furnished  21.48 
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findings,  city,  county  ownership 
21.47 

recordkeeping  requirements  21.51 
return  upon  termination,  change  of 
employment  21.52 
specifications  21.50 
supply  contract  permitted  21.49 
Vehicles,  most  economical 

findings,  purpose,  intent  of  provisions 

21.18- 4 

regulations  generally,  exemptions 

21.18- 5 

Weights,  measures  sealer,  purchases, 
disposition  21.39 

PURCHASING  CASH  REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.169-19 

PURCHASING  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.330 
First  source  hiring  program 

first  source  hiring  implementation, 
monitoring  plans  duties  83.6 
Polluting  garden,  utility  equipment  purchase 
prohibitions,  exemptions  21.18-6 

-Q- 

QUEER  YOUTH  TASK  FORCE 
See  LESBIAN,  GAY,  BISEXUAL, 

TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK 
FORCE  (30.01) 

QUESTIONING  YOUTH  TASK  FORCE 
See  LESBIAN,  GAY,  BISEXUAL, 

TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK 
FORCE  (30.01) 

— R — 

RADIATION,  RADIOACTIVE  SUBSTANCES 
Contaminating  agents,  combatting 
See  EMERGENCY  (7.15) 


RADIO  COMMUNICATIONS 

See  also  TELECOMMUNICATIONS 
FACILITIES  (22B.1) 
Applicability  22.4 
Coordination  generally  22.2 
Facility  construction,  plans  submittal  22.3 
Purpose  of  provisions  22.1 

RAILWAY  COMPANIES 

See  also  MUNICIPAL  RAILWAY  (1.37) 
Spur  tracks,  regulations,  permit  1.55 
Street  repair  responsibility  1 .52 

RAINFOREST 

See  TROPICAL  HARDWOODS,  VIRGIN 
REDWOOD  BAN  (121.1) 

REAL  ESTATE 

See  also  Specific  Subject 

REAL  PROPERTY  (10.6-2) 

Fraud  crimes,  deterring,  investigating, 
prosecuting,  scope,  authority  8.24-5 
Instruments,  papers,  notices  recordation  fee 
8.24-5 

Tax -defaulted,  sale,  advertising  fees  8.34 

REAL  ESTATE  CASH  REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.169-13 

REAL  ESTATE  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.335 

Down  payment  loan  inspection  duties 
35.24 
Fees  23.4 
Funds  deposit  23.6 
Home-ownership  assistance  program 
administration  35.70 
counseling  services  coordination  35.51 
Lease  negotiation,  fee  23.5 
Property,  city,  county,  decoration  purpose, 
use,  permission  authority  1.17 
Rent  collection  authority  23.3 
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REAL  ESTATE  FRAUD  PROSECUTION 
TRUST  FUND 
See  also  FUNDS  (10.81) 

Source,  use,  limitations  8.24-5 

REAL  ESTATE  FRAUD  PROSECUTION 
TRUST  FUND  COMMITTEE 
See  also  COMMITTEES  (1.29) 

Established,  composition,  powers,  duties 
8.24-5 

REAL  PROPERTY 

See  also  Specific  Subject 

PROPERTY  (19A.4) 

PROPERTY,  CITY,  COUNTY 

(1.8) 

PROPERTY  CONTRACTS 
(12C.1) 

PROPERTY  TAX  (10.2-1) 

Deeds  acceptance  23.2 
Exchange,  trade,  permitted  when, 
regulations  23.1-1 

Hotel,  restaurant  development  projects  with 
city,  county  proprietary  interest,  labor 
representation  procedures 
applicability  of  provisions 

challenges  to  applicability  23.35 
generally  23.33,23.34 
card  check  procedure  23.31,  23.33 
contracts 

See  Specific  Subject 
declarations  23.31,  23.33 
definitions  23.32 

enforcement,  scope,  authority  23.35 
exemptions  23.34 
findings  23.31 

labor/management  conflict  minimization 
23.33 

purpose  of  provisions  23.31 
scope  of  provisions  23.34 
union  organizing 

See  also  Specific  Subject 
card  check  procedure  23.31,23.33 
violation,  penalty  23.35 
Leases,  city  as  lessee 

audit  requirements  10.6-2 
execution  23.20 
expenses  23.21 
procedure  generally  23.18 
term,  other  agreement,  determination 
23.19 

Leases,  city  as  lessor 


See  also  OFF-STREET  PARKING 
(17.11) 

audit  requirements  10.6-2 
competitive  bidding  23.24 
generally  23.22,  23.25-1 
Moscone  Center  expansion  project 
eminent  domain  property,  regulations 
23.26A 

park  lands  23.25-2 
pubhc  utilities  23.6-3 
renegotiation  23.26 
report,  contents  23.25 
review  recommendation  23.23 
Lot  line  window  agreements 

application  fee,  payment,  collection 
23.30 

authorization  23.27 
fee  determination  23.28 
requirements  23.29 

Moscone  Center  expansion  project  eminent 
domain  property,  lease  termination, 
extension,  regulations  23.26A 
Park  lands 

sale,  lease  permitted  when  23.25.-2 
transfer  to  National  Park  Service 
23.25-3 

Pubhc  utiUties,  sale,  lease,  scope,  authority 

23.6-3 

Restaurant  development  projects 
See  Hotel,  restaurant  development 
projects  with  city,  county 
proprietary  interest,  labor 
representation  procedures  (23.31) 
Sale  permitted  when,  regulations 
generally  23.1-1 
park  lands  23.25-2 
public  utihties  23.6-3 
Taxable  possessory  interest 
city,  county  property 

leases,  rental  agreements,  regulations 

23.6- 1 

private  use  contract,  agreement, 
regulations  6.63-1 
tax-exempt  real  property,  ownership 
change  report  23.6-2 
tax-exempt  real  property 

city,  county,  ownership  change  report 

23.6- 2 

transfer  of  interest  agreement,  report 
requirements  6.63-2 
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Transactions  generally  23.1 
Transfer,  interdepartmental 

adopting  resolution  filing  23.16 
alternate  approval  23.15 
approval  23.13 
authorization,  grounds  23.9 
department  defined  23.7 
mayoral  recommendation  23.12 
regulations  generally  23.8 
request 

filing,  contents  23.10 
referral,  report  23.11 
trust  violation  prohibited  23.14 
utility  property,  cost  23.17 
Transfer,  park  lands,  other  lands,  to 
National  Park  Service  23.25-3 

REAP  PROGRAM 

See  LEAD  HAZARDS  (74.1) 

REAP  TRUST  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  74.3 
Lien  on  property  when  74.9 
Rental  payments,  deposit,  regulations  when 
74.6 

Unexpended,  refund  when,  regulations 
74.10 

Use,  limitations  74.3,  74.4,  74.5 
RECORDER 

See  also  ASSESSOR-RECORDER, 
COUNTY  (58.135) 
CLERK-RECORDER,  COUNTY 
(16.3-8) 

OFHCERS,  CITY,  COUNTY 
(1.23) 

Documents  conversion,  fund 
See  DOCUMENT  STORAGE 

CONVERSION  FUND  (8.24-1) 
Duties  consolidated  with  clerk,  county, 
office  renamed  16.3-8 
Fees 

access,  indexing  fees  8.24-4 
filing  fees  8.24-1 
generally  8.24-2 

grantor-grantee  index,  copies  8.24 
preliminary  notice  filing  8.24-3 
Fund 

See  DOCUMENT  STORAGE 

CONVERSION  FUND  (8.24-1) 
RECORDER’S  ACCESS  AND 


INDEXING  FUND  (8.24-4) 
RECORDER’S  MODERNIZATION 
FUND  (8.24-2) 

RECORDER’S  ACCESS  AND  INDEXING 
FUND 

See  also  FUNDS  (10.81) 

Established,  purpose,  use  8.24-4 

RECORDER’S  MODERNIZATION  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  8.24-2 

RECORDINGS,  CITY,  COUNTY 
Sound  recordings 

See  RECORDS,  CITY,  COUNTY 
(8.3-1) 

RECORDS 

See  RECORDS,  CITY,  COUNTY  (8.1) 

RECORDS  CENTER 

Establishment,  purpose,  scope  8.5 

RECORDS,  CITY,  COUNTY 
See  also  Specific  Subject 

CRIMINAL  HISTORY  RECORDS 
(8.25) 

DOCUMENTS,  PUBLICATIONS 

(8.12) 

OPEN  GOVERNMENT  (67.29) 
RECORDS  CENTER  (8.5) 

Books  of  accounts,  records,  indices 
guarding,  preservation  8.20 
inscription  with  city,  county  name 
compliance  required  8.19 
required  8.18 

Center 

See  RECORDS  CENTER  (8.5) 
Classifications  designated  8.4 
Definitions  8.1 
Disposition,  destruction 

essential  records,  preservation  8.9 
historical  materials  8.7 
law  books,  obsolete  8.8 
procedure  generally  8.7 
requirements  generally  8.3 
sale  8.7 

useless  records,  methods  designated  8.3 
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Essential  records,  preservation 

See  also  Preservation,  filing  (8.2) 
required,  requirements  8.9 
Fees 

See  RECORDER  (8.24) 

Preservation,  filing 

See  also  Essential  records,  preservation 
(8.9) 

responsibility  designated  8.2 
Retention 

See  Disposition,  destruction  (8.3) 

Sound  recordings,  retention,  time  limits 
8.3-1 

Telephone  recordings,  retention,  time  limits 
8.3-1 

RECREATION  AND  PARK  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.178 

RECREATION  CAMP  MATHER  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.161 

RECREATION,  OPEN  SPACE  PROGRAM 
Priorities,  establishment,  hearing  procedure 
5.91 

RECREATION,  PARK  COMMISSION 
See  also  COMMISSIONS  (1.29) 

Art  media,  public,  powers,  duties  generally 
1.16 

California  Academy  of  Sciences  buildings, 
improvements,  duties  generally  2A.160 
Food  vending  machines,  public  buildings, 
installation,  authority  generally  4.4 
Hallidie  Plaza,  use  permit  issuance  authority 
2.74 

Park  lands 

sale,  lease,  approval  authority  23.25-2 
transfer  to  national  park  service, 
approval  authority  23.25-3 
Public  works,  improvements  contracts 
award  approval,  time  limits  when  6.1-5 
United  Nations  Plaza,  use  permit  issuance 
authority  2.74 

War  reparation  claim  processing  10D.5 


RECREATION,  PARK  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.345 

Fine  Arts  Museums,  grounds  maintenance, 
care  duties  2A.155 
First  source  hiring  program 

first  source  hiring  implementation, 
monitoring  plans  duties  83.6 
New  facilities,  construction,  scope,  authority 
2A.111 

RECREATION,  PARK  DEPARTMENT  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated 

recreation,  park  department  cash 
revolving  funds  10.160 
San  Francisco  County  Fair  cash 
revolving  funds  10.160-1 

RECREATION,  PARK  DEPARTMENT 
GENERAL  MANAGER 
See  also  OFHCERS,  CITY,  COUNTY 
(16.136) 

Appointing  authority,  graffiti  advisory  board 
5.170 

Central  safety  committee  membership 
16.121-2 

Hallidie  Plaza,  use  permit  issuance  authority 
2.74 

Lesbian,  gay,  bisexual,  transgender,  queer 
and  questioning  youth  task  force  member 
designation  30.01 

Park,  open  space  advisory  committee, 
hearings,  duties  5.91 

Recreation,  open  space  program,  priorities 
establishment  hearing  duties  5.91 
United  Nations  Plaza,  use  permit  issuance 
authority  2.74 

Water  pollution  control  interdepartmental 
committee  membership  5.20 

RECREATIONAL  VEHICLE  PARKS 
Electric  meters,  gas  vapor  meters, 
registration,  testing,  inspections,  fees 
1.13-5 
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RECYCLABLE  MATERIALS 

See  also  RESOURCE  CONSERVATION, 
CITY.  COUNTY  (21A.1) 
STREETS  (2.70-5) 

Surplus  materials,  supplies,  equipment, 
disposition,  scope,  authority  6.01 

RED  CROSS.  GOLDEN  GATE  CHAPTER 
Emergency  services  organization,  duties 
7.9 

REDEVELOPMENT 

Agency 

See  REDEVELOPMENT  AGENCY 
(24.1) 

Appeals  24.7 

Housing  authority  approval  required  24.2 
Land  use,  discrimination  prohibited  24.6 
Surveys  24.5 

REDEVELOPMENT  AGENCY 
See  also  AGENCIES  (3.3) 

Budget,  long-term  planning,  goals, 
strategies,  strategic  plans,  duties  3.5 
Compensation,  travel  expense 
reimbursement  24.4 

Construction,  other  projects,  utility  liaison 
committee  membership  5.63 
Created,  purpose  24.1 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.350 
Discrimination  prevention  24.6 
Environmental  review,  local  agency 
designation  31.05 
First  source  hiring  program 
duties  generally  83.6 
Health  service  system,  coimnissioners 
participation  16.701 
Membership  increase  24.1-1 
Quarterly  report  24.3 
Taxes,  in-lieu  tax  payments  permitted  when 
10.30-1 

REDEVELOPMENT  FUND 

See  COMMUNITY  REDEVELOPMENT 
FUND  (10.91) 


REDEVELOPMENT  PROJECTS 

Plans,  General  Plan  conformance,  referral 
report  requirements  2A.53 

REDWOOD,  VIRGIN 

See  TROPICAL  HARDWOODS,  VIRGIN 
REDWOOD  BAN  (121.1) 

REFUNDING  BOND  SAVINGS  TEST  ACT 
Alternative  savings  test  78.4 
Definitions  78.3 
Policy,  declaration  78.1 
Powers  deemed  additional,  supplemental 
78.5 

Title  of  provisions  78.2 

REFUNDING  REVENUE  BOND  ACT 
See  REVENUE  BOND  REFUNDING 
(55.01) 

REGIONAL  TRANSIT  DISCOUNT 
IDENTIFICATION  CARDS 
Processing,  issuing,  authority,  fees  8.39 

REGISTRAR 

See  VOTER  REGISTRAR  (2.37) 

REHABILITATION  ASSISTANCE 
PROGRAM 

See  also  HOUSING  CODE 

ENFORCEMENT  LOAN 
PROGRAM  (40.1) 
Administration  32.20 
Area  designation  32.12 
Area  rent  committee 

See  REHABILITATION  ASSISTANCE 
PROGRAM  AREA  RENT 
COMMITTEE  (32.34) 

Bonds 

See  also  MUNICIPAL  BONDS  (2.30) 
RESIDENTIAL 
REHABILITATION 
ASSISTANCE  BONDS 
(2.63) 

issuance  32.10 
proceeds  management  32.22 
Citizens  advisory  committee 

See  REHABILITATION  ASSISTANCE 
PROGRAM  CITIZENS 
ADVISORY  COMMITTEES 
(32.30) 
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Code  enforcement  area,  financing 
availability  32.93 
Construal  of  provisions  32.94 
Contracting 

See  also  CONTRACT  (12B.1) 
discrimination  prohibited  32.71 
generally  32.71-1 
Conventional  RAP  loan 
See  also  Loan  (32.50) 
eligibility  requirements  32.60 
enforcement  32.72 
impound  account  requirement  32.65 
insurance  requirement  32.64 
interest  rate 

establishment  32.67 
variable,  regulation  32.68 
property  sale,  loan  transfers  32.66 
repayment 

period,  procedure  32.61 
prepayment  penalty  32.62 
security  required  32.63 
Conversion  to  state,  federal  program  32.92 
Definitions  32.2 
Discrimination  prohibited  32.70 
Enforcement,  administration  32.11 
Eviction  limitations  32.75-1 
Explanatory  brochure  publication  32.25 
Fees,  charges 
approval  32.13 
establishment  32.23 
revision  32.14 

Foreclosure,  default,  notification  32.24 
Hardship  loan 

See  also  Loan  (32.50) 
additional  requirements  32.86 
funds  source  32.87 
maximum  amount,  eligibility  32.81 
security  requirement  32.85 
supplementary  use  32.84 
term  32.82 
transferability  32.83 
use  restrictions  32.80 
Loan 

See  also  Conventional  RAP  loan  (32.60) 
Hardship  loan  (32.80) 
fair  market  value  limitation  32.54 
limitations  32.50 

maximum  amount  designated  32.51 
refinancing  32.53 
use  limitations  32.52 


Loan  committee 

See  REHABILITATION  ASSISTANCE 
PROGRAM  LOAN  COMMITTEE 
(32.30) 

Officer  reference  construction  32.3 
Purpose  32.1 
RAP  loan 

See  Conventional  RAP  loan  (32.80) 
Relocation  assistance 
administration  32.91 
finder’s  fee  32.91-1 
procedure  32.90 
tenant,  rights  32.69 
Rent  increase 
limitations 

current  32.73-1 
prior  to  July,  1977  32.73 
violation,  sanction  32.75 
protest  procedure  32.74 
Residential  rehabilitation  area 
designation  32.43 
initial  selection  32.41 
recommendation  32.42 
regulations  generally  32.40 
Rules,  regulations  establishment  32.21 
Severability  32.95 
Tenant 

See  also  Specific  Subject 

Relocation  assistance  (32.90) 
Rent  increase  (32.73) 
relocation,  rights  32.69 

REHABILITATION  ASSISTANCE 
PROGRAM  AREA  RENT  COMMITTEE 
See  also  COMMITTEES  (1.29) 

Established,  membership  32.34 

REHABILITATION  ASSISTANCE 
PROGRAM  CITIZENS  ADVISORY 
COMMITTEES 

See  also  COMMITTEES  (1.29) 

Appointing  authority 

area  rent  committees  32.34 
loan  committee  member  32.32 
Established  32.30 
Membership  32.30-1 
Powers,  duties  generally  32.31 

REHABILITATION  ASSISTANCE 
PROGRAM  LOAN  COMMITTEE 
See  also  COMMITTEES  (1.29) 

Established,  membership  32.32 
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Loan  application  review,  recommendation 
32.60 

Powers,  duties  generally  32.33 

RELOCATION  APPEALS  BOARD 
See  also  BOARDS  (1.23) 

.Applicability  24B.2 
Complaint  settlement  24B.7 
Conflict  of  provisions  24B.9 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.357 
Established,  duties  24.7 
Established,  organization  24B.1 
Meeting 

notice  24B.4 
open  to  public  24B.10 
time,  place  24B.3 
Powers,  duties  generally  24B.6 
Quorum  24B.5 
Remedy  limitation  24B.8 
Severability  24B.11 

RENT 

See  GENERAL  ASSISTANCE  PROGRAM 
(20.59) 

LEAD  HAZARDS  (74.1) 
REHABILITATION  ASSISTANCE 
PROGRAM  (32.1) 

RENT  STABILIZATION  (37.1) 

RENT  STABILIZATION, 
ARBITRATION  FEES  (37A.1) 

RENT  SUPPLEMENT  PROGRAM 
(24A.01) 

RESIDENTIAL  MORTGAGE 
REVENUE  BOND  LAW  (43.1) 
SEISMIC  WORK  (66A.1) 

RENT  BOARD  CERTIFICATION  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-19 

RENT  ESCROW  ACCOUNT  PROGRAM 
See  LEAD  HAZARDS  (74.1) 

RENT  STABILIZATION 

Arbitration,  verification  procedure  37.8 
Board 

See  RESIDENTIAL  RENT 
STABILIZATION, 
ARBITRATION  BOARD  (37.4) 


Capital  improvements 

See  also  Hearing  procedure,  expedited 
(347. 8B) 

rent  limitations  37.3 
Civil  actions,  tenant  rights  37.11  A 
Definitions  37.2 
Eviction 

restrictions  37.9 
tenant 

protected  status  claim,  procedure 
37.9 

rights  37.9A,  37.9B 

Fees 

See  RENT  STABILIZATION, 

ARBITRATION  FEES  (37A.1) 
Hearing  procedure,  expedited 
capital  improvements 
generally  37. 8A 

resulting  from  seismic  work  when, 
regulations  37. 8B 
generally  37. 8A 
Newly  covered  units,  designated, 
regulations,  purpose,  scope,  notice  37.12 
Rent  increase 

certification  37.7 
limitations,  notice  37.3 
Seismic  work,  capital  improvements 
See  Hearing  procedure,  expedited 
(37.8B) 

SEISMIC  WORK  (66.1,  66A.1) 
Severability  37.13 
Title,  purpose  of  provisions  37.1 
Violation,  penalty  37.10A 

RENT  STABILIZATION,  ARBITRATION 
FEES 

Findings  37A.2 
Fund,  deposits,  use 

See  RESIDENTIAL  RENT 
STABILIZATION, 
ARBITRATION  FUND 
(10.117-88,  37A.5) 

Imposed,  calculation,  collection  37A.4 
Notices 

See  also  Specific  Subject 
procedure  37 A.  10 
Payment  failure 

lien,  proceeding,  notice  37A.9 
written  request  when,  contents  37A.8 
Purpose  of  provisions 
designated  37A.3 
generally  37A.2 
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Recovery  from  tenant  37A.6 
Residential  units,  applicability  of  provisions 
37A.1 

Rules,  regulations  promulgation  37A.7 
Severability  of  provisions  37 A.  11 

RENT  SUPPLEMENT  PROGRAM 
Administration  costs  24A.04 
Contracts 

See  also  CONTRACT  (1.28,  12B.1) 
execution  24A.03 
term  24 A.  10 
Definitions  24A.01 
Discontinuance  24A.19 
Eligibility 

certificate  issuance  24A.09 
generally  24A.05 
owner  24A.07 
projects  24A.06 
tenants  24A.08 
Funds  transfer  24A.02 
Income  recertification  required  24A.14 
Increase  allowed  when  24A.15 
Lease  form  24A.17 
Maximum  amounts 
projects  24A.11 
tenants  24A.12 
Occupancy  limitations  24A.16 
Payment  monthly  24 A . 1 3 
Rule,  regulation  adoption  24A.20 
Severability  24A.21 
Tenant  income  increase,  report  required 
24A.18 

RENTAL  UNIT 

See  also  HOUSING  (2A.53) 

RENT  STABILIZATION  (37.1) 
RENT  SUPPLEMENT 
PROGRAM  (24A.01) 

Security  deposit 

civil  remedies  generally  49.3 
definitions  49.1 
interest  payment  49.2 
severability  49.5 

tenant  rights  waiver  prohibited  49.4 

REPORTS,  ANNUAL 
Boards,  commissions 

filing  with  library,  failure,  penalty  8.16 
requirements  generally  1.56 


REPRESENTATION  OF  CITY,  COUNTY 
Intergovernmental  bodies 

See  BOARD  OF  SUPERVISORS 
(16.6-3) 

Organizations,  designation, 
membership  (16.6) 

Organizations,  designation,  membership 
annual  report  of  membership  16.6 
assessor  16.6-6 
conventions 

See  meetings,  conventions  (16.6-1) 
dues  16.6-1 

electricity  department  general  manager 
22B.2 

intergovernmental  bodies 
See  Specific  Subject 

BOARD  OF  SUPERVISORS 
(16.6-3) 

meetings,  conventions 

dues,  expenses,  payment  when 
16.6-1 

voting,  representation,  restrictions, 
violation,  effect  16.6-2 
public  works  director  16.6-11 
purpose,  authorization  16.6 

REPRESENTATIVE-PAYEE  PROGRAM 
Designated,  administration  10.117-72 

REPRESENTATIVE-PAYEE  PROGRAM 
SPECIAL  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-72 

RESIDENCE 

See  Specific  Subject 
HOUSING  (2A.53) 

RESIDENTIAL  HOTEL  PRESERVATION 
FUND 

See  also  FUNDS  (10.81) 

Deposits  41.10 

RESIDENTIAL  HOTEL  UNIT 
CONVERSION,  DEMOLITION 
See  also  HOUSING  (2A.53) 

HOUSING  CODE 
ENFORCEMENT  LOAN 
PROGRAM  (40.1) 
Administration 

See  also  Specific  Subject 
regulations,  fees  generally  41.11 
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Certificate  of  use,  issuance  41.10 
Construction,  severability  of  provisions 
41.22 

Conversion 

one-to-one  replacement  required, 
requirements  41.13 
permit  to  convert 

appeals  procedure  41.16 
approval,  issuance  conditions  41.15 
denial  mandatory  when  41.14 
required,  procedure  generally  41.12 
unlawful  acts  designated,  penalties 
41.20 

Definitions  41.4 
Demolition 

rules,  regulations  generally, 
applicability  41.18 
unlawful  acts  41.20 
Exempt  units,  buildings 

See  also  Status  determination  (41.7) 
designated  41.5 
Fees  41.11 
Findings  41.3 

Non-profit  organization,  regulations 
generally  41.8 
Occupancy  change 

See  also  Conversion  (41.12) 
temporary,  permitted  when  41.19 
Permanent  residents,  rights  designated 
41.17 

Purpose  of  provisions  41.2,  41.3 
Resident,  rights  41.17 
Severability  of  provisions  41.22 
Status  determination 

annual  review,  scope  41.21 
exempt  units,  buildings  41.5 
exemption  claims,  requirements  41.7 
initial,  procedure  41.6 
usage  report 

See  initial,  procedure  (41.6) 

Unit  usage  report  (41.9) 

Title  of  provisions  41.1 
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Unit  usage  report 

annual,  requirements,  effect  41.10 
certificate  of  use,  issuance  when  41.10 
daily,  weekly,  requirements  41.9 
status  determination  requirements  41.6 
Unlawful  acts  41.20 

RESIDENTIAL  MORTGAGE  REVENUE 
BOND  LAW 

See  also  MUNICIPAL  BONDS  (2.30) 
Appropriations  limitations  43.4 
Authority  43.29 
Bonds 

See  also  MUNICIPAL  BONDS  (2.30) 
costs  calculation  43.18 
form,  authorization,  execution  43.19 
generally  43.17 

holder  rights,  enforcement  43.24 
issuance  43.16 
liability  disclaimer  43.22 
pledges  binding,  lien  43.21 
purchase  by  city,  resale  43.23 
refunding  43.25 
resolution  contents  43.20 
validity  generally  43.26 
City  powers  generally  43.15 
Conflict  of  provisions  43.31 
Construction  of  provisions 
generally  43.27 

validity,  omissions,  effect  43.28 
Definitions  43.3 
Discrimination  prohibited  43.12 
Fees  generally  43.7 
Insurance  oblention  43.8 
Loans 

funding  43.5 
security  43.10 

Professional  services  contracting  43.11 
Property  acquisition,  alteration  43.6 
Public  works  exceptions  designated  43.13 
Purpose  43.2 

Regulations  generally  43.30 
Rent,  interest  rate  establishment,  revision 
43.9 

Rule,  regulation  promulgation  43.14 
Severability  43.32 
Title  43.1 

RESIDENTIAL  REHABILITATION 

See  REHABILITATION  ASSISTANCE 
PROGRAM  (32.1) 


RESIDENTIAL  REHABILITATION 
ASSISTANCE  BONDS 
See  also  REHABILITATION 

ASSISTANCE  PROGRAM 
(32.10) 

Issuance,  purpose,  regulations,  authority 
2.63 

RESIDENTIAL  REHABILITATION 
FINANCING  PROGRAM 
See  HOUSING  CODE  ENFORCEMENT 
LOAN  PROGRAM  (40.1) 

RESIDENTIAL  RENT  STABILIZATION 
See  RENT  STABILIZATION  (37.1) 

RESIDENTIAL  RENT  STABILIZATION. 
ARBITRATION  BOARD 
See  also  BOARDS  (1.23) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.365 

Displaced  tenant  notice  duties  37. 9B 
Established,  organization  37.4 
Fees 

See  RENT  STABILIZATION, 

ARBITRATION  FEES  (37A.1) 
Meetings,  quorum  37.5 
Powers,  duties  generally  37.6 
Rent 

arbitration,  verification  duties  37.8 
increase  certification  37.7 

RESIDENTIAL  RENT  STABILIZATION. 
ARBITRATION  BOARD  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.169-8 

RESIDENTIAL  RENT  STABILIZATION, 
ARBITRATION  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-88 
Deposits,  use  37A.5 

RESIDENTIAL  UNITS 
See  also  Specific  Subject 
Lead  hazards,  remediation 

See  LEAD  HAZARDS  (72.1) 
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RESOLUTIONS 

Publication  requirements  2.82 

RESOURCE  CONSERVATION.  CITY, 
COUNTY 
Contract 

Sec  Specific  Subject 

Violation,  penalty  (21  A.  14) 
Contractor  responsibilities  not  relieved 
21A.I1 

Definitions  21A.2 
Expiration  of  provisions  21  A.  16 
Findings,  purpose  of  provisions  21  A.  1 
Implementation,  report  requirements 
21A.16 

Purchasing  regulations 

building  insulation  products  21A.4 
recycled  paper,  paper  products  21  A. 5 
recycled  products  21  A. 8 
re-refined  oil  21  A. 6 
retread  tires  21  A. 7 
Records  public  21  A.  13 
Recovered  materials 

See  STREETS  (2.70-5) 
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Rules,  regulations  generally  21  A.  12 
Severability  of  provisions  21A.17 
Violation,  penalty  21  A.  14 
Waste  reduction,  in-house,  requirements 
21A.3 

RESTAURANTS 

Development  projects  with  city,  county 
proprietary  interest,  labor  representation 
procedures 

See  REAL  PROPERTY  (23.31) 
RESTITUTION 

Fine,  administrative  collection  fee  8.31-1 
Victim  restitution  8.31,  8.36 

RETIREMENT  ALLOWANCE 

See  RETIREMENT  SYSTEM  (16.75) 

RETIREMENT  BOARD 
See  also  BOARDS  (1.23) 

Actuarial  valuation  duties  16.37-2 
Contributions 

city,  county  contributions,  duties 
generally  16.61 
interest  authority  16.37-1 
Elected  trustees 

See  Election  (16.550) 

Election 

ballots 

counting,  member  certification 
16.563 

delivery,  eligible  member  list 
16.557 

distribution  16.560 
envelope  requirements  16.559 
inclusion  with  paycheck  16.562 
requirements  generally  16.561 
voting  instructions  inclusion  16.558 
costs,  reimbursement  16.564 
date  16.552 
election  officers 

designation  procedure  16.555 
duties  generally  16.561 
instructions,  contents  16.556 
notice,  contents 

to  departments,  offices,  agencies 
16.555 

to  retirement  system  members, 
retired  members  16.553 
to  voter  registrar,  contractor  16.554 


ordering,  required  when  16.551 
purpose  of  provisions  16.550 
Mine  -ty  business  enterprise  utilization 
report  duties  120.12 
Personnel 

deferred  compensation  plan 

administration,  authority  generally 
16.320 

establishment,  authority  generally 
16.301 

injured  in  performance  of  duty,  benefits, 
disability,  determination  authority 
16.81 

Powers,  duties  generally  16.37 
President,  central  safety  committee 
membership  16.121-2 
Public  service  credit  rules,  regulations 
promulgation  1 6.55-5 
Retirement  fund,  powers,  duties  generally, 
interest  prohibited  16.39 
Retirement  system  member  contribution  rate 
duties  16.54 

Subpoena  authority  16.37-9 
Trustees 

See  Specific  Subject 
Election  (16.550) 

Witnesses,  compensation  16.33 

RETIREMENT  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  16.39 

Funds  transferred  to  fund,  effect  1 6.40 

RETIREMENT  SYSTEM 

See  also  HRE  DEPARTMENT 

RETIREMENT  SYSTEM 
(16.8-1) 

POLICE  DEPARTMENT 
RETIREMENT  SYSTEM 
(16.8-1) 

Actuarial  valuation  required,  procedure 
16.37-2 

Administrative  costs,  city,  county  payment 
16.64 

Application  rehearing 

determination,  time  limits  16.36 
grounds  for  filing  16.35 
Assets,  records  transferred  to  system,  effect 
16.40 

Audit  requirements  16.41 
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Beneficiaries 

See  also  Specific  Subject 
applicability  of  provisions  16.45 
designated  16.79 
duties  generally  16.45 
Benefits 

See  also  Specific  Benefits 
application 

See  also  Application  rehearing 
(16.35) 

death  of  member,  time  limits  16.34 
Internal  Revenue  Code  applicability 
Section  401  limitations  16.61-3 
Section  401(a)(17)  limitations 
16.29-7.5 

Section  415  limitations  16.61-2 
not  gamishable,  nonassignable  16.32 
prior  systems,  continuance  16.49 
reciprocal  benefits 

applicability  16.55-6 
internal  reciprocity  16.55-7 
workers’  compensation,  effect  16.84 
Board 

See  RETIREMENT  BOARD  (16.37) 
Retirement  board  proceedings 
(16.33) 

City  and  county  service,  determination, 
effect  16.29-6 
Compensation 

See  also  Specific  Subject 
compensation  as  distinguished  from 
benefits,  teacher,  determination 
regulations  16.29-7.1 
compensation  eamable  by  a member, 
basis  16.29-7.2 
exclusion 

compensation  paid  in  lieu  of 
vacation,  sick  leave  16.29-7.4 
option  designated,  procedure  16.31 
types  of  compensation 

See  also  Specific  Compensation 
generally  16.29-7 
Contributions 

See  also  Public  service  credit  (16.55-3) 
accumulated  contributions 

recordkeeping,  purpose,  scope 
16.37-3 

re-entry  into  system,  redeposit 
provisions  16.48 

service  discontinuance,  withdrawal, 
repayment  16.47 


city,  county  contributions 

administrative  costs  of  system  16.64 
certification,  ratification  requirements 
16.65 

from  former  police  fund,  when 
16.62 

generally  16.61 

obligation  of  city,  county,  effect 
16.67 

prior  service,  requirements  16.63 
firemen,  policemen  employed  before 
January  8,  1932  16.50 
interest,  rate,  dividends  16.37-1 
Internal  Revenue  Code  applicability 
Section  401(a)(17)  limitations 
16.29-7.5 

Section  414(h)(2)  16.61-1 
member  contributions 

See  also  Public  service  credit 
(16.55-3) 

additional  amount  required  when 
16.59 

additional  contributions,  effect  16.55 
members  earning  five  hundred 
dollars,  more  per  month  before 
November  1,  1949  16.57 
rate,  procedure  generally  16.54 
normal  rates  of  contribution 

See  also  member  contributions 
(16.55) 

computation,  basis  16.51 
police,  fire  department  member 
transferred  to  another  department 
16.52 

young,  old  members  16.53 
public  service 

See  Public  service  credit  (16.55-3) 
types  of  contributions 

See  also  Specific  Contribution 
generally  16.29-9 
Death  allowance 

See  Death  allowance,  death  after 
retirement  (16.80-1) 

Death  benefits  (16.58) 

Death  allowance,  death  after  retirement 
female  member,  death 

regulations  generally  16.80-6 
unremarried  husband,  modifications, 
options  effect  16.80-6.1 
retirement  prior  to  April  1,  1966 
generally  16.80-1,  16.80-2 
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prior  to  Section  16.80-1  effective 
date  16.80-3 

unremarried  widow,  modifications, 
options  effect  16.80-5 
Death  benefits 

See  also  Benefits  (16.34) 
death  before  optional  payment 
completion,  effect  16.58,  16.60 
designated,  regulations  generally  16.80 
Definitions  16.29-16.29-23 
Disabihty  retirement 

See  also  Retirement  (16.8-1) 
gainful  employment,  effect  16.74 
medical  examination,  purpose,  effect 
16.74 

medical  grounds,  qualification  16.71 
re-entry  into  service,  effect  16.74 
retirement  allowance 

See  also  Retirement  allowance 
(16.75) 

generally  16.72 
retirement  prior  to  July  1,  1947 
16.73 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.370 
Federal  Social  Security  Act 

See  Social  security  coverage  (16.88-1) 
Fire  department  personnel 
See  Specific  Subject 

FIRE  DEPARTMENT 
RETIREMENT 
SYSTEM  (16.8-1) 

Health  service  system  membership 
See  HEALTH  SERVICE  SYSTEM 
(16.700) 

Members 

See  also  Specific  Subject 

Membership  (16.42) 
applicability  of  provisions  16.45 
duties  generally  16.45 
election  to  retirement  board,  procedure 
See  RETIREMENT  BOARD 
(16.550) 

status  change,  notification  required 
16.44 

Membership 

See  also  Members  (16.44) 

ceases  when  16.46 

ehgible  persons  designated  16.42 


See  also  Specific  Subject 

Retirement  allowance  (16.75) 
waiver  permitted,  requirements,  effective 
date  16.87 

Police  department  personnel 
See  Specific  Subject 

POLICE  DEPARTMENT 
RETIREMENT  SYSTEM  (16.8-1) 
Prior  service  determination 

See  also  PubUc  service  credit  (16.55-1) 
Service  credit  determination 
(16.37-4) 

all  other  members  of  the  retirement 
system  16.29-15.4 

health  service  system  employee  prior  to 
December  1,  1940  16.29-15.10 
member  of  police  department,  fire 
department  16.29-15.2 
persons  who  are  members  under  Section 
8.507  of  the  Charter 
generally  16.29-15.5 
who  were  excluded  because  of 
employment  in  emergency  relief 
administration  16.29-15.8 
who  were  excluded  because  of 
employment  in  temporary  position 
16.29-15.11 

who  were  excluded  by  Section  16626 
of  state  education  code  16.29-15.9 
who  were  excluded  prior  to  January 
8,  1932  16.29-15.6 
who  were  excluded  prior  to 
September  14,  1942  16.29-15.7 
prior  service  in  a part-time  position 
16.29-15.12 
teachers  16.29-15.1 
Public  service  credit 

See  also  Prior  service  credit  (16.29-15.4) 
Service  credit  determination 
(16.37-4) 
contributions 

See  also  Contributions  (16.29-9) 
additional  contributions,  withdrawal 
restrictions  16.56 
member  requirements  16.55-3 
prerequisite  to  credit  16.55-4 
election  to  receive,  procedure  16.55-2 
public  service  designated  16.55-1 
rules,  regulations  promulgation  16.55-5 
Reciprocal  benefits 

See  Benefits  (16.55-6) 
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Records  transferred  to  system,  effect  16.40 
Retirement 

See  also  Specific  Subject 

Disability  retirement  (16.71) 
Service  retirement  (16.68) 
Social  security  coverage 
(16.88-1) 

city  service  after,  prohibited,  exceptions 
16.77 

early  retirement,  inducement,  gratuity, 
prohibited  16.8-1 
Retirement  allowance 

See  also  Benefits  (16.32) 

Disability  retirement  (16.72) 
Pension  (16.87) 

Service  retirement  (16.70) 
increase,  member  retiring  under  Section 
8.509  of  the  Charter  16.78 
payment  method 
generally  16.76 

optional  methods,  election  16.75 
payment  recomputation,  optional  plans 
female  member  16.80-7 
generally  16.80-4 

spouse,  former,  order,  effect  16.75-1 
Retirement  benefits 

See  also  Benefits  (16.32) 
excess,  repayment  required  16.37-8 
Retirement  board 

See  RETIREMENT  BOARD  (16.37) 
Retirement  board  proceedings 
(16.33) 

Retirement  board  proceedings 

subpoenas,  authority,  scope  16.37-9 
witness  compensation  when  16.33 
Retirement  fund 

See  RETIREMENT  FUND  (16.39) 
Service  credit  determination 

See  also  Prior  service  determination 
(16.29-15.4) 

Public  service  credit  (16.55-1) 
estimation  permitted  when  16.38 
generally  16.37-4 
part-time  services  16.37-7 
prior  service  credit 
generally  16.37-5 
Hetch  Hetchy  project  employees 
16.43-1 

teachers  16.37-6 
unified  school  district,  designated 
employees  16.37-4.1 


Service  discontinuance,  effect  on 
accumulated  contributions  16.47 
Service  retirement 

See  also  Retirement  (16.8-1) 
regulations 

generally  16.68 

members  under  Section  8.509  of  the 
Charter  16.69 
retirement  allowance 

See  also  Retirement  allowance 
(16.75) 

compulsory  retirement  member 
16.70-2 

generally  16.70 

member  retiring  on,  after  July  1, 
1974  16.70-4 

member  retiring  on,  after  March  31, 
1966  16.70-3 

optional  allowance,  election  16.70-1 
Social  security  coverage 

effective  date,  retroactivity  16.88-6 
inapplicable,  designated  positions 

16.88-1 

option,  election  16.88-2 
retirement  before  minimum  age,  effect 

16.88- 7 

retirement  system  contribution  reduction 

16.88- 4 

retirement  system  retirement  allowance 
reduction 

effective  date,  applicability  16.88-5 
regulations  generally  16.88-3 
Teachers 

See  also  Prior  service  determination 
(16.29-15.1) 

Service  credit  determination 
(16.37-6) 

Teachers,  state  system  option 
(16.89-3) 
compensation 

See  also  Compensation  (16.29-7) 
charter  limitations  eliminated  16.30 
Teachers,  state  system  option 
See  also  Teachers  (16.30) 
administration  of  provisions,  authority 
designated  16.89-13 
applicability  of  provisions  16.89-4 
death  benefits  16.89-7 
eligibility,  person  vested  in  retirement 
system  16.89-5 
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health  service  system  coverage 
employment  after  June  30,  1972 

16.89- 8 

generally  16.89-6 
purpose  of  provisions  16.89-3 
retirement  system  contributions 

permanent  fund  contributions,  benefit 

16.89- 12 

redeposit,  requirements  when 

16.89- 14 

refund,  credit  options  16.89-9 
service  credit  prohibited,  employment 
after  June  30,  1972  16.89-11 
to  state  system,  regulations  16.89-10 

RETIREMENT  SYSTEM  GENERAL 
MANAGER 

See  also  OFHCERS,  CITY,  COUNTY 
(16.136) 

Teachers,  state  system  option,  powers, 
duties  generally  16.89-13 
Workers’  compensation  task  force 
membership  16.83-1 

REVENUE  BOND  REFUNDING 
Policy,  purpose  of  provisions  55.01 
Powers  conferred  deemed  additional, 
supplemental  55.07 
Procedure 

amendments  55.04 
generally  55.03 

Refunding  bonds  issuance  permitted  when 
55.06 
Savings 

net  debt  service  savings,  calculation 
55.06 

report  55.05 
Title  of  provisions  55.02 

REVENUE  BONDS 

Long-term  financing  proposals.  General 
Plan  conformance,  referral  report 
requirements  2A.52 
Refunding 

See  REVENUE  BOND  REFUNDING 
(55.01) 

REVENUE,  TAXATION  REPORT 
Content,  submittal  10A.2 
Generally  lOA.l 
Information  provision  10A.3 


REVENUES 

See  also  Specific  Subject 
Delinquent,  collection 

See  DELINQUENT  REVENUE 
COLLECTION  (10.39) 

REVIEW  COMMITTEE 

Establishment,  composition,  appointment, 
powers,  duties  generally  12D.A.8 
Minority  business  utilization 

powers,  duties  generally  12D.A.8 

REVOLVING  FUNDS 
See  Specific  Fund 

CASH  REVOLVING  FUNDS  (10.125) 
FUNDS  (10.81) 

REWARDS 

Death,  injury  of  person,  acts  against 
property,  information  leading  to 
conviction,  reward  designated  10.177-1 
Firearm,  discharging  at  peace  officers, 
firemen 

findings  10.173 

information  leading  to  conviction, 
reward  designated  10.174 
Generally,  ineligible  persons  designated 
10.176 

Payment,  claim  deadline  10.177 

RISK  MANAGEMENT 
Budget,  contents  10.75 
Expert  services,  contract  authorized  10.77 
Insurance 

See  also  Budget,  contents  (10.75) 
PURCHASING  (21.2-1) 
approval  prerequisite  10.74 
workers’  compensation  insurance, 
provisions  not  applicable  10.78 

RISK  MANAGER 

See  also  OFHCERS,  CITY,  COUNTY 
(16.136) 

In-home  supportive  services  public  authority 
liability  insurance  amount  determination 
70.3 

Insurance,  expert  services,  purchasing, 
authority  generally  21.2-1 
Insurance  requirements  determination 
public  works  contracts  6.2-1 
purchasing  contracts  21.2-2 
Risk  management  budget  duties  10.75 
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Workers'  compensation  task  force 

coordinator,  designated,  duties  16.83-4 
membership  16.83-1 

ROADS 

See  also  STREETS  (1.52) 

Expenditures,  road  purposes,  report 
requirements  10.3-2 

— S — 

SAFETY  COMMITTEE 

See  CENTRAL  SAFETY  COMMITTEE 
(I6.I21-2) 

SALAD  PRODUCTS,  PROCESSORS 
See  AGRICULTURAL  PRODUCTS 
(1. 10-3) 

SALARY  LOSSES 

See  WAR  REPARATION  (lOD.I) 

SALVADORAN  REFUGEES 

See  IMMIGRATION  STATUS,  CITY, 
COUNTY  (I2H.I) 

SAME  SEX  DOMESTIC  VIOLENCE 
PROGRAM 

Funding,  fees  collection,  source  10.117-21 

SAN  FRANCISCO  AFFINITY  CREDIT 
CARDS 

Sales,  program,  corporate  seal  use 
1.6-B 

SAN  FRANCISCO  AFHNITY  PREPAID 
PHONE  CARDS 

Sales,  program,  corporate  seal  use 
1.6-B 

SAN  FRANCISCO  ANIMAL  CONTROL, 
WELFARE  FUND 

See  also  ANIMAL  CARE,  CONTROL 
CASH  REVOLVING  FUNDS 
(10.169-7) 

FUNDS  (10.81) 

Created,  purpose,  use  10.117-87 

SAN  FRANCISCO  ARTS  WALL  OF  FAME 
FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-70 


SAN  FRANCISCO  AUTOMATED  COUNTY 
WARRANT  SYSTEM  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-74 

SAN  FRANCISCO  AUTOMATED 
FINGERPRINT  IDENTIFICATION  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-74 

SAN  FRANCISCO  CHILDREN  AND 
FAMILIES  FIRST  COMMISSION 
See  also  COMMISSIONS  (1.29) 
Appointment,  term  86.3 
Compensation  86.3 
Composition  86.1,  86.3 
Early  childhood  development  strategic  plan, 
county 

establishment,  duties  generally  86.4 
Established  86. 1 

Organization,  procedural  rules  86.3 
Powers,  duties  generally  86.2 
Purpose  86.1 
Quorum  86.3 

San  Francisco  children  and  families  first 
trust  fund  duties  10.117-122 
Severability  of  provisions  86.5 
Support  staff  86.1 

SAN  FRANCISCO  CHILDREN  AND 
FAMILIES  FIRST  TRUST  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-122 
expenditures,  scope,  authority  86.2 

SAN  FRANCISCO  CITY  AND  COUNTY 
EMPLOYEES’  RETIREMENT  FUND 
See  RETIREMENT  FUND  (16.39) 

SAN  FRANCISCO  COMMUNITY  COLLEGE 
DISTRICT 

See  COMMUNITY  COLLEGE  DISTRICT 
(19A.10) 

SAN  FRANCISCO  COUNTY  FAIR  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.160-1 
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SAN  FRANCISCO  DRUG  FREE 
WORKPLACE  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-89 

SAN  FRANCISCO  ECONOMIC 
DEVELOPMENT  REVOLVING  LOAN 
FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-60 

SAN  FRANCISCO  GENERAL  HOSPITAL 
Food  vending  machines,  installation,  permit, 
requirements  generally  4.9-1 
Research  project  contract.  University  of 
California  19A.3 
Stores  fund 

See  SAN  FRANCISCO  GENERAL 
HOSPITAL  STORES  FUND 
(10.117-30) 

Volunteer  auxiliary  gift  shop,  space 
donation  19A.18 

SAN  FRANCISCO  GENERAL  HOSPITAL 
ADMINISTRATOR 
Surplus  supplies  issue  sheet  signing 
authority  19A.4 

SAN  FRANCISCO  GENERAL  HOSPITAL 
CASH  REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.163 

SAN  FRANCISCO  GENERAL  HOSPITAL 
GIFT  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.110 

SAN  FRANCISCO  GENERAL  HOSPITAL 
STORES  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-30 

SAN  FRANCISCO  GENERAL  HOSPITAL 
SUPERINTENDENT 
Narcotics,  alcohol  order  signing  authority 
19A.7 

SAN  FRANCISCO  GENERAL  HOSPITAL 
TRUST  FUND 
See  also  FUNDS  (10.81) 

Established,  purpose,  use  10.117-112 


SAN  FRANCISCO  HEALTH  AUTHORITY 
Composition,  appointment,  qualifications, 
term,  removal,  vacancy  filling  69.4 
Constituted,  deemed  when,  effect  69.6 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.218 
Employees,  defense,  indemnification, 
insurance  requirements  69.5 
Established  69.1 

Powers,  responsibilities  generally  69.3 
Purpose,  scope  of  provisions  69.2 

SAN  FRANCISCO  POLICE  DEPARTMENT 
HALL  OF  JUSTICE  GYMNASIUM 
EQUIPMENT  AND  MAINTENANCE  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-118 

SAN  FRANCISCO  PORT  COMMISSION 
PROMOTIONAL  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-31 

SAN  FRANCISCO  SMALL  BUSINESS 
REVOLVING  LOAN  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-61 

SAN  FRANCISCO  TRANSPORTATION 
AUTHORITY 

See  TRANSPORTATION  AUTHORITY, 
COUNTY  (16.9-30) 

SAN  FRANCISCO  TWIN  BICENTENNIAL, 
INC. 

Established,  purpose,  organization  8.12-3 
Steering  committee  8.12-3 

SAN  FRANCISCO  UNIFIED  SCHOOL 
DISTRICT 

See  SCHOOL  DISTRICT  (1.25-4,  19A.40, 
58.383) 

SAN  FRANCISCO  URBAN  DEVELOPMENT 
ACTION  GRANT  REVOLVING  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-59 

SAN  FRANCISCO  WAR  MEMORIAL  CASH 
REVOLVING  FUND 
See  WAR  MEMORIAL  FUNDS  (10.100) 
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SAN  FRANCISCO  WORKFORCE 
DEVELOPMENT  SYSTEM 
First  source  hiring  program 

first  source  hiring  requirements  duties 
commercial  development  permits 
83.11 

contracts,  property  contracts  83.9 
Management,  authority  designated  83.6 

SAN  MATEO  COUNTY 

Medical  services  provision  contract  19A.39 

SAVINGS  INCENTIVE  ACCOUNT 

Created,  purpose,  use,  regulations  3.17 

SCALES 

See  WEIGHING,  MEASURING  DEVICES 
(1.14) 

SCHOOL  BUS 

Street,  temporary  use  for  debarkation, 
embarkation,  requirements  2.73 

SCHOOL  DISTRICT 

Agreements  with  city,  county,  hold 
harmless  agreement,  required  1.25-4 
Contract  award,  price  reduction  to  reflect 
sales  tax,  business  tax  revenues 
See  PURCHASING  (21C.1) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.383 

Lesbian,  gay,  bisexual,  transgender,  queer 
and  questioning  youth  task  force  member 
designation  30.01 

Medical  services  provision  contract  19A.40 
School  bus  debarkation,  embarkation,  street, 
temporary  use  2.73 

SCHOOL  DISTRICT  BOARD  OF 
EDUCATION 

Appointing  authority  graffiti  advisory  board 
5.170 

SCHOOLS  SUPERINTENDENT,  COUNTY 
See  also  OFHCERS,  CITY,  COUNTY 
(1-23) 

Central  safety  committee  membership 
16.121-2 

Child  care  planning  and  advisory  council 
member  nominee  submittal  5.200 


SEAL,  CITY,  COUNTY 

See  CORPORATE  SEAL  (1.6) 

SECURITY  DEPOSIT 

See  RENTAL  UNIT  (49.1) 

SEISMIC  SAFETY  LOAN  FUND 
See  also  FUNDS  (10.81) 

Created,  funding,  purpose,  use  10.117-110 

SEISMIC  SAFETY  LOAN  PROGRAM 
See  SEISMIC  WORK  (66A.1) 

SEISMIC  WORK 

See  also  RENT  STABILIZATION  (37.8B) 
Public  works,  improvements  damage, 
earthquake  damage  during  work,  costs, 
city,  county  liability  6.54 
Seismic  safety  loan  program 

applicable  regulations  applicability 
66A.1 

compliance,  monitoring  66A.24 

definitions  66A.2 

loan 

amount,  determination  66A.8 
closing,  regulations  66A.16 
disbursements  66A.17 
documentation,  requirements,  effect 
66A.5 

eligibility,  criteria  66A.4 
liens,  subordination  66 A .7 
packaging,  requirements,  fees 
66A.11 

security,  requirements  66A.6 
servicing,  fees  66A.18 
use,  limitations  66A.9 
loan  application 

consideration,  priorities  66A.14 
decisions,  scope  66A.15 
procedure  generally  66A.12 
review,  actions  66A.13 
loan  committee 

composition,  duties  generally 
66A.14 

decisions,  scope  66A.15 
management,  scope,  authority  66A.27 
personnel  designated,  duties  66A.3 
purpose  of  provisions  66 A.  1 
regulations,  promulgation,  scope 
66A.26 

review,  purpose,  scope  66A.25 
unreinforced  masonry  building  seismic 
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retrofitting 

See  also  Specific  Subject 

Unreinforced  masonry 
buildings  (65.1) 
purpose  of  provisions  66A.1 
work 

affirmative  action  goals,  compliance 
66A.28 

bids,  requirements  66A.10 
economically  disadvantaged  hire 
requirements  66A.23 
health  insurance,  requirements 
66A.22 

monitoring,  requirements  66A.17 
permitted  costs  66A.9 
property/liability  insurance, 
requirements  66A.21 
work  wages 

base  wages  66 A.  19 
prevailing  wages  66A.20 
Seismic  safety  retrofit  program 

atimini  strati  on,  scope,  authority  66.1 
board,  appointment,  composition, 
qualifications,  powers,  duties,  advisor>- 
board  66.6 
definitions  66.1 
funds 

See  also  SEISMIC  SAFETY  LOAN 
FUND  (10.117-110) 
amount,  use  66.3 

housing  preservation,  regulations  66.5 
loans  66.3 

rules,  regulations  generally  66.2 
Unreinforced  masonry  buildings 

See  also  Seismic  safety  loan  program 

(66A.1) 

applicability  of  provisions  65.1 
habitable  rooms  designated  65.4 
rent  reduction 

calculation,  formula  65.5 
required  when  65.3 
tenant  relocation,  prohibited  when 
65.10 
retrofitting 

See  Specific  Subject 
seismic  retrofitting 

See  Seismic  safety  loan  program 
(66A.1) 
tenant  relocation 

assistance  notice,  requirements  65.7 
expenses,  offer,  amount  65.8 
owner  liability,  maximum  65.9 


permitted  when  65.6 
rent  reduction  prohibited  when 
65.10 
tenants 

See  also  Specific  Subject 
notice,  requirements  65.2 

SELF-ESTEEM  TASK  F0RC:E 

See  also  LESBIAN,  GAY,  BISEXUAL, 

TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK 
FORCE  (30.01) 

TASK  FORCES  (1.29) 
Appointment,  qualifications,  compensation, 
resignation  15.12-2 
Created,  purpose  15.12-1 
Duration  15.12-5 
Hndings  15.12 

Powers,  duties  generally  15.12-3 
Reports  15.12-4 
Staff  15.12-6 

SENIOR  CITIZENS 
Commission 

See  COMMISSION  ON  THE  AGING 
(5.50) 

Council 

See  ADVISORY  COUNCIL  ON  THE 
AGING  (5.54) 

Policy  generally  5.53 

SEWERAGE  FAdLITIES 
Park  lands  use  when  23.25-2 

SEWER  MAINS,  CONDUITS, 
CONNECTIONS 
Laying,  order  authority  1 .53 

SEX  DISCRIMINATION 
Prevention 

See  CONTRACT  (12B.1) 

HUMAN  RIGHTS  COMMISSION 
(12A.1) 

PERSONNEL  (12E.1) 

PROPERTY  CONTRACTS  (12C.1) 

SEXUAL  HARASSMENT 

City  county  policy  designated,  applicability, 
complaint  procedure  16.9-25 
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SEXUAL  ORIENTATION 

See  also  LESBIAN.  GAY.  BISEXUAL. 

TRANSGENDER.  QUEER  AND 
QUESTIONING  YOUTH  TASK 
FORCE  (30.01) 

Discrimination  prevention 
See  CONTRACT  (12B.1) 

HUMAN  RIGHTS  COMMISSION 
(I2A.I) 

PERSONNEL  (I2E.I) 

PROPERTY  CONTRACTS  (I2C.1) 

SEXUAL  PRIVACY 

See  PERSONNEL  (1 2E. I) 

SHERIFF 

See  also  OFHCERS,  CITY.  COUNTY 
(1.23) 

POLICE  CHIEF  (1.27) 

SHERIFF’S  DEPARTMENT 
(1.24-1) 

Appointing  authority 

adult  detention  advisory  committee 
13.71 

graffiti  advisory  board  5.170 
Bond,  charter,  state  required 

See  also  OFHCERS,  CITY.  COUNTY 
(16.136) 

designated  16.136-1 
Department 

See  SHERIFF’S  DEPARTMENT 
(1.24-1) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.380 

Family  violence  advisory  council  advisory 
committee  membership  5.190-4 
Game  bird  propagation,  city,  county 
property,  authority  generally  1.8 
Hold  harmless  agreements,  entering, 
authority 

vehicles  from  United  States  government, 
use  for  administrative  functions 
1.24-1 

witness  protection  program,  contract 
with  state  1.27 

Home  detention  program  authority  13.63 
Inmate  labor 

requirement  authority  13.4 
rule,  regulation  promulgation  13.5 


Jail 

federal  prisoner 
acceptance  13.1 

recordkeeping,  fiscal  duties  13.3 
support  contract  13.2 
stores 

accounting  13.12 
establishment  13.8 
rule  promulgation  13.13 
scrip  issue  13.11 
Peace  officer  recruitment,  training 
standards,  aid  agreement  authority  16.9-9 
Prisoner 

extradition 

authority  generally  13.15 
costs  advisement  13.16 
federal  prisoner 
See  Jail  (13.1) 

Sheriff’s  department  fees  determination 
authority  8.27 

Sheriff’s  work  alternative  program 
participant  fees,  determination,  duties 
generally  10.39-4 
Stores 

See  Jail  (13.8) 

Uniforms,  recordkeeping  duties  21.51 
Work  furlough  administrator 
designation  13.61 
duties  13.62 

SHERIFF  CASH  REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated 

inmate  welfare  cash  revolving  funds 

10.164- 1 

sheriff  cash  revolving  funds  10.164 
transportation  cash  revolving  funds 

10.164- 2 

SHERIFF’S  DEPARTMENT 

See  also  DEPARTMENTS  (3.5) 

POLICE  DEPARTMENT  (1.25) 
Adult  probation  booking  fee  establishment 
duties  8.38 

Fees,  scope,  designation  8.27 
Fingerprinting,  fees  8.27 
Uniformed  officers,  employees 
See  also  Specific  Subject 
claims  against  city,  county 

See  CLAIMS  AGAINST  CITY, 
COUNTY  (10.25-1) 
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Uniforms,  regulations  generally 
See  PURCHASING  (21.47) 

Vehicles,  administrative  functions,  obtaining 
from  United  States  government,  hold 
harmless  agreement  1.24-1 

SHERIFFS  DEPUTIES  TRAINING  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-7 

SHERIFFS  MANAGEMENT  ASSISTANCE 
FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-12 

SHERIFFS  SPECIAL  MAINTENANCE 
FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-16 

SHERIFFS  WORK  ALTERNATIVE 
PROGRAM 

Participant  fees,  payment  10.39-4 

SHOP,  CENTRAL 

Established,  purpose,  use  6.01 

SIDEWALKS 

Repair,  responsibility,  failure,  effect  1.52 

SISTER-CITY  COMMITTEE  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.109-5 

SKATING  ADVISORY  COMMITTEE 
Established,  composition,  appointment, 
nonvoting  members  5.210 
Organization  officers,  procedural  rules 
5.211 

Powers,  duties  generally  5.212 
Purpose  5.210 
Term  of  office  5.211 

SKATING-RELATED  ACTIVITIES 
Advisory  committee 

See  SKATING  ADVISORY 
COMMITTEE  (5.210) 

Designated,  requirements,  improvements, 
plans  5.212 

Purpose  of  provisions  5.210 


SMALL  BUSINESS  ADVISORY 
COMMISSION 

See  also  COMMISSIONS  (1.29) 

Created,  appointment,  term,  powers,  duties 
generally  5.122 

SMALL  BUSINESS  ADVISORY  COUNCIL 
See  also  COUNCILS  (1.29) 

Director  designated  5.121 

SMALL  BUSINESS  BUREAU 

Created,  powers,  duties  generally  5.121 
Purpose  5.120 

SMALL  BUSINESS  FUND 

See  SAN  FRANCISCO  SMALL 

BUSINESS  REVOLVING  LOAN 
FUND  (10.117-61) 

SMALL  CLAIMS  COURT 
Judgement  debtor  fees  8.32 

SOCIAL  SECURITY 

See  RETIREMENT  SYSTEM  (16.88-1) 

SOCIAL  SERVICES  COMMISSION 
See  also  COMMISSIONS  (1.29) 

Hold  harmless  agreements,  entering, 
authority 

conununity  affairs,  events,  foster  care, 
adoptive  families  information, 
recruitment,  with  sponsors,  organizers 
1.46 

services  provision,  with  Regents  of 
University  of  California  1.45 
Indigent,  nonresident 

emergency  relief  granting  20.35 
monthly  costs  report  20.38-1 
transportation 
authority  20.39 
costs  assumption  20.36 
In-home  supportive  services  public  authority 
governing  body  membership  70.2 
Name  established  20.1-1 
Unemployment  relief  reserve  creation,  use 
20.30 

SOCIAL  SERVICES  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Adoption  petition  handling  20.10 
Boardinghome  inspection,  licensing  20.11 
Case  history  disposition  20.31 
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Child  placement  services  20.9 
Delinquent  revenue  collection  duties 
10.41-1 

Designated  20.1 
Director 

See  General  manager  (20.8-1) 

SOCIAL  SERVICES  DIRECTOR 
(5.190-4,  20.37) 

Financial  support,  court  wards,  minors 
20.8-2 

Food,  clothing,  goods  order 
honoring,  filling 
restrictions  20.23 
statement  20.24 
issuance,  contents  20.21 
unlawful  acceptance  designated  20.22 
violation,  penalty  20.25 
General  manager 

account  collection  20.25-2 
chief  juvenile  probation  officer 

See  also  JUVENILE  PROBATION 
OFRCER  (16.6-7) 
duties  20.8-1 

Handicapped  child  assistance 
See  HANDICAPPED  CHILD 
ASSISTANCE  (20.42) 

Indigency 

See  also  Food,  clothing,  goods  order 

(20.21) 

INDIGENCY  (20.30) 
INDIGENT,  DEAD  (6.62) 
INDIGENT,  NONRESIDENT 
(20.33) 

medical  care  reciprocal  agreements 
20.25-1 

nonresident,  aid  administration  20.34 
In-home  supportive  services  pubUc  authority 
financial  liaison  duties  70.4 
Juvenile  probation  officer 

See  General  manager  (20.8-1) 

Lien  release  20.19 

Minor  client  identity  confidentiality  20.54 
Name  established  20.1-1 
Old  age  security  payments,  reimbursement 
20.20 

Powers,  duties  generally  20.8 
Probation  officer,  juvenile 

See  General  manager  (20.8-1) 

Supportive  housing  services  fund  committee 
membership  10.117-113 
Victim/witness  assistance  policy  committee 
duties  36.2 


Welfare  warrants 

fraudulent  use,  report  20.27 
lost,  determination  20.28 
mailing  20.26 

SOCIAL  SERVICES  DIRECTOR 

See  also  OFHCERS,  CITY,  COUNTY 
(1-23) 

SOCIAL  SERVICES 
DEPARTMENT  (20.8-1) 

Family  violence  advisory  council  advisory 
committee  membership  5.190-4 
Indigent,  nonresident,  emergency  relief 
granting 

generally,  report  20.37 
reapplicant,  report  20.38 

SOLID  WASTE 
Reduction 

See  RESOURCE  CONSERVATION, 
CITY,  COUNTY  (21A.1) 

SOLID  WASTE  MANAGEMENT 
DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Resource  conservation,  city,  county 
recycled  products,  duties  21A.8 
mles,  regulations  promulgation  21  A.  12 

SOLID  WASTE  MANAGEMENT  OFHCE 
Resource  conservation,  city,  county, 
implementation  report  duties  21A.16 

SONG,  OFFICIAL 

See  also  BALLAD,  OFHCIAL  (1.5-1) 

“San  Francisco,”  designated  1.5-1 

SOUND  RECORDINGS 

See  RECORDS,  CITY,  COUNTY  (8.3-1) 

SOUTHEAST  COMMUNITY  FACILITY 
Administration  54.3 

Commission 

See  SOUTHEAST  COMMUNITY 

FACILITY  COMMISSION  (54.1) 
Surplus  funds  disposition  54.4 

SOUTHEAST  COMMUNITY  FACILITY 
COMMISSION 

See  also  COMMISSIONS  (1.29) 

Established,  appointment,  organization  54.2 
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Findings,  purpose  of  provisions  54.1 
Powers,  duties  generally  54.3 
Procedural  rules  54.5 

SOUTHEAST  COMMUNITY  FACILITY 
RESERVE  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  54.4 

SOUVENIR  MERCHANDISE 

See  also  MUNICIPAL  RAILWAY  (10.191) 
Corporate  seal,  items  for  sale  by  city, 
county,  using 

city  store,  availability,  purpose,  profits, 
use  1.48 

purpose,  authorization,  procedure, 
regulations  1.6-A 

SPECIAL  ALCOHOL  AND  DRUG  ABUSE 
FUND 

See  also  FUNDS  (10.81) 

SPECIAL  ALCOHOL  FUND 
(10.117-32) 

Created,  purpose,  use  10.117-26 

SPECIAL  ALCOHOL  FUND 
See  also  FUNDS  (10.81) 

SPECIAL  ALCOHOL  AND 
DRUG  ABUSE  FUND 
(10.117-26) 

Created,  purpose,  use  10.117-32 
Drinking  driver  and  first  offender  programs 
fund 

See  also  FUNDS  (10.81) 
created,  purpose,  use  10.117-36 
Harriet  Street  Center  and  alcoholism 
evaluation  and  treatment  center  programs 
fund 

See  also  FUNDS  (10.81) 
created,  purpose,  use  10.117-38 
Islands  of  sobriety  (sober  hotels)  project 
10.117-32 
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infonnality  20.216.4 
nonappearance,  effect  20.216.6 
notice  requirements  20.216.1 
officer 

decision,  duties  when  20.216.5 
impartial,  designation  20.216.2 
request 

procedure,  time  limits  20.216 
second  hearing  request,  procedure 
20.216.6 

rights  designated  20.216.3 
scheduling,  time  limits  20.216.1 
scope  20.216 

second  hearing,  request  when,  conditions 
20.216.6 
Ineligibility 

business  proprietors  20.205.6 
CALM  recipients  20.113,  20.205 
CalWORKs  assistance  unit  members, 
CalWORKs  ineligibility  20.205.12 
determination 

See  Specific  Subject 
fleeing  felons  20.205.13 
fraud 

effect  20.219 

serving  sanction  for  20.205 
general  assistance,  PAES,  CALM,  other 
county-funded  programs  20.214 
generally  20.205,  20.205.2 
PAES  program  participants  20.83 
rebuttable  presumption 

current  income,  expenses  20.205.7 
Intent  of  provisions  20.201,  20.203 
Municipal  Railway  tokens,  other 
transportation  assistance  20.206.1 
Operative  date  of  provisions  20.225 
Payments 

See  Assistance  (20.206) 

Principles 

designated  20.203 

Purpose  of  provisions  20.201,  20.203 
Recipients 
agreements 

reimbursement  agreement  20.205.16 
earned  income  and  asset  disregard 
program,  establishment,  applicability, 
regulations  20.206.2 
eligibility 

See  Eligibility  (20.201) 

Ineligibility  (20.205) 
fairness  regulations  20.218 


fingerprints,  provision,  purpose, 
regulations  20.205.15 
identification  requirements  20.205.14 
obligations,  duties  noncompliance 
good  cause  designated  20.208 
reimbursement  agreement  required  when 
20.205.16 

responsibilities  generally  20.205, 
20.205.2,  20.218 
Records 

confidentiality  20.220 
destruction  when  20.221 
Reimbursement  agreement  required  when 
20.205.16 

Residency  requirements  20.205.1 
Severability  of  provisions  20.223 
Special  allowances 

transportation  out  of  city,  county, 
provision  when  20.206.5 
Terminal  illness,  effect  20.205. 1 1 
Termination 

discretion,  authority,  effect  when 
20.222 

general  assistance  program  aid 
maximum  amount  adjustment  when 
20.60.11 

Time  limits  20.210 
Title  of  provisions  20.200 
Transportation  out  of  city,  county,  provision 
when  20.206.5 

STATE  AID  CONTRACT 

Mental  hygiene  department  19 A. 6 
Public  health  department  19A.5 

STATE  LEGISLATION 

Proposals,  recommendations 
authority  generally  5.5 
policy,  determination  5.11 
procedure  generally  5.6 
submittal  5.9 

STATE  LEGISLATION  COMMITTEE 
See  also  COMMITTEES  (1.29) 

Composition  5.7 
Created,  purpose  5.5 
Meetings 

generally  5.8 

report  of  proceedings  5.9 
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State  legislation  proposals, 
recommendations 
authority  generally  5.5 
duties  generally  5.6 

STATE  LEGISLATIVE  REPRESENTATIVE 
Appointment,  authority  generally  16.3 
State  legislation  proposals,  issues,  action 
authority  generally  5.10 
not  to  take  when  16.3-2 

STEERING  COMMITTEE 

See  Specific  Steering  Committee 

STEPPARENT  ADOPTION 
See  ADOPTION  (8.36-1) 

STORE.  CITY 

See  CITY  STORE  (1.48) 

STOREROOMS.  CENTRAL 
Established,  purpose,  use  6.01 

STORES  REVOLVING  FUND 
See  also  FUNDS  (10.81) 

Deposits,  city/county-owned  personal 
property  sales  10.90 

STREET 

Regulations  generally 
See  Specific  Subject 
ROADS  (10.3-2) 

STREETS  (1,52,  2.70,  5.62,  10.3-2, 
25.1) 

STREET  FAIR 

See  STREETS  (2.70-4) 

STREET  DAMAGE  RESTORATION  FUND 
See  also  FINDS  (10.81) 

Created,  purpose,  use  10.117-119 

STREET  IMPROVEMENT  FUND 
See  SPECIAL  GAS  TAX  STREET 
IMPROVEMENT  FUND  (10.84) 

STREET  UTILITIES  COORDINATING 
COMMITTEE 

See  also  COMMITTEES  (1.29) 

Advisory  committee 

See  STREET  UTILITY 

CONSTRUCTION  CITIZENS 
ADVISORY  COMMITTEE  (5.64) 


Established,  composition  5.60 
Meetings  5.61 

Powers,  duties  generally  5.62 
Subcommittees 

See  CONSTRUCTION,  OTHER 

PROJECTS,  UTILITY  LIAISON 
COMMITTEE  (5.63) 

UTILITY  CONSTRUCTION 
PROGRAM  PLANNING 
COMMITTEE  (5.63) 

STREET  UTILITY  CONSTRUCTION 
CITIZENS  ADVISORY  COMMITTEE 
See  also  COMMITTEES  (1.29) 

Established,  composition,  organization  5.64 
Meetings  5.65 

Powers,  duties  generally  5.66 
Street  utilities  coordinating  committee 
membership  5.60 

STREET-CLEANING  SERVICES 

See  PUBLIC  WORKS  DEPARTMENT 
(lOB.ll) 

STREETS 

See  also  ROADS  (10.3-2) 

SIDEWALKS  (1.52) 

STREETS  OF  MAJOR  TRAFFIC 
IMPORTANCE  (10.87) 

Accepted,  repairs  when,  responsibility, 
regulations  1.52 

Excavations,  fences,  embankments,  grades 
on  private  property  abutting  street,  safety 
order  authority  1.53 
Expenditures,  street  purposes,  report 
requirements  10.3-2 
Lighting 

funding  25.4 
inclusion  in  plans  25.2 
ownership  25.5 
specifications  25.6 
underground  facilities 
cost  responsibility  25.3 
inclusion  in  plans  25.1 
Obstruction 

See  Temporary  use,  occupancy  (2.70) 
Predominantly  conunercial  street,  street  fair, 
use 

See  Temporary  use,  occupancy  (2.70-4) 
Recyclable  materials,  recycling  materials 
2.70-5 

Repairs,  accepted  streets,  responsibility, 
regulations  when  1.52 
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Street  fair 

See  Temporary  use,  occupancy  (2.70-4) 
Street-cleaning  services 

See  PUBLIC  WORKS  DEPARTMENT 
(lOB.ll) 

Temporary  use,  occupancy 
athletic  events 

applicability  of  provisions  2.75-1 
notice  requirements  2.75-3 
police  services,  costs  recovery 

2.75- 4 

public  works  services,  costs  recovery 

2.75- 5 

route,  regulations  generally  2.75-2 
conditions,  insurance  requirements  2.71 
exempt  activities  designated  2.72 
hearing  required  2.70 
insurance 

conditions,  requirements,  generally 
2.71 

major  events  2.70-3 
major  events 

See  also  Specific  Subject 
designated  2.70-2 
insurance  requirements  2.70-3 
recyclable  materials,  recycling 
requirements  2.70-5 
request,  procedure,  filing  fee  2.70-1 
school  district  use,  school  bus,  student 
debarkation,  embarkation,  requirements 
2.73 

street  fair 

conditions,  insurance  requirements 
2.71 

notice  requirements  2.70-4 
regulations  generally,  permits  2.70-6 
Utilities 

See  also  Specific  Utility 
committee 

See  STREET  UTILITIES 
COORDINATING 
COMMITTEE  (5.60) 
construction,  maintenance  coordination 
policy  5.62 

problems,  alleviation  5.66 
responsibility  designated  5.63 

STREETS  OF  MAJOR  TRAFHC 
IMPORTANCE 

Improvement,  project  funding,  agreements 
10.87 


Lighting 

See  STREETS  (25.1) 

SUBDIVISIONS 

General  Plan  conformance,  referral  report 
requirements  2A.53 

SUBPOENAS 

City  attorney  power 

local  laws  enforcement  16.951 
severability  of  provisions  16.953 
state  laws  enforcement  16.952 

SUBSTANCE  ABUSE  TREATMENT 
Referral,  case  management,  monitoring 
services  provision  by  MAXIMUS,  Inc., 
hold  harmless  agreement  1.47 

SUNSHINE  ORDINANCE 

See  OPEN  GOVERNMENT  (67.1) 

SUNSHINE  ORDINANCE  TASK  FORCE 
See  also  TASK  FORCES  (1.29) 

Established,  composition,  appointment, 
qualifications,  powers,  duties  67.30 
Nonprofit  organizations,  contract  with, 
public  access  requirements,  request, 
complaint,  resolution  duties  12L.5 

SUPERIOR  COURT 

See  also  TRIAL  COURTS  CASH 

REVOLVING  FUNDS  (10.140) 
VICTIMAVITNESS  ASSISTANCE 
PROGRAM  (36.1) 

WITNESS  PROTECTION 
PROGRAM  (1.27) 

Family  law  department,  presiding  judge, 
family  violence  advisory  council  steering 
committee  membership  5.190-2 
Presiding  judge,  family  violence  advisory 
council  steering  committee  membership 
5.190-2 

SUPERVISORS 

See  BOARD  OF  SUPERVISORS  (2.1) 

SUPPLEMENTAL  SECURITY  INCOME 
PENDING  PROGRAM 
See  SSIP  PROGRAM  (20.200) 
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SUPPLIES  PURCHASER 

Sec  also  OFFICERS.  CITY.  COUNTY 
(1.23) 

An  sale  approval  28.4 
Burma,  city,  county  business  with, 
prohibitions 

implementation  reports  12J.8 
prohibited  persons,  entities  list,  duties 
12J.2 


rules,  regulations  promulgation  12J.5 
Cable  car  centennial  medals,  sales  authority 
8.12-2.1 

Computer  system  time,  programming  time, 
sales  authority  8.12-1 
Documents,  publications 

free  publications,  providing  when 
8.12.4 


handling,  distributing,  custody,  authority 
generally  8.12 

sales,  disposition,  duties  generally 
8.12.1 


Emergency  services  organization  property, 
duties  generally  7.9 
First  source  hiring  program 

first  source  hiring  requirements  duties 
83.7 

Historical  material,  city,  county  records, 
disposition  authority  8.7 
Hold  harmless  agreements,  entering, 
authority 

automobile  dismantlers  1.25-2 
vehicles,  leasing  1.25-1 
Mental  health  services  agreement  15.6 
Minority  business  utilization,  duties 
generally  12D.A.10,  12D.A.11 
Newspapers,  official 
advertising  duties 
generally  2.81-1 
outreach  advertising  2.81-2 
outreach  periodicals  designation  duties 
2.81-3 


Public  works,  improvements  contracts, 
authority  generally  6.05 
Purchasing 

authority  generally  21.2 
award 

contract,  nonprofit  corporation 


21.18-3 

fifty  thousand  dollars,  exceeding, 
authority  21.6 

fifty  thousand  dollars,  less,  duties 
when  21.5 


bond  filing  failure,  duties  when  21.17 
combined  commodities,  services, 
solicitation  authority  21.55 
contract 

award  to  nonprofit  corporation, 
authority  when  21.18-3 
cancellation  authority  21.34 
signature  authority  21.11 
emergency,  authority  when  21.25 
funds  maintenance  authority  21.28 
irresponsible  contractor  disqualification 
authority  generally  21.24 
duties  generally  21.24-2 
materials,  supplies,  equipment,  services 
powers,  duties  generally  6.01 
procedures  establishment  6.04 
public  works,  improvements 
contracts,  authority  generally  6.05 
surplus  commodities  purchase 
authority  6.02 

reciprocal  agreements,  cooperative 
buying  agreements,  authority  21.53 
state  contract  use,  authority  designated 
21.46 

Salvage,  surplus  goods,  sale  at  City  Store, 
authority,  duties  1.48 
Surplus  materials,  supplies,  equipment, 
disposition  authority  6.01 
Tropical  hardwoods,  virgin  redwood 
purchasing  ban  rules,  regulations 
promulgation  121.6 
Uniforms,  supply  contract  authority 
municipal  railway  employees  21.42 
police,  fire,  sheriff’s  departments, 
emergency  medical  service  employees 
21.49 

Vehicles,  city 

authority  generally  4.10-1 
automobile  pool  establishment,  authority 
generally  4.12 

passenger  vehicles,  city  seal  imprint 
duties  4.10 

SUPPORTIVE  HOUSING 

Purpose,  scope  of  provisions  10.117-113 

SUPPORTIVE  HOUSING  SERVICE  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-113 
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SUPPORTIVE  HOUSING  SERVICES  FUND 
COMMITTEE 

See  also  COMMITTEES  (1.29) 
Composition,  powers,  duties  generally 
10.117-113 

SUPPORTIVE  SERVICES 

See  IN-HOME  SUPPORTIVE  SERVICES 
PUBLIC  AUTHORITY  (70.1) 

SURPLUS  MATERIALS,  SUPPLIES, 
EQUIPMENT 

Disposition,  scope,  authority  6.01 
Surplus,  salvage  goods,  sale  at  City  Store, 
purpose,  profits,  use  1.48 

— T — 

TASK  FORCES 

See  also  Specific  Task  Force 
Voting  requirements  1.29 

TAX  APPEALS  BOARDS 

See  ASSESSMENT  APPEALS  BOARDS 
(2B.1) 

TAX  ASSESSMENTS 
See  also  TAXES  (10.2) 

Assessment  rolls 

See  Lot,  block  numbering  system 
(10.71) 

TAXES  (10.2-6) 

Block  books 

See  Lot,  block  numbering  system 
(10.71) 

Lot,  block  numbering  system 
assessment  rolls,  use  10.71 
block  books 

changes,  recordation  10.72 
copies  on  file  10.73 
preparation,  scope,  purpose  10.70 
Payments,  computation  in  even  cents 
10.2-2 

Reduction,  application  procedure  10.2-3 

TAX  COLLECTOR 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

TREASURER-TAX  COLLECTOR 
CASH  REVOLVING  FUNDS 
(10.165) 


Actions  to  collect,  dismissal  upon  payment 
in  full  1.7-2 

Administrative  fees  8.34.1 
Bond,  charter,  state  required 

See  also  OFFICERS,  CITY,  COUNTY 
(16.136) 

designated  16.136-1 
Bureau  of  delinquent  revenue  collection 
supervision,  authority  generally  10.37 
Delinquent  account 
report  duties  10.38 
special  assessment  lien 
collection  duties  10.236 
release  duties  10.237 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.390 
Property  tax  collection  authority 

secured  personal  property  taxes  10.3-1 
unsecured  property  taxes  10.3 
Real  estate,  tax-defaulted,  sale  advertising, 
fees  collection  8.34 
Redevelopment  agency  in-lieu  tax 
payments,  receipt  authority  10.30-1 
Rent  stabilization,  arbitration  fees,  lien 
duties  37A.9 

Residential  hotel  unit  conversion,  unlawful, 
powers,  duties  when  41.20 
Taxes 

certain  acts  designated,  performance 
authority  10.2 

installment  payments,  authority,  duties 
generally  10.2-4 

Voluntary  arts  contribution  fund  duties 
51.02 

Youth,  children  services  contribution  fund 
duties  51A.2 

TAX  RATE  LEVY,  ANNUAL 
See  also  Specific  Tax 
Ordinance,  amendment,  requirements, 
procedure  1.19 

Proceeds,  apportionment,  distribution 
1.19-1 

TAXES 

See  also  Specific  Tax 

REVENUE,  TAXATION  REPORT 
(lOA.l) 

TAX  RATE  LEVY,  ANNUAL 
(1.19) 
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TAXES 


Administrative  fees  8.34.1 
Assessment  roll 

See  also  TAX  ASSESSMENTS  (10.71) 
open  to  public  inspection  10.2-6 
Payment,  installments,  permitted  when, 
procedures,  regulations  10.2-4 
Redevelopment  agency 

See  REDEVELOPMENT  AGENCY 
(24.1) 

Special  assessments 

See  SPECIAL  ASSESSMENTS  (1.20) 
State  provisions  designated,  performance 
authority  10.2 
Unidentified  collections 

identity  establishment,  procedure  when 
10.45 

separate  account,  maintenance  10.44 
ten  years,  escheat  to  city  when  10.46 

TAXIMETERS 

Rate  changes,  retesting,  reinspection, 
recertification  when,  fees  waiver  when, 
exceptions  1.15.2 

TEACHER 

Personnel  regulations 

See  PERSONNEL  (16.7) 

RETIREMENT  SYSTEM  (16.30, 
16.89-3) 

TELECOMMUNICATIONS  COMMISSION 
See  also  COMMISSIONS  (1.29) 

Created,  composition,  appointment,  term, 
compensation  11.53 
Creation,  findings,  purpose  of  provisions 
11.50 

Meetings  11.55 

Powers,  duties  generally  11.54 

TELECOMMUNICATIONS  FACILITIES 
See  also  RADIO  COMMUNICATIONS 
(22.1) 

Administration,  implementation  of 
provisions 

report,  requirements  22B.3 
scope,  authority  designated  22B.2 
Purpose,  scope  of  provisions  22B.1 

TELECOMMUNICATIONS,  INFORMATION 
PROCESSING  DEPARTMENT  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.143 


TELECOMMUNICATIONS,  INFORMATION 
SERVICES  DEPARTMENT 
See  also  DEPARTMENTS  (3.5) 

Committee  on  information  technology, 
sub-committee,  staff  provision  3.25 
Created,  composition,  powers,  duties, 
functions  generally  11.52 
Creation,  findings,  purpose  of  provisions 
11.50 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.195 

Franchises  granted,  term  limitations  11.46 

TELECOMMUNICATIONS,  INFORMATION 
SERVICES  DIRECTOR 
See  also  OFRCERS,  CITY,  COUNTY 
(1.23) 

911  emergency  response  fund  expenditures 
reconunendation  10.204 
CATV  franchise 

application  review,  recommendation 
11.26 

service  regulation  1 1 .23 
termination  1 1 .25 

Committee  on  information  technology 
membership  3.24 

Computers,  system  time,  programming  time, 
sale  approval  8.12-1 

Electricity  department  general  manager  city, 
county  representation  duty  delegation 
approval  authority  22B.2 
Functions  transferred  from  Chief 
Administrative  Officer  1 1 .45 
Radio  communications  facilities 

city,  county  utilities,  services  provision 
request  authority  22.4 
proposed  expenditures  investigation 
request  authority  22.2 
Telecommunications,  information  services 
department  appointing  officer,  designated 
11.52 

TELECOMMUNICATIONS  SYSTEMS 
See  also  CATV  FRANCHISE  (11.21) 
Administration  of  provisions,  scope, 
authority 

telecommunications  commission  11.54 
telecommunications,  information 
services  department  1 1 .52 
Definitions  11.51 
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Findings,  purpose,  scope  of  provisions 
11.50 

Franchises  granted,  term  limitations  11.46 

TELPAK  SYSTEM 

See  LAW  ENFORCEMENT  (13.50) 

TENANT 

See  Specific  Subject 


TRAFFIC  COMMITTEE 

See  INTERDEPARTMENTAL  STAFF 
COMMITTEE  ON  TRAFHC  AND 
TRANSPORTATION  (2.70) 

TRAFFIC  COURT 

Moneys,  receipt,  deposit 

See  MUNICIPAL  COURT  MONEYS 
(10.57) 


THOMAS  J.  CAHILL  HALL  OF  JUSTICE 
See  HALL  OF  JUSTICE  (4.22) 

TIME-SHARE  CONVERSION 
Definitions  41C.3 
Findings  41C.2 
Purpose  of  provisions  41C.2 
Review  of  provisions,  purpose,  effect 
4IC.6 

Severability  of  provisions  41C.7 
Title  of  provisions  41C.1 
Unlawful,  exceptions  41C.4 
Violation,  penalty  41C.5 

TOBACCO  PRODUCTS 

Advertising,  public  buildings 

See  BUILDINGS,  PUBLIC  (4.20) 

TOXIC  MATERIALS  SPECIAL  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-39 

TRADE  ZONES 

Foreign  trade  zones  deemed  public  utilities 
2A.133 

TRAFFIC 

Federal  TOPICS  program 

designated,  administration  16.6-11 
traffic  engineering  improvements, 
purpose  16.6-12 

Operations  program  to  increase  capacity, 
safety 

See  Federal  TOPICS  program  (16.6-11) 
Police  department  jurisdiction,  duties 
2A.81 

Skating-related  activities,  improvements 
See  SKATING-RELATED  ACTIVITIES 
(5.210) 


TRAFFIC  RNES  BUREAU 
Moneys,  receipt,  deposit 

See  MUNICIPAL  COURT  MONEYS 
(10.58) 

TRANSFER  BENEFITS  TASK  FORCE 
See  also  TASK  FORCES  (1.29) 
Appointment,  composition,  powers,  duties 
generally  16.9-29 

TRANSGENDER  YOUTH  TASK  FORCE 
See  LESBIAN,  GAY,  BISEXUAL, 

TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK 
FORCE  (30.01) 

TRANSIT 

See  also  Specific  Subject 
Regional  transit  discount  identification 
cards,  fees  8.39 

TRANSIT  EQUIPMENT 

See  also  TRANSIT  VEHICLES  (1.44) 
Vintage,  sale  regulations  10.90 

TRANSIT  IMPACT  DEVELOPMENT  FEE 
Administration,  implementation  38.9 
Charitable  exemptions  38.45 
Credits  allowed  when  38.8.5 
Definitions  38.1 
Establishment  38.8 
Findings  38.2 
Imposition  38.4 
Lien 

billing  38.15 
collection  38.13 
hearing  38.12 
proceedings,  notice  38.11 
recordation,  interest  38.14 
release  38.16 
Notices  generally  38.17 
Payment,  delinquency  38.10 
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Proceeds  use  38.7 
Purpose  38.3 
Schedule 

establishment  38.S 
review,  adjustment  38.6 
Severability  38.18 

TRANSIT  VEHICLES 

Used,  purchase  by  public  utilities 
commission,  hold  harmless  agreement 
1.44 

TRANSPORTATION 

See  also  Specific  Subject 
Regional  transit  discount  identification 
cards,  fees  8.39 

Skating-related  activities,  improvements 
See  SKATING-RELATED  ACTIVITIES 
(5.210) 

TRANSPORTATION  AUTHORITY, 

COUNTY 

Contract  award,  price  reduction  to  reflect 
sales  tax,  business  tax  revenues 
See  PURCHASING  (2IC.1) 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.375 
Services  provision  by  county,  city, 
agreement  16.9-30 

TRANSPORTATION  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.164-2 

TRANSPORTATION  COMMITTEE 
See  INTERDEPARTMENTAL  STAFF 
COMMITTEE  ON  TRAFFIC  AND 
TRANSPORTATION  (2.70) 

TRANSPORTATION  DEPARTMENT 
See  PUBLIC  TRANSPORTATION 
DEPARTMENT  (8.39) 

TRANSPORTATION  GRANT  FUNDS 
See  also  FUNDS  (10.81) 

Receipt,  hold-harmless  agreements  1.41 


See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

TREASURER-TAX  COLLECTOR 
CASH  REVOLVING  FUNDS 
(10.165) 

Audit,  scope,  frequency  10.6-3 
Bond,  charter,  state  required 

See  also  OFHCERS,  CITY,  COUNTY 
(16.136) 

designated  16.136-1 
Cash  deficits,  overages,  duties  generally 
10.88 

Cash  reserve  fund  duties  10.08 
Custody  safe,  authority,  duties  generally 
10.81-1 

Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.390 
Funds 

See  also  Specific  Subject 
creation  authority,  community 
redevelopment  fund  10.91 
deposit,  procedures  determination 
authority  10.81 

inactive  accounts,  deposits  into,  duties 
generally  10.5 

investment  authority,  surplus  funds 
10.79-2 

receipt  of  funds  formerly  received  by 
sheriff  10.82 
transfer  authority 

maintenance  purposes  10.79 
surplus  funds  pending  bond  sales 
10.79-1 

Hunters  Point  Reclamation  District 
treasurer,  designation  as,  authority 
generally  10.8-1 

In-home  supportive  services  public  authority 
fiscal  services  contract  authority  70.4 
Minority  business  enterprise  utilization 
report  duties  12D.12 
Moneys,  property  in  possession,  control, 
safe  custody  10.19-2 
Municipal  bond  coupons,  lost,  destroyed, 
payment  authority  10.49-1 
New  York  fiscal  agent  reimbursement  fee 
schedule  establishment,  duties  generally 
10.48 

Northern  Ireland,  MacBride  Principles, 
duties  generally  12F.6 
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Recorder  grantor-grantee  index  copying 
costs  reimbursement  8.24 
Retirement  fund,  powers,  duties  generally 
16.39 

Seismic  safety  loans  disbursement, 
monitoring  duties  66A.17 
State  legislation  committee  membership  5.7 
Treasurer’s  fund  for  re-issuing  certain 
forged  warrants,  duties,  authority 
generally  10.117-10 

Trust  securities  sale,  duties  generally  10.52 

TREASURER’S  FUND  FOR  RE-ISSUING 
CERTAIN  FORGED  WARRANTS 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-10 

TREASURER-TAX  COLLECTOR  CASH 
REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.165 

TREASURY 

Custody  safe,  maintenance,  use, 
recordkeeping  requirements  10.81-1 

TREASURY  OVERSIGHT  COMMITTEE 
See  also  COMMITTEES  (1.29) 

Costs,  disposition  10.79-8 
Established,  purpose  10.79-4 
Members,  composition,  eligibility  10.79-6 
Term  of  office  10.79-7 
Powers,  duties  10.79-5 

TREES 

See  ADOPT-A-TREE  FUND  (10.117-77) 
TROPICAL  HARDWOODS,  VIRGIN 
REDWOOD  BAN  (121.1) 

TRIAL  COURTS  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.140 

TROPICAL  HARDWOODS,  VIRGIN 
REDWOOD  BAN 
Definitions  121.2 

Findings,  purpose  of  provisions  121.1 


Prohibitions,  exceptions 

commodities  purchases,  acquisitions 
121.4 

services  contracts  121.3 
wood  products  contracts  121.5 
Rules,  regulations,  scope,  promulgation 
121.6 

Violation,  penalty  121.8 

TRUST  SECURITIES  SALE 

Endorsement  required  when,  authority 
10.56 

Expenses,  payment  from  proceeds  10.54 
Notice  requirements  10.52 
Permitted  when  10.50 
Price 

minimum  price,  approval  requirements 
10.53 

setting  10.51 

Procedure  generally  10.52 
Retirement  system  securities,  provisions  not 
applicable  10.55 

TWIN  BICENTENNIAL 

See  SAN  FRANCISCO  TWIN 

BICENTENNIAL,  INC.  (8.12-3) 

— U — 

UCSaSTANFORD  HEALTH  CARE 

Medical  services  provision  contract  19A.37 

UNEMPLOYMENT 

See  also  CALM  PROGRAM  (20.100) 
FIRST  SOURCE  HIRING 
PROGRAM  (83.1) 

GENERAL  ASSISTANCE 
PROGRAM  (20.55) 

PAES  PROGRAM  (20.70) 

SSIP  PROGRAM  (20.200) 

Relief  reserve  created,  purpose,  use  20.30 

UNIFIED  SCHOOL  DISTRICT 

See  SCHOOL  DISTRICT  (1.25-4,  19A.40, 
58.383 

UNIFORMED  OFHCERS,  EMPLOYEES 
See  FIRE  DEPARTMENT  (1.25-5) 
>^NICIPAL  RAILWAY  (1.37) 
POLICE  DEPARTMENT  (1.24) 
SHERIFF’S  DEPARTMENT  (1.24-1) 
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UNITED  NATIONS  PLAZA 


UNITED  NATIONS  PLAZA 

Use.  permit  required,  requirements 
generally  2.74 

UNIVERSITY  OF  CALIFORNIA 

Medical  services  provision  contract  19A.23 
Research  project  contract  19A.21 

URBAN  DEVELOPMENT  FUND 
See  SAN  FRANCISCO  URBAN 

DEVELOPMENT  ACTION  GRANT 
REVOLVING  FUND  (10.117-59) 

UTILITIES 

See  Specific  Subject 
Specific  Utility 

PUBLIC  UTBLITIES  (2A.132) 

UTILITIES  MANAGER 

See  also  OFHCERS,  CITY.  COUNTY 
(1.23) 

Central  safety  committee  membership 
16.121-2 

UTILITY  CONSTRUCTION  PROGRAM 
PLANNING  COMMITTEE 
See  also  COMMITTEES  (1.29) 

Established,  composition,  powers,  duties 
generally  5.63 

— V — 

VACATION  ALLOWANCE 
See  PERSONNEL  (16.10) 

VEGETABLES 

See  AGRICULTURAL  PRODUCTS  (1.9) 

VEHICLE  THEFT  CRIMES  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-109 

VEHICLES 

See  also  Specific  Subject 

VEHICLES,  CITY  (1.25-1) 

Towing  costs  reimbursement 
allowed  when  lOC.l 
amount  computation  10C.3 
indigency  investigation  10C.8 
information  requirement  IOC. 6 
insured  vehicle  exception  10C.7 
payment  10C.4 


perjury  prohibited  10C.9 
prohibited  when  10C.2 
prosecution  assistance  prerequisite 
lOC.lO 

report  IOC.  12 
request  time  limit  10C.5 
stolen  vehicle  IOC. 8-1 
subrogation  IOC.  11 

VEHICLES,  CITY 

See  also  TRANSIT  VEHICLES  (1.44) 
Assigmnent,  transfer,  inspection  4.10-1 
Automobile  pool 

See  also  Specific  Subject 
establishment,  regulations  generally 
4.12 

Inspection  4.10-1 

Insurance,  requirements  generally  4.13 
Lease,  hold  harmless  agreement,  purpose, 
authority  1.25-1 
Motor  pool,  regulations  4.12 
Passenger  automobiles 
See  also  Specific  Subject 
city  seal,  use,  required,  requirements 
4.10 

Purchasing 

See  PURCHASING  (21.18-4) 

Safety  belts,  installation,  use  required, 
exceptions  4.16 
Seal,  city,  use  4.10 

Self-insurance,  requirements  generally  4.13 
Use 

See  also  Specific  Subject 
assignment,  transfer,  inspection  4.10-1 
rules,  regulations  generally  4. 1 1 

VENDORS 

See  FARMERS’  MARKET  (9A.1) 

FLEA  MARKET  (9B.1) 

VETERANS 

See  also  Specific  Subject 
Exemption  claims  audit 
authority,  scope  10.6-1 
performance,  contract  authority  10.7 
Interment,  statutory  provisions  16.3-6 
Problems,  interests,  needs,  determination 
5.104 

Widows,  interment  16.3-6 
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VETERANS’  ADMINISTRATION  FUNDS 
See  also  FUNDS  (10.81) 

Trainees  in  city,  county  employment 
city  liability  disclaimer  10.94 
purpose,  use  10.93 

VETERANS’  AFFAIRS  COMMISSION 
See  also  COMMISSIONS  (1.29) 
Appointment,  composition,  qualifications 
5.102 

Established  5.100 
Meetings  5.106 

Organization,  term  of  office  5.103 
Powers,  duties  generally  5. 104 
Procedural  rules  5.107 
Purpose  5.101 
Report  duties  5.105 

VETERANS  SERVICE  OFHCER,  COUNTY 
See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Funding,  appropriations  5.108.A-3 
Office  established,  qualifications, 
appointment,  assistance,  facilities 
5.108.A-1 

Powers,  duties  generally  5.108.A-2 
Purpose,  authority  generally  5. 108. A 

VICTIM  RESTITUTION 

See  also  RESTITUTION  (8.31-1) 

Fee,  administrative  collection  fee 
adult  probation  department  8.31 
juvenile  probation  department  8.36 

VICTIMS  OF  VIOLENCE  ADVISORY 
COMMITTEE 

See  also  COMMITTEES  (1.29) 
Establishment  36A.1 
Membership,  term  36A.2 
Powers,  duties  36A.3 

VICTIMAVITNESS  ASSISTANCE 
PROGRAM 

See  also  WITNESS  PROTECTION 
PROGRAM  (1.27) 

Annual  report  36.6 
Establishment,  committee  36.2 
Funding  36.5 
Purpose  36.1 

Records  confidentiality  36.4 


Services  designated,  volunteer 
contributions  36.3 
Severability  36.7 

VIDEO  ARTS  COMMISSION 

See  FILM,  VIDEO  ARTS  COMMISSION 
(57.2) 

VIOLENCE  ADVISORY  COUNCIL 
See  FAMILY  VIOLENCE  ADVISORY 
COUNCIL  (5.190) 

VIRGIN  REDWOOD 

See  TROPICAL  HARDWOODS,  VIRGIN 
REDWOOD  BAN  (121.1) 

VITAL,  HEALTH  STATISTICS  TRUST 
FUND 

See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-85 

VIOLATIONS 

See  Specific  Subject 

VOLUNTARY  ARTS  CONTRIBUTION 
FUND 

See  also  FUNDS  (10.81) 

Administration  51.03 

Created,  purpose,  use  10.117-42 

Expenditures  51.04 

Pu^ose  51.01 

Severability  51.05 

Solicitation,  recordkeeping  51.02 

VOLUNTEER  AUXILIARY 

See  SAN  FRANCISCO  GENERAL 
HOSPITAL  (19A.18) 

VOTER  REGISTRAR 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Campaign  finance  reform,  candidate 
adopting  voluntary  expenditure,  ceilings, 
notice  duties  16.510-3 
Documents,  copying  fees  8.22 
Health  services  board  trustees  election 
ballots 

counting,  member  certification 
16.563 

delivery  duties  16.560 
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department  election  officers 
designation  duties  16.55S 
instruction  duties  16.556 
Municipal  bond  proposal,  tax  rate  effect 
statement  mailing  duties  2.37 
Retirement  board  trustees  election 
ballots 

counting,  member  certification 
16.563 

delivery  duties  16.560 
department  election  officers 
designation  duties  16.555 
instruction  duties  16.556 

— W — 

WALL  OF  FAME 

See  SAN  FRANCISCO  ARTS  WALL  OF 
FAME  FUND  (10.117-70) 

WAR  MEMORIAL 

Construction,  costs,  management  27.3 
Disclosure  regulations 

See  also  CONFLICT  OF  INTEREST 
CODE  (58.1) 
designated  58.405 
Employees 

engagement  27.5 
salary  determination  27.6 
Funds 

See  WAR  MEMORIAL  FUNDS 
(10.100,  10.117-9,  10.169-5) 
Gift,  donation  acceptance  restriction  27.4 
Materials,  supplies  purchase  27.9 
Operation,  management  27.3-1 
Trustees 

See  WAR  MEMORIAL  BOARD  OF 
TRUSTEES  (27.1) 

WAR  MEMORIAL  BOARD  OF  TRUSTEES 
See  also  BOARDS  (1.23) 

Construction,  management  duties  27.3 

Definitions  27.1 

Employee 

compensation  determination  27.6 
hiring  27.5 

Food  vending  machines,  public  buildings, 
installation,  authority  generally  4.4 
Gift,  donation  acceptance  27.4 
Materials,  supplies  purchase  27.9 
Operation,  management  27.3-1 


Powers  generally  27.2 
Receipts  statement  filing  27.8 

WAR  MEMORIAL  FUNDS 
See  also  FUNDS  (10.81) 

War  Memorial  cash  revolving  funds 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

designated  10.169-5 
War  Memorial  maintenance  and  capital 
improvement  fund,  created,  purpose,  use 
10.101,  10.117-9 
War  Memorial  reserve 

balance  remaining,  carrying  forward 
10.103 

created,  purpose,  use  10.100 
War  Memorial  special  fund  created, 
purpose,  use  10.102 

WAR  REPARATION 

Amount  designated  10D.4 
Claim  filing  10D.2 
Eligibility  determination  10D.3 
Liability  limitation  10D.6 
Parks  system  benefits  10D.5 
Purpose  of  provisions  lOD.l 

WAREHOUSES,  CENTRAL 
Established,  purpose,  use  6.01 

WARRANT  AND  BOND  DEPUTY 
See  also  OFFICERS,  CITY,  COUNTY 
(1.23) 

Appointment,  powers,  duties  generally 
2A.70 

WARRANT  AND  BOND  OFHCE 
Created,  purpose  2A.70 

WARRANTS,  CITY,  COUNTY 

Lost,  destroyed  warrant,  new  warrant 
issuance,  time  limits  10.182 
System  development,  operation  10.117-74 
Void  date  designated  10.181 

WATER  CONSERVATION 
Irrigation 

See  Landscaping  in  new  development 
(63.5) 

Landscaping  in  new  development 
applicability  of  provisions  63.3 
design  requirements  63.4 
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fees,  administrative  63.11 
inspections  63.8 
irrigation 

maintenance  63.7 
requirements  63.5 
plan  and  soil  report 

approval  prerequisite  to  permit 
issuance  63.9 
requirements  63.2 
purpose  of  provisions  63.1 
severability  of  provisions  63.10 
soil 

See  also  plan  and  soil  report  (63.2) 
correction  measures  63.6 

WATER  DEPARTMENT 

See  also  DEPARTMENTS  (3.5) 

WATER  DEPARTMENT 
REVENUE  BOND  (52.01) 
Construction,  o±er  projects,  utility  liaison 
committee  membership  5.63 
Funds 

See  WATER  DEPARTMENT  CASH 
REVOLVING  FUNDS  (10.166) 
WATER  DEPARTMENT 
REVENUE  FUND  10.117-112) 
WATER  DEPARTMENT 
STORES  FUND  (10.117-67) 
Street  utilities  coordinating  committee 
membership  5.60 

Street  utility  construction  citizens  advisory 
committee  membership  5.64 
Utility  construction  planning  committee 
membership  5.63 

WATER  DEPARTMENT  CASH  REVOLVING 
FUNDS 

See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.166 

WATER  DEPARTMENT  REVENUE  BOND 
See  also  MUNICIPAL  BONDS  (2.30) 
Ballot  publication  52.07 
Funding  determination  52.06 
Issuance 

generally  52.09 
majority  vote  required  52.08 
Resolution 

adoption  52.03 
contents  52.04 
election  submittal  52.01 


purpose,  expenses  52.02 
special  election  provision  52.05 

WATER  DEPARTMENT  REVENUE  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-117 

WATER  DEPARTMENT  STORES  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-67 

WATER  MAINS,  CONDUITS, 

CONNECTIONS 
Laying,  order  authority  1.53 

WATER  POLLUTION  CONTROL 
Committee 

See  WATER  POLLUTION  CONTROL 
INTERDEPARTMENTAL 
COMMITTEE  (5.20) 

Municipal  bond  proposal 

See  MUNICIPAL  BONDS  (2.30) 

Policy  5.22 

WATER  POLLUTION  CONTROL 
INTERDEPARTMENTAL  COMMITTEE 
See  also  COMMITTEES  (1.29) 

Created,  composition  5.20 
Meetings  5.21 

Powers,  duties  generally  5.22 

WATER  QUALITY  FACELITIES 
Park  lands  use  when  23.25-2 

WATER  QUALITY  FUND 

See  SPECIAL  WATER  QUALITY 

IMPROVEMENT  TRUST  FUND 
(10.117-4) 

WATERFRONT  LAND  USE 

Amendment,  repeal  of  provisions,  procedure 
61.9 

Definitions  61.6 

Maritime  uses,  permitted,  designated  61.3 
Non-maritime  land  uses 

acceptable,  designated  61.4 
unacceptable,  designated  61.5 
Numbering  of  provisions  61.10 
Plan 

implementation  61.7 
scope,  preparation  61.2 
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Policy,  findings,  declarations  61.1 
Severability  of  provisions  61.8 

WEIGHING,  MEASURING  DEVICES 
Registration  required,  fees  1.13-5 
Scales 

See  also  Specific  Subject 
peddlers,  hawkers,  requirements 
generally  1.15 

seal,  sealing  required  for  use  1.14 
Testing,  fees  1.15.1 

WEIGHTS,  MEASURES  SEALER 
See  also  AGRICULTURAL 

COMMISSIONER/SEALER, 
COUNTY  (1.9,  16.3-7) 
OFRCERS,  CITY,  COUNTY 
(1.23) 

Duties  consolidated,  agricultural 
conunissioner  designated  successor 
16.3-7 

Petroleum  products  sales,  distribution 
establishments,  inspection  agreement 
authority  1.13-8 

Prepackaged  items  quantity  control 
agreement  authority  1.13-6 
Weighing,  measuring  devices,  rules, 
regulations  promulgation  1.13-5 

WELFARE 

See  Specific  Subject 

CALM  PROGRAM  (20.100) 

FIRST  SOURCE  HIRING  PROGRAM 

(83.1) 

GENERAL  ASSISTANCE  PROGRAM 
(20.55) 

INDIGENT,  NONRESIDENT  (20.33) 
PAES  PROGRAM  (20.70) 

RENT  SUPPLEMENT  PROGRAM 
(24A.01) 

SOCIAL  SERVICES  DEPARTMENT 

(20.1) 

SSEP  PROGRAM  (20.200) 

WITNESS  ASSISTANCE  PROGRAM 
See  VICTIMAVITNESS  ASSISTANCE 
PROGRAM  (36.1) 

WITNESS  PROTECTION  PROGRAM 
See  also  VICTIMAVITNESS 

ASSISTANCE  PROGRAM 
(36.1) 


Contract  with  state,  hold  harmless 
agreement  1 .27 

WOMEN 

See  also  COMMISSION  ON  THE  STATUS 
OF  WOMEN  (33.1) 

Business  enterprise 

See  MINORITY  BUSINESS 
ENTERPRISE  (12D.1) 

MINORITY  BUSINESS 
UTILIZATION  (12D.A.1) 

CEDAW  - Local  Implementation  of  the 
United  Nations  Convention  on  the 
Elimination  of  All  Forms  of 
Discrimination  Against  Women 
findings  12K.1 

local  principles  of  CEDAW  designated 
12K.2 

purpose  of  provisions  12K.1 
regulations  generally  12K.3,  12K.4 
summary  of  CEDAW  12K.5 
task  force  established,  powers,  duties 
12K.4 

WOOD  BAN 

See  TROPICAL  HARDWOODS,  VIRGIN 
REDWOOD  BAN  (121.1) 

WORK  FURLOUGH  PROGRAM 
Administrator 

designated  13.61 
powers,  duties  13.62 

Community  service,  alternative  sentencing, 
administrative  fees,  applicability  8.30 
Purpose  13.60 

WORICERS’  COMPENSATION 

Departmental  responsibility  16.83-2 
Injury  in  performance  of  duty  benefits 

disability  determination  by  appeals  board 
when  16.81 
effect  16.84 

Retirement  benefits,  effect  16.84 
Risk  management,  insurance  provisions  not 
applicable  10.78 

WORKERS  COMPENSATION  PROGRAM 
CASH  REVOLVING  FUNDS 
See  also  CASH  REVOLVING  FUNDS 
(10.125) 

Designated  10.145-1 
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WORKERS’  COMPENSATION  TASK 
FORCE 

See  also  TASK  FORCES  (1.29) 
Coordinator  designated  16.83-4 
Established  16.83-1 
Powers,  duties  16.83-3 

WORKFORCE  DEVELOPMENT 

See  SAN  FRANCISCO  WORKFORCE 
DEVELOPMENT  SYSTEM  (83.6) 
WORKFORCE  DEVELOPMENT 
ADVISORY  COMMITTEE  (83.8) 

WORKFORCE  DEVELOPMENT  ADVISORY 
COMMITTEE 

See  also  COMMITTEES  (1.29) 

Established,  composition,  powers,  duties 
83.8 

First  source  hiring  program 

first  source  hiring  implementation, 
monitoring  plans  review  83.6 

WORKS  OF  ART 

See  ART  MEDIA,  PUBLIC  (1.16) 

WORKSITE  INFANT  CARE  CENTER 
SPECIAL  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-92 

— Y — 

YOUTH 

See  Specific  Subject 

CHILDREN  AND  FAMILIES  FIRST 

(86.1) 

LESBIAN,  GAY,  BISEXUAL, 
TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK 
FORCE  (30.01) 

MINOR  (1.43) 

YOUTH  AND  CHILDREN  SERVICES 
CONTRIBUTIONS  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-55 
Expenditures  51A.4 

YOUTH  AND  CHILDREN  SERVICES 
CONTRIBUTIONS  PROGRAM 
Administration  51  A. 3 


Fund 

See  YOUTH  AND  CHILDREN 

SERVICES  CONTRIBUTIONS 
FUND  (10.117-55,  51A.4) 
Purpose  51A.1 

Solicitation,  recordkeeping  51A.2 

YOUTH  ARTS  FUND 
See  also  FUNDS  (10.81) 

Created,  purpose,  use  10.117-95 

YOUTH  CENTER 

See  EXCELSIOR  YOUTH  CENTER 
(10.117-121) 

YOUTH  COMMISSION 

See  also  COMMISSIONS  (1.29) 

Lesbian,  gay,  bisexual,  transgender,  queer 
and  questioning  youth  task  force 
members  designation  30.01 
staff  support,  resources  provisions 
30.01 

YOUTH  TASK  FORCE 

See  LESBIAN,  GAY,  BISEXUAL, 

TRANSGENDER,  QUEER  AND 
QUESTIONING  YOUTH  TASK 
FORCE  (30.01) 

— Z — 

ZONING 

Conditional  use  authorization,  notice 
appeals,  when  34.3 
generally  34.2 
Reclassification,  notice  34.1 
Environmental  review  fees  collection 
authority  31.46 
Variance  grant,  notice 
appeals,  when  34.5 
generally  34.4 

ZONING  ADMINISTRATOR 

See  also  OFHCERS,  CITY,  COUNTY 
(1.23) 

Conditional  use  authorization  notice  duties 
34.2 

Environmental  review  fees  collection 
authority  31.46 
Variance  grant  notice  duties 
generally  34.4 
upon  appeals  decision  34.5 
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ZOOLOGICAL  GARDENS 

Animal  purchase,  exchange,  fund 
See  ANIMAL  PURCHASE  AND 
EXCHANGE  FUND  (10.187) 
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